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Rules and Regulations 


rule 21—FOOD AND DRUOS 

Chapter I — Food and Drug Adminis- 
trotion. Department of Health, Edu¬ 
cation, and Welfare 
suecHAme b — food and food ptoDUCis 

part 51—canned vegetables 

Canned Vegetables; Effective Date of 
Order Amending Standard of Iden¬ 
tity 

Pursuant to the provisions of the Fed¬ 
eral Food, Drug, and Cosmetic Act (secs. 
401. 701. 52 SUt. 1046. 1055. as amended 
70 SUt 919. 72 Stat 948; 21 UB.C. 341, 
$71) and In accordance with the author¬ 
ity delegated to the Commissioner of 
Food and Drugs by the Secretar y of 
Health. Education, and Welfare <21 CFR 
2JO), notice is given that no objections 
vere filed to the order published in the 
Fdcral Rxgistsx of January 7. 1965 
(20 P.R. 131), amending the identity 
standard for canned vegetables other 
than those specifically regulated <21 CFR 
51.990) as set out in that order. Accord¬ 
ingly, the amendments so promulgated 
mu become effective March 8. 1965. 

Dated: February 18,1966. 

Oco. P. Larricx. 

Commissioner of Food and Drugs, 

(PJl. Doo. 65-1030; Filed. Tth, 24. 1966; 
8:40 a.m.) 


PART 121—FOOD ADDITIVES 

Subpart C—Food Additives Permitted 
in Feed and Drinking Water of An¬ 
imals or for the Treatment of Food 
Producing Animals 

Subpart D—Food Additives Permitted 
in Food for Human Consumption 

Dickbstrol Ducbtatb 

1. The Commissioner of Food and 
Drugs, having evaluated the data sub¬ 
mitted in a peUUon (FAP 3D1140) filed 
by Schering Corp., Bloomfield, N J., and 
other relevant material, has concluded 
that the food additive regulations should 
be amended to provide conditions under 
which dlenestrol diacetate may be safely 
o«d in feed for chickens and turkes^. 
Therefore, pursuant to the provisions of 
the Federal Food, Drug, and Cosmetic 
Act (sec, 409<c)(1). 72 SUt. 1786; 21 
tlS.C. 348<c) (1) ) and under the author¬ 
ity delegated to the Commissioner by the 
Secretary of Health, Education, and 
Welfare <21 CFR 2.90), Subpart C of the 
food additive regulations Is amended by 
Bdding thereto a new section, as follows: 
fi 121.266 Dimci^trol diacctale. 

Dlenestrol dlaceUte may be safely used 
^ animate in accordance with the fol- 
J^lng prescribed conditions: 

U> The additive is the chemical 3.4- 
bls(p.acetoxphenyl) 2,4-hcxadlenc hav¬ 


ing a melting point range of 118*->122* 
C. 

(b) Permitted uses of dlenestrol di- 
aceUte alone and with certain other 
additives arc described In Ubular form 
in this section, and these tables are to 
be read as follows: 

<1) The numbered line items estab¬ 
lished the required UmiUtions and in¬ 
dications for use of the principal In¬ 
gredient as the medicament alone or 
with an additional ingredient added. 

(2) The lettered line items esUblished 
the required limiUUons and indications 
for use of secondary ingredients that may 
be added to the indicated principal In¬ 
gredient. Where principal and second¬ 
ary ingredients have been mixed, the 
appUcable limltaUons and indications 
for use from both the numbered items 
and lettered items apply. If duplicate 


(d) To assure safe use, the label and 
labeling of the additive, any combination 
of additives, and any feed additive sup¬ 
plement, feed additive concentrate, feed 
additive premix, or complete feed pre¬ 
pared therefrom shall bear, in addition to 
the other information required by the 
act. the following: 

<1) The name of the additive or ad¬ 
ditives. 

(2) A statement of the quantity or 
quantities contained therein. 

<3) Adequate directions and warnings 
for use. 

<e) Tblcrance UmiUtions on residues 
of dlenestrol diocetate In edible products 
from treated animals are established 
under § 121.1173. 

(Sec. 400(e)<l). 72 SUt. 1786; 21 UJB.O. 
348(C)(1)) 

2. Based upon an evaluation of the 
daU before him and proceeding under 
the authority of the Federal Food. Drug, 
and Cosmetic Act (sec. 409<c)<4), 72 
SUt. 1786 ; 21 UjS.C. 348(c)(4)), the 
Commissioner has further concluded that 
a tolerance limitation is required In order 
to assure that the use of the food ad¬ 
ditive dlenestrol diaceUte in accordance 
with section 121.266 will not cause the 
edible tissues of chickens and turkeys to 
be unsafe. Therefore. Subpart D of the 


UmiUtions occur, these may be appro¬ 
priately combined. 

(3) Permitted combinations of prin¬ 
cipal Ingredient and secondary Ingredi¬ 
ents are Individually listed. Unless spe¬ 
cifically provided by the regulations, the 
principal ingredient may not be mixed 
with two or more secondary ingredients. 

(4) Where cross-references specify a 
particular Uble and item number of an¬ 
other section, use of only the principal 
Ingredient of the numbered item Is au¬ 
thorized thereby. 

(5) The term ••principal ingredient** 
as used in this section refers to the addi¬ 
tive named in the heading of this section 
and Is not intended to imply that the 
Ingredient is of a greater value than any 
other additives named in this section. 

<c) It Is used or Intended for use In 
feeds, as follows: 


food additive regulations is amended by 
adding thereto the following new section: 

(121.1173 Dicnc»trol clUcelAtr. 

<B) A tolerance of zero Is established 
for residues of dlenestrol dlaceUte in the 
uncooked edible tissues and byproducts 
of chickens and turkeys. 

(b) The method of examination pre¬ 
scribed for the quantiUUvG determina- 
Uon of dlenestrol dlaceUte is as follows: 
Incorporate the finely ground tissues in 
the diet of Immature mice, and assay by 
the mouse uterine weight method of £. 
J. Umberger, O. H. Gass, and J. M. Cur¬ 
tis, published in Endocrinology, volume 
63, page 806 (1958). 

(Sec. 40O(O)(4), 72 Btat. 1786; 21 UBC. 
348(044)) 

Any person who will be adversely af¬ 
fected by the foregoing order may at any 
time within 30 days from the date of its 
publication in the Federal Rsolster file 
with the Hearing Clerk, Department of 
Health, Education, and Welfare, Room 
5440. 330 Independence Avenue 8W., 
Washington. D.C., 20201. written objec¬ 
tions thereto, preferably In quintuplicate. 
Objections shall show wherein the person 
filing will be adversely siffected by the 
order and specify with particularity the 
provisions of the order deemed objection¬ 
able and the grounds for the objections. 
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RULES AND REGULATIONS 


If a hearing is requested, the objections 
must state the issues for the healing. A 
hearing will be granted if the objections 
are supported by groxmds legally suf¬ 
ficient to justify the relief sought. Ob¬ 
jections may be accompanied by a memo¬ 
randum or brief In support thereof. 

ECecUve date. This order shall be 
effective on the date of its publication in 
the Fcdckax. Reexsrea. 

(Sec. 409(c) (1). (4). 72 SUt. 1786; 21 UJ3.C. 
848(0) (l).(4)) 

Dated: February 16.1965. 

Gso. P. Larrick. 

Commissioner of Food and Drugs, 

(PJi. Doe. 65>1931: Piled. Peb. 24. 1968; 
6:49 Rjn.] 


PART 121—FOOD ADDITIVES 

Subpart D—Food Additives Permitted 

in Food for Human Consumption 

ASAS 1NOOAL A CT AN 

The Commissioner of Food and Drugs 
has evaluated data in a petition (PAP 
6A1563> filed by Stein. Hall A Co.. Inc.. 
605 Third Avenue. New York, N.Y., 10016. 
and St. Regis Paper Co.. 150 East 42d 
Street. New York. N.Y., and other rele¬ 
vant material, and has concluded that a 
food additive regulation should issue to 
prescribe the safe use of arabinogalactan 
in food. Therefore, pursuant to the pro- 
visions of the Federal Food. Drug, and 
Cosmetic Aot (acc. 409(c) (1>. 72 Stat 
1786: 21 U.8.C. 348(0(1)). and under 
the authority delegated to the Ck>mmis- 
sloner by the Secretary of Health. Educa¬ 
tion. and Welfare (21 CFR 2.90; 29 P.R. 
471) a new section Is added to Subpart D 
of the food oddiUve regiilations. as 
follows: 

§ 121.1174 ArabinogalArtan. 

Arabinogalactan may be safely used in 
food In accordance with the following 
conditions: 

(a) Arabinogalactan is a polysac¬ 
charide extracted by water from Western 
larch wood, having galactose units and 
arablnose units In the approximate ratio 
of six to one. 

(b) It is used in the following foods in 
the minimum quantity required to pro¬ 
duce its intended effect as an emulsifier, 
stabilizer, binder, or bodying agent: Es¬ 
sential oils, nonnutritive sweeteners, 
flavor bases, nonstandardlzed dressings, 
and pudding mixes. 

Any person who will be adversely af¬ 
fected by the foregoing order may at any 
time within 30 days from the date of its 
publication in the PxoxaAL Raoisrsa file 
with the Hearing CHerk. Department of 
Health. Education, and Welfare. Room 
5440. 330 Independence Avenue SW.. 
Washington. D.C.. 20201. written objec¬ 
tions thereto, preferably in quintuplicate. 
Objections shall show where In the per¬ 
son filing will be adversely affected by the 
order and specify with particularity the 
provisions of the order deemed objec¬ 
tionable and the grounds for the objec¬ 
tions. If a hearing U requested, the 
objections must state the issues for the 
hearing. A hearing wiU be granted if 
the objections are supported by grounds 


legally sufficient to justify the relief 
sought. Objections may be accom¬ 
panied by a memorandum or brief in 
suport thereof. 

FFective date. This order shall be ef¬ 
fective on the date of its publication in 
the FKonAL RsotsTta. 

(8®o. 409(e)(1), 72 Slat. 1786; 21 Ufi.C. 
348(0X1)) 

Dated: February 16. 1965. 

Oro. P. Laauck, 

Commissioner of Food and Drugg. 
(PJL Doc 66190e; Piled. Peb. 24. 1965; 
8:47 ajn.l 


PART 121—FOOD ADDITIVES 

Subparl F—Food AddiHvet Resulting 
From Contact With Containers or 
Equipment and Food Additives 
Otherwise Affecting Food 

COMFONCNTB OF PAPEX ANP PaPBXBOARD 

A number of comments were received 
in response to the notice of proposed 
rule making published In the Federal 
Reoistek of June 16. 1964 (29 FJR. 7687). 
relative to the amendment of the regu¬ 
lations with respect of food additives 
resulting from substances used as com¬ 
ponents of the food-contact surface of 
paper and paperboard. 

Of the comments received, the ma¬ 
jority (18) were either requests for 
changes to provide for the use of addi¬ 
tional substances as components of the 
food-contact surface of paper and paper- 
board or requests for changes to relax 
proposed limitations on the use of Indi¬ 
vidual substances listed In the proposal. 
Where data were available to support 
safety, these changes have been made. 

Five of the comments received re¬ 
quested changes In the analytical meth¬ 
ods in proposed J I21,2526(d). In re¬ 
sponse to these comments, the analytical 
methods have been revised to Include 
additional optional test methods for 
formed paper and paperboard products: 
to Include provision for correcting 
chloroform-soluble extractives r^dues 
for petrolatiun; and to revise the pro¬ 
cedure for correcting chloroform-soluble 
extractives residues for wax. petrolatiun. 
and mineral oil. 

Three of the comments expressed ob¬ 
jections to the use of heptane as a sol¬ 
vent simulating fatty food in the testing 
of certain types of formed paper and 
paperboard products intended for use 
in contact with food containing free fat 
or oa. These comments referred to 
pcUUons (FAP 794, 804. 805, and 837) 
proposing the use of distilled water 
rather than heptane as the solvent 
simulating fatty foods because of 
difficulties encountered when heptane 
is used In testing, by In-contolner 
methods, some t 3 rpes of formed paper 
and paperboard products intended for 
use in contact with food containing 
free fat or oil. The Commissioner of 
Food and Drugs has concluded that dis¬ 
tilled water does not simulate the ex- 
tractablllty of free fat or oil and that, 
in the ab^nce of an acceptable alter¬ 
native proposal, heptane should continue 
to be used as the solvent simulating the 
extraetabillty of free fat or oil. In re¬ 


sponse to these and other oommenU the 
analytical methods in paragraph (d) of 
the proposed S 121.2526 have been re- 
vised to include additional optional test 
methods for formed paper and paper- 
board products. Also In this connection 
and on the initiative of the Commk- 
sloner. table 2 of 9 121.2S26(c) has been 
revised to prescribe heptane at 70* F. for 
30 minutes as the solvent simulating the 
extraetabillty of free fat or oil In foods, 
such as type m. that are Intended for 
use under conditions of frozen storage 
with no thermal treatment In the con¬ 
tainer. 

In response to one of the comments re¬ 
ceived. the description of bakery prod¬ 
ucts under food tsrpe VTI In tabic 1 of 
9 121.2626<c) has been revised to specify 
two categories of moist bakery products 
and further revised to exclude bakery 
products t hat a rc dry solids Included 
under tsrpe vm or IX of table 1. Table 
2 of 9 121.2526(0 has also been revised 
accordingly to prescribe appropriate time 
and temperature extraction oondllions 
for the two types of bakery products 
identified on the revised table 1 under 
type Vn-A and Vn-B. 

On the basis of the commenU received, 
the item ^'Petroleum sulfonate produced 
by sulfonating a straight-chain aliphatic 
hydrocarbon • • ••• has been deleted 
from paragraph (b) (2) of the proposed 
9 121.2526 ponding clarification of chem¬ 
ical identity. On the basis of another 
comment, the Item ''Acetylated xnono- 
glyoeiides complying with 9 121.1018^ has 
b^n deleted from proposed 9 121.2526 
(a)(5) and from 9121J57l(b) since 
9 121.1018 prescribes safe conditions for 
the use of these acetylatcd monoglyc¬ 
erides in nonfood articles. Similarly, 
the Item •*p-ferf-Octylphcnoxypolycth- 
oxyethanol (40 moles) • • ••• has been 
deleted from paragraph (b)(2) of the 
proposed 9 121.2526 because 9 121.2541 
prescribes safe conditions for the use 
of this substance as a component of non¬ 
food articles. The item “Pyrethrlns In 
combination with piperonyl butoxlde 

.has been deleted from paragraph 

(a)(5) of the proposed 9 121.2526 pend¬ 
ing final action on a petition (FAP 
5H1455; 29 FJR. 13978) proposing the es¬ 
tablishment of tolerances for residues 
of these substances in packaged fqpd^ 
and feeds as a result of the use of these 
substances in the outer ply of multiwall 
paper bags. 

To resolve several conflicting limita¬ 
tions on the composition of some poly¬ 
mers, paragraph (b) (2) of the proposed 
9 121.2520 has been revised on the initia¬ 
tive of the Commissioner by adding cer¬ 
tain vinyl and acrylic polymers that were 
previously included under paragraph (b> 
(1) by reference to 9 121.2514(b) (3) (xv) 
and (XX). 

In response to one of the comments re¬ 
ceived. the descriptions of various sul- 
fated oils in 19 121.2526. 121.2557. and 
121.2571 have been revised to Identify 
these materials as the ammonium, potas¬ 
sium. or sodium salts of the sulfated oils. 

On the initiative of the Commissioner, 
1 121.2571(b) has been revised by delet¬ 
ing individual listing of substances that 
have been incorporated by reference to 
9 121.2526 and other applicable regula- 







FEDERAL REGISTER 


2431 


Thursday, February 25, 1965 

lions. For example, the item ;*Wax. 

Ihetlc paraffin (Plachcr-Tropsch proc¬ 
ess)** has been deleted, since 1 121.2575 
prescribes safe conditions for the use of 
this substance in nonfood articles. Also 
in 1121.2571 <b), the descriptions of the 
items **Sodium methyl naphthalene sul¬ 
fonate condensed with formaldehyde." 
**8od!um naphthalene sulfonate con- 
deiised with formaldehyde." and "So¬ 
dium xylene sulfonate condensed with 
fonnaJdehyde" have been revised to iden¬ 
tify these items as **methyl naphthalene 
sulfonic acid-formaldehyde condensate, 
lodlum salt." "naphthalene sulfonic 
idd-formaldehyde condensate sodium 
lalt." and "xylene siUfonic acid-formal¬ 
dehyde condensate, sodium salt." 

blowing publication of the June 16. 
1964. proposal on componenu of paper 
and p.ipcrboard. petitions were filed by 
Chemirad Corp.. Post Office Box 187, East 
Brunswiclc. N.J. (PAP 161): Sherwin- 
Williams Co., 10909 Cottage Grove Ave¬ 
nue. Chicago, ni.. 60628 (PAP 5B1495): 
and The Upson Co.. Lockport. N.Y. (PAP 
1355), proposing the amendment of the 
food additive regulations with respect to 
the use of polyethylenlmine. phenyl acid 
phosphate, and triethylene glycol adipic 
acid monoester as components of paper 
and paperboard intended for use in con¬ 
tact with food. In response to these 
three petitions, proposed $ 121.2526(a) 
(5) has been revised to include provision 
for the use of these three additional 
substances. 

On his own initiative the Commissioner 
has concluded that 8 121.2532 Styrene 
copolymer coatings and I 121.2564 Poly- 
ethylcftimine should be revoked, since the 
use of the subject styrene copolymer 
coatings and polyethylenlmine is ade¬ 
quately covered by revised II 121.2526 
and 121.2571. 

Accordingly, purstaant to the provisions 
of the Federal Pood, Drug, and Cosmetic 
Act (sec. 409, 72 SUt. 1784 ct seq.; 21 
UB.C. 348). and under the authority del¬ 
egated to the Commissioner by the Sec- 
^a ry of Health, Education, and Welfare 
(21 CPR 2.90). the food addlUve regula¬ 
tions are amended In the following 
respects: 

{121.2517 [Rf^okrd] 

1 Section 121.2517 EmulsiAers used 
in the manufacture of paper and paper- 
i>oard is revoked. 

2. Section 121.2519(b) is amended to 
read: 

8 121.2519 Defoaming agent* tmed In 
ihe manufacture of paper and paper¬ 
board. 


<b) The defoaming agents ore used to 
prcvimt or control the formation of foam 
during the manufacture of paper and 
I^perboard prior to and during the 
•hect-formlng process. 

{ 121.2521 [Reviiked] 

3. SecUon 121.2621 EmtOsifiers used in 
We manufacture of coatings for paper 


and paperboard in food packaging is 
revoked. 

4. Section 121J526 Is amended to read 
as follows: 

§ 121.2526 Component* of Mper and 
paperboard in contact witti aqueou* 
and fatty food*. 

Substances identified In this section 
may be safely used as components of the 
uncoated or coated food-contact surface 
of paper and paperboard intended for use 
in producing, manufacturing, packing, 
processing, preparing, treating, packag¬ 
ing. transporting, or holding aqueous and 
fatty foods, subject to the provisions of 
this section. Components of paper and 
paperboard in contact with dry food of 
the type identincd under type vm of 
table 1 in paragraph (c) of this section 
are subject to the provisions of 1 121.2571. 

(a) Substances tdentmed in subpara¬ 
graphs (1) through t5> of this para¬ 
graph may be used as components of the 
food-contact surface of paper and paper- 
board. Paper and paperboard products 
shall be exempted from compliance with 
the extractives limitations prescribed in 
paragraph (c) of this section: Provided, 
That the components of the food-contact 
surface consist entirely of one or more 
of the substances identified in this para¬ 
graph: And provided further. That if the 
paper or paperboard when extracted 
under the conditions prescribed in para¬ 
graph (c) of this section exceeds the 
limitations on extractives contained in 
paragraph (o) of this section, informa¬ 
tion shall be available from manufactur¬ 
ing records from which it is possible to 
determine that only substani^ identi¬ 
fied in this paragraph (a) are present In 
the food-contact surface of such paper 
or paperboard. 

(1) Substances generally recognized as 
safe In food. 

(2) Substances generally recognized 
as safe for their intended use in paper 
and paperboard products used In food 
packiUdng. 

(3) Substances used in accordance 
with a prior sanction or approval. 

(4) Substances that by regulation In 
this Part 121 may be safely used without 
extractives limitations as components of 
the uncoated or coated food-contact sur¬ 
face of paper and paperboard in contact 
with aqueous or fatty food, subject to the 
provisions of such regulation. 

(5) Substances identified in this sub- 
paragraph. as foUows: 


of RibsUlUM 


LimluUom 


Acetyl fcroxkle....^..... 


AcrylomMe^methAcrylyioxy- 
MliyMrUneiliylaminoaluin 
mrihyl ntlikto oofxrfyxner 
lettni cooUlxilnir aoC niort Uwn 
t iBoW poroent of S-itMf 
cryly loiyothTltrinneUi > 1*01' 
nuntxim tnetbyl raltele ftotl 
oaotulntni Icc* Ui«o 0.2% of 
ocrybunkSc m o n ot o o r . 
lcrCAikyl<Cr-C|i)nHrc*{4«m.. ^ 


For um only m polf' 
mtriiotloo c*t*> 
fy»t. 

For uar ooty m • 
rrUnUon *kS tnd 
Aoceuteot em¬ 
ployed prior to lb* 
■hrt't'ttriBlnf 
openitk)ii to Um 
B utfiubiciare of 
gigtf and r*per- 

For u*» only ** pofy- 
tDMiuUoa-oootrol 
•emt 


Alominoin loetale.. 

Amnaoolant porraUkte... 

Ajxunooltmi ibVmtlteU. 


Urt ormbrUntc* 


UmltatlORt 


Aso-bi* liobcityronitnie— 

Bentqyl peroxid*...,.— 

Bto<}^>‘drtnyelbyQ*Iky1 


fcrl'Butyl bydropcroikk... 


Crft-Bulyl poroiSd*.,,. 

CvTMPMinaxi and i*tt« of corr*- 
gvmiui drerribod In 
II m.lOMand 121.1007. 

CMtor oil, hydmiTMulrd .....— 
CmCqt oU. nilCUod. •mmonluin. 

potAfriam. or .<toiih3in mIL 
CellvtJoio, rrfvocroled.. 


For OR* only a* poly- 
maritAtloo eaU- 

ly«i. 

l>o. 

For um only m ao 
ad^raot to cootrol 
alianrbaocy 
and pltdi oocitent 
In tl)* manulnctiiro 
of parirraod laiier- 
board to tb* 
gueC'fivralQc 
otierailon. 

For tiao only at poly- 
moflration cat*' 
lyrL 
Do. 


Cobaltooa aceiaU.. 


Cumene hydroperoxide^ 
Cyanocuanldloe. 


DiakWbyde fuar gum.. 


DUldebyde kxwt bean fum... 
2,S>DS4rft>but>i bydroqiitaocie. 


DIeiho&olamloe.. 


Dkibylroetrlamln*.. 


1.2'DlhydrO'2,2,4*trtxDelhylquhi' 
oUae. pofyinerUcd. 


N^'DMeopropaikofoinlde of 
low laity adda. 


Ul- 


^r.^**-T>folfOTletbyl«Mdi■lBlBt. . 
DIpbcnylaxnloe....... 


mpropylroe flyrol.......... 

Af.N'-PleUarojIfUiylciiedl- 

■ntoe. 


For tue only aa poty* 
mrrliattoo-oontrol 

aaent. 

For a»f only m poty- 
merimtion cot*' 
lyai. 

For uaa only: 

1. Aa a modifier for 
amtoo n«tiir. 

1 Aa a Ooidbixif 
acitfX in 
atoreh an<i 
protein mat- 
frud Inr p*per 
paper and 
paper baant 

For um only aa a art- 
atranstb asmt 
enployed prior to 
Uw tbcei'fbrmlnic 
opemllon In the 
manalkrture of 
paper and paper' 
hoard aoii at 
a ioT*! not to «x* 
eeed 1% by wrirbt 
of the flnlahed dry 
pa|wr and paper* 
board flbert. 

Do. 

For QM ooiy m ao 
anlloxldaot lor 
loUy baaed cooltni 
adlunota pro> 
Tided It la uied at a 
Irvel not to exceed 
0.00^ by anelcbt 
of cootln* aollda. 

For tiae only a* an 
adhtvant to con¬ 
trol polp alaorb- 
mey and pilch 
cootcat In the 
manolacluxe of 
paper and paiicr- 
board prior to tbe 
•hoei^fonnlni 
operaUoa. 

For uaa only a* a 
modifier for axnlno 


For use only aa an 
antknidaiit fbr 
BoUiTid rublior 
latex ooattAfB pro* 
Tided It b used at • 
lOTol not to exceed 
0.1% by wc4fhi of 
the coaUiif lotUk. 

For nae only a* an 
adjuvaoi to oon* 
trot palp alnorh- 
ancy an<l pitch 
content In Ui« 
manuCacturr of 
paper and puiTf* 
bo^d prior to the 
abert'darmhu 
opermUnn. 


For oae only aa an 
■BtkixldaDt for 
fkUy baaed eoatlnc 
adfuranu pro- 
Tided It la uied at 
a leYH not to e&- 
cof*] 0uQ06% by 

wg^ht of ooaunc 
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RULES AND REGULATIONS 


LbA ormbiUnoM 


TUU ftddi drrhrvd from untoMl 
«ad TcntAbW ftita ukJ olb «iul 
tAlts « turb acMfl, tlo^ or 
mltod. M Mlowt: 

Aluminum. 

Ammoolom. 

CiUctam. 

Mocncotam. 

PotapriuA. 

Botllum. 

7.tnc. 

Forrk chkir1<l«...^.. 

Ferroof nminomfom fultete. 

Flih o!U hytSrofftnftUd^_.... 

FM oU. hydrogfnBUKl« poU»' 
itoin mH. 

Fttropllormn tad mlti of furc«l> 
Imui M doKflhcd In 
. H 121. (OiMlitfwS 121.1000. 

Ourovyl Lortoctcariite............ 

Qljreorirl 


Qljrmnrl mooorkliiolioU....... 

UontnoCbykoflliCromlttr.. 


llydroquInoDf ood Um tiion»> 
luKhyl or aMmoolhyl oUicrt 
of liydroqulootM. 
bofwopyl m- and p-orMoli 
iChymol (krirodj. 


Isopropyl poroKydicvbottsls.. 


lapon WMX . 

Lonryl poroclds. 


Lotiryl KilOito nKs: 

Amonlum. 

Mscnoslum. 

Fotsmlum. 

SodloB. 

LMilhkn. liydrocyUiod.. 

Llfnlfi tuIfonaU sod its eslelnm, 
poisastanrv. and sodium sslu. 
Mrihvl osiphUislom sulfonie 
scld4annM(l«byds coodeosslsi. 
sodium isJt. 


MknorsI oti. whits... 

Monofivcsrtds 

Mtistjirdssed oO, sulCslod* am* 
tnoalmn, poCsmtuni. or sodium 
■sli. 

Nsplithslsns suUoQle Mfd4orm> 
sUSebydo oondsaasir, Mdlom 
salt. 


NltroeeUttVoas, 10.F-1X2% oitro- 
fm. 

Okie add. soUalod, ammonium, 
jjocasalum, or sodium salt. 
Af%ll<o^>f^siaarDylsil]yt«i^ 


iamma. 

Oiysiroirln.. 

riwafannaldahyda. 


Pslrolalttm... 

Fotrolmm aspball, steam and 
▼acinim maoed to meti tbr fDl< 
lowtoc spedfleadons’ Poftao* 
lac pmni IIXT F.-auO* F.. as 
dstenniOMl by AflTM UsUiod 
D-M; praetnUko at TT F. ooC 
to sxcsed 0.1 mm., as drCaro 
mined by A8TM MstM D-C; 
and maninttm wricht loas oot 
toouwsd 9% when dlstUled to 
toot F.« dot to Moeed on addl- 
Uosml 1.1% wtrna fUrtbtr dis- 
tUled beCwosB 100* F. and 
ibarmal dacomposlUoo. 


Timitattnns 


For OSS only as 
polymerlsatloii 
oroas-Unklnc 
scoot fbr protein, 
Inctadtoc casitn. 

For use only as an 
Inhibitor lor 


For use otdy as an 
antioxidant lor 
fatty tosad ooat- 
Inc adlurants 
providad It la 
usmI St a leyal not 
to axoeed 0 00fl(% 
by walcht of 
ooailfic solfcla. 

For use only ss 
potynieruatiDO - 
oauiyst. 


For um only as 
polymsrlasUoa 
catalyst. 


For use only as an 
•dmraot tooooCrol 
pQjD absorbenry 
and pltcb content 
fas tbe manuiactura 
of paper essd paper, 
board prior to the 
sheet.larmlnc 
operation. 


For ctae only as sn 
adioTBDt to control 
pulp absorbency 
and pitch content 
In the inanofsc- 
lure of paper end 
paperboard prior 
to the sboet-brm- 
Inc operation. 


For Dst only as set- 
line aceut for pro* 
tein. 

CcM^tg^wUh 

For OSS only as a 
cooipanent of io- 
lemal stelae of 
paper and paper- 
Intended for 
use In oontaci only 
with raw lhalta, 
raw ycfeUbhn, 
and diy food of the 
type kwoUftad oa- 
om type VIU of 
tabic 1 fas paro* 
cranh <e) of this 
•ecuoD. and pro* 
▼tdad that the aa* 
phalt Is used st a 
Iml oot to exceed 
9% by weteht of 
tteflnhMdry 

CS5!Si^^ 


List of subsUnoea 


Pbanotbtaatna.. 


Fhanyl add pbenpbaia. 


Ptseayi^aphtbylamlos. •.»... 


PolyeChyiscia. ak oxidised (mini¬ 
mum tnolecolsr weicht UDO). 


rata. 


Pdg^ylsns clyooi (400) dt- 

PdyetbyleiM tlrod (tom < 
of eoconm ou fetty adds. 

Pol/cthylanc clym (dOO) 
of taU on fatty adds. 

Pdyeihykns glyool (tOQl 
laiirate. 

Polyathylenc dreol (MQ> mono- 
hutfalc, 

Polycthylaoa gtyeot (40d mono* 


Polytthylna gtyed (000) mono* 


Polyathylsna glyool (400) mono* 
staorats. 

PdyythylaDS glyool (400) oumo* 


PdyathyleM gtyad (1,000 
mofsodsarala. 

Polyvthylautinina, prodoead by 
the pcMynwrUatloQ of tthyV* 


Polyoxycthyteoa (lOI sorbttan 
moiMlaarsla. 

Polyoxyeihjiena (90) sorbttan 
tristeorst^ 

Pdypropyirtsa glycol (mlnloiitm 
mofactilar wrhtm 1,000). 

Polysorbatc 60 (polyoiy^ylefia 
CIO) sorbltsn monostesracs). 

Polyaorbatc 80.^.^...... . 


Potiaslitm permlfata__ 

Propykns glycol alginats. 

I'rotdn hydrolyaate from animal 
hldas or soybean protstn oon- 
dsnssd with dek and/or 
stsoriesdd. 

Bapessed oU, sulfatcd ammo* 
nlum, pofasBlirm, or sodltun 

aalL 

Bicebran oil, snlfatsd smino- 
nluai, pofa m ittm , or sodtiun 

salt 

Rostn and roaln dcHyaUfoi.^_ 

Bodlum dlortyl aulfoaoeolnata., 
Sodium formaldehyds solibay- 


Bodlum bypochlortlf. 


Ferosaonly asBOtt* 
oxidant in dry 
rostn ilssL 

For usf only ta 
polymsrltatlon 
catalyst fai mein* 
niiiia4ormaldeliyda 
modlllad atkyd 
ooatlno axkd 
faniitM to use at a 
fayel not to eseeed 
3% by xrdgbt of 
thecoaUng aollda. 

For use only ■■ 
antloxldaat In dry 
roaln sUa and 
llmilad to use at a 
leyal not to exceed 
0.4% by wekbtof 
Um dry rostn stsa. 

For ust only as com¬ 
ponent ofnoacina 
that ooniact faod 
only of tbe tyna 
Idantltlod oihW 
lyMVll-Hatul 
Vni of ubla 1 fri 
paragrsivb (e) of 
this secitofi, and 
Urallod to use at a 
Imrel not loascocd 
iO% by weight of 
tba po iitl fs g 


For osa only as an 
adiuTsnt cm- 
adluTant em¬ 
ployed In tba 
manufaeuira of 
papar and paper¬ 
boy prior to the 
sheet-forralng 
opsraUem. 


For OSS only as an 
•d/uYaatam- 
ploysd prior to 
■best formation In 
paper-mall I ns sya* 
ienta operated at a 
pitof4Jorh%her, 
and limited to use 
at a lecrl oot to 
aaoesd 6% 


xrcight of flnL , 


Conforming to the 
Idroilty proscrlbfd 
in f liCiam 
Confcrming to the 
idaotUy pccaerlbad 
In 112L1006. 


As proddad In 
im.tta2. 


ai^pd. 


Fv Qo ciii^ as'p^ , 


Sodhim N-methyl-N-alsfltao- 
ratSL 


Sodliim alfrlts..... 


Sodium permlfata...^ 
Sodium polyacrylatc.. 


SorbHan 

Sorbllan IrtnleaN__ 

Sperm oU, suUhlod, ammoym, 
poCassiam, or somm salt. 

BUnryl-a-lactylle add and Ms 
nslottrasalL 

Styraoc-malde mill jdrMe oopoty* 
mcr. sodfum salt (mtaimm 
molccohw weight IQ^OOCr 


StyrsDa^nctharrylle aeld copoty- 
insr, poUsdirm salt Crntnlraum 
molcmiar wdcbl 90,000). 


Talloir.'.. 

Tallow alfobol_ 

Tanow akohol. hydronsiatsd. . 
Tallow fatty add, hydrogonatad 
Tallow hyorocenatad... 

Tallow sulfatcd. a ma wnliaB, po- 
Usatnai. or sodhim latt. 
Tatrasthylsnapeotamlna.. .,.. , 


Tin dealc_ 

Triethanyninc.. 


TrIethyWia gtyod adiple add 
moDoeder produoed by rsaci- 
Ing equimolar quanUtisc of 
trlKbylm glyool and adipfe 


TrtrthylaBatalraiolaa... 


Vlseosa rayoo IlhonL....*-^ 
Wax, pstroteum._ 


lindustana 


For use only ss m 
adtueant ic eon* 
trd pulp ahiorb* 
cney and pitrfr 
cootent Is Chs 
manufaelurt d 
paper snd popen 
board prior to tbs 
sbcei'fbmuac 
opsrstlon. 

For osa aolr 
1. At IrtelsiMit to 
rxcaod liJ% 
by writ^4 cl 
habriesnu sr 
rrlosse agmts 
ap^w-1 at 
mr^ not la 
oxeawt I R>. 
par too ol Aa- 
uhad paper or 
paparKard. 

S. As an antknrra* 
sfon agani d 
isreb oot to 
txoaed 0J% 
by wefftst of 
wax aumUons 
u»d aa Inbf • 


tha naouiaa* 
turo of papw 
and paperboard 
prior to the 
ahaat-fartning 
oparatlon. 


For use as a thkfrsar 
Ingagsot far nab 
ural rubber laUs 
coatlncx. protrUted 
It fa uy at a Icrel 
not to txnrd 3% 
by wdgbt of oast- 
ini sotldjL 


Forttsaonlr 

I. As a sdal 
ihfcfrHitmr 
•gaot at t tc^rl 
pot to cxnr^l 
|%byw^4if 
coating solidiL. 

1 Aifunaerdis 
at a IrvrJ not 
to aicasd 1% 
by wdifbt d 

ES55>RSr- 

For am only as a om^ 
tag tMekaolng 
aont at a WtIrI not 
la exesed by 
watfht of coating 
aoikk 


For wo only as a 
modUfarfaramlaa 


For um on^ ta ad^ 
just pn (lurinc tha 
msnnfactxtfe of 
amino rssfait 
mittwi fbr am as 
aomponeotiof 
gap^snd raper- 

for ttisonly ass 

eufl-conlrol ksol 
at a IsTrl oot to 
esossda^by . 

weight of coafatlsr 

tmcoalad paper 
and paperuwra. 
Forossoal/aia 
Dodiflm far antlno 




rrtth 
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IM^wUUokcm 


f^ag foUonJc ■cld'laniiAkt^ 
ocaidfdMii* fodtum mH. 


*1^ 


Sm toraokldAhyd* mlftuylaU .. 

tbc^cUmtM .—- 


UmlUtkMM 


For vm only m an 
ndjurant to eon* 
Irol pulp oboorb* 
•ocy and plteb 
eouiMit In the 
manulkctura of 
paper and papn^ 
boM prtor to tho 
ihcrt'lcirmloc 
ofMration. 

For uat only at 
l^l^yerlratlon 


(b) Substances Identified In subpara- 
irtphs (1) and (2) of this paragraph may 
be used as components of the food-con¬ 
tact surface of paper and paperboard, 
provided that the food-contact surface of 
the paper or paperboard complies with 
the extractives limitations prescribed in 
paragraph (c) of this section. 

(U Substances Identified in f 121.2514 
(b) (S) with the exception of those Idcn- 
ttfled in paragraph <b)(8) (v), (xv), 
(xx>« (xxxi). and (xxxU) of that section 
and paragraph (a) of this section. 

(3) Substances identified in this sub- 
paragraph follows: 


UstoCsabsUaen 


Acntemldi copotytMflMd with 
fdivi ry-TTUit and/hr itiTMM 
nOor r'^ihiMryUe neld, Mb* 
tMcUd with tomnl* 
> and butyl Meobol. 
Arrylic eopolymart produetd by 
copoiymrrltfaie 1 or mon of Iht 
wTyUi< ninoofowf butyl nery* 
bu, «thyt Mrtlntiw olbyt 
BvthA. ryba*« mothyi neryiate, 
ir^thy) methncrylnlti* nod »• 
prr>(>Ti mochncrjtntti or pro* 
<1 mr» 1 by oopotyioMlsIiMI ono 
«r nerr of «och ncrylnU moa* 
•men tnntiMr with om or 
aoft of cbfl monoRMn tcryUc 
orrytooltilkL butndiiM, 
^«t^y^!lekT1 aerywie. fumvte 
•dd. flychlyi methneryiue, 
s-hctyl meihiierylntn. luoonk 
•cU. rr<lhacrylleadd,ttyraM, 
ftnyl aORtato. rlnyl chlbrklo. 
«M vtnylkkna rhkri^ The 
&Dbbrd copolrmora ahali eon* 
Uln At iMii io widf hi percent 
•f polytDcr tmlU drrlywi fimtn 
•aa cr mora al tha nunomtfs 
butyl octyUte, ethyl ncryhMr, 
rChyl meChM^loia. math^ 
•ariUta, n ethyl matiiacrytate, 
»d i: iirnpyi fDfthncrylate: 

canUlo DO mart than 
t weight perorat of total poly* 
mer onlta <lrriyad frotn arryilc 
add. (urao^ add. rlycddyl 
matiuiaTlala. a^hatyf moth- 
aerrtalr. luoonlc iHd. and 
c:athacryUc add. Tha pro* 
UdoQ lUnittiig tin fknbM 
mbc oofnlyman to not mora 
than A weight percent of total 
pcfyincr unlta derlyad from 
•cryiic ari-i, fumaric add, 
fiycldyi mailiacrytala, i»*hatyl 
mrthaiyylato. Itao^ add, 
Ml indhacryite add la not 
appt^la to ftniahad acryUc 
ccpolyireni aaad aa coaUng 
irtiuyanta at a Irwal not cxoiad* 
»f 7 aoltbt parcaot of total 
aNdini aoui^ 

Daiyl baotyl pbthakta_ 


fiatyl oleaia, aoUhted, ammo* 
j^|“^;^^Ukad|iin,orfodluna mlL 

Captiin (V>tiichlaroiaatlnrtaiiar> 
^rt/>-i-c^haiMit.i, SdlMf* 

bcilmuia). 


Ltmltatkiaa 


Comptybki 
I lii.Ull. 


with 


Copper S-qabioMiiolala-... 


For oaa only aa 

mohl* and rnOdaw^ 
proofing agent In 
coatlnca ioiiodoil 
Ibr UM tn contact 
adth foot! only of 
thatypealdenUAad 
In paragraph (c) of 
tbb aactlon. table 


Lid of mbalanom 


DIbutyi phthalata.. 

DIbutyl Mbacato.. 

Dkylomxyl phtbalate.. 

DIethyleoa glycol eater of tha 
addua of tanwia ac 
anhydrlda. 

Ulhydroxy di ch torodlphanyi 
mHhane. 


Dbnethylpofy'alloiaae, 100 
oanUatoaea vtocoalty. 

Diroetbylpolydloxaoe*bctap 
phanylethyl methyl ^^yafloi* 
ana eopolytncr (2:1). m to 
too oMUatokea rlaeoaity. 

El>TA (eUiyknedlamlonetra* 
aortic add) and Ita sodium 
and/or caklmn salia. 

Formaldahyda---- 


Otycaryl monobuiyl rkin otoa l a.. 
iaooutyl olaates, sutfstod, 
ammonium, polamium. or 
•odium aalt. 

Maklc anhydrlda adduct of 
botadleoc-atyreDe eopofytoer. 
a* Metbylatyreaa*y1ny1ido«gie 


oopol)__ 

Naemthakoa sulbole add'farm* 
aldehyda eondmiaata. 


Olryl aloohoi.... 

FantaarythrtCol tetrasfaarala. 

Polyaater realn fbrmad by tba ra* 
action of the methyl cater of 
roaiA, pbthallc anhydride, 
makk anhydrtde and ethyl* 
fne glycol, aoch that the poly* 
•dcr raain baa an add numtMr 
of 4 to 11, a drop*aoncnlnf 
point of ^ C.>«2* C.. and a 
color of K or pakr. 

Polyvater ream produoed by m* 
acting tha add ffoups In mop- 
ton wmt wtth •mime ilyool. 

Folyosyethylalod Oo molea) tal¬ 
low ekobol aaUhie, sodhiiii 
hU. 

Folywypropylmopdyoxyelhyl* 
eoa btoA pofyinm (minimum 
rookefilar arairhl S^SOO). 

Polyrlnyl aoetate.... 

— 


Polyrlnyl butyral 

Polyrtnyl formal.. 

Polyrtaylldana chicrida......... 

Polyainyl pyrrohdona. 

Poiyyinyl itean^.. 

Prmykme dyml mono* and dl- 
adars of ats and bdty acids. 
SodhixD decylboattBaaQlloiiata... 
Sodhun dihasyl sulfoaucctoato... 
Sodium l^thylbayl 
Sodium okyllaopropaaolamkta 

SodSum panUcldorophenaU 


UmlUilona 


For oaa only aa pra* 
■mwaUya for coat¬ 
ing lormnlallooa. 


For oae only aa pro- 
sanrativa lor 
eoatlng forrau- 


For uae only aa pra* 
•amtlya lor 
coating loraus- 


Kot toeteeed 100 
p.pjn. In Dniibad 
coated paper ar 
paperboard. 


Sodium opheoyipbenate-.... 

Sodium wlnyl sulfonale. poly- 
narrisod. 

Styrene copolyinorR iwotfoc^ by 
copolym^ting styrena wlih 
makK anhydrlda and Its 
methyl and sra*bat 7 l rsten. 
Such copolymers may contain 
^Altroatyrsoe aa a polynwrUa- 
tloo chain terminator. 

Btyrmo-baUdlene copolyinan 
containing not more than 10 
weight pmant of polymer 
uniu derlTfd by copolynwrl- 
ratlon with one or mors of tha 
loUowing mononsert; 

Acrylfo add. 

Fnmaiic add. 

Itocouk add. 

IfclhacryDc achl. 

Stireno-maiharryllc add copoly¬ 
mers containing no morr than 
t weight pfTcanl of polymer 
nnlts dmVad from methacryUc 
add. 

TotuerMsulIbnamUSe-lannalda* 

hydarsdns. 


For oaa only aa pra* 
•anratlra lor coat* 
ln|^lormulaltoni. 


For use only aa a 
coaling or compo¬ 
nent of coaUngs 
and hmiiad to urn 
at a kaca not to 
asccad 1% by 
freight of paper or 
paperboard sub- 
•trata. 


Lkl of aubaUooaa 


Vinyl Bccuic eooolrmccB pro¬ 
duced by eopofynMrfuni rtnyl 
aertate with one or mora of the 
motmmars acrykxaide. acrylk 
add. aerylanitrik, bkyckv 
pL2.1 Ue|ig-3*«ne.4-mrthy kcry* 
late, butyl acrykta. croConle 
add. dacyl acrykia. dlallyl 
(uniarmir. lUallyl makata^ 
dunyl pMhalma. dlbutyt fu* 
marale, dibutyl llacooate. 
dl butyl nuUcsto. dl(2-eihyl- 
hai^) makata, diainyl ban* 
tena. ethyl acrykta, 2-elhyl* 
brxyl acrykia. tumarle acid* 
Itacoalc arh!. maleic acid, 
mriliacrylk add. maUtyl 
acrylata. nwUiyl rmrthaaylata, 
monor2*dhy1)i^l) m a le ala, 
moooethy) makata. atymw. 
▼Inyl botyrata. atoyl crotoo- 
ala. ainyl hesoala. rlxiylhlena 
chlortda, dny) pekrfonaia. 
dnyl proptonala. alnyl pyr^ 
rolkSoae. dnyl stearate, and 
dnyl sulfonic add. Tha 
ftnirhad onpolymers shall con¬ 
tain at kaat 90 weight percent 
of potWna^ unlls derlacd from 
Tinyl aoatats and shall contain 
no more than t weight nreent 
of total polymer units darleed 
from acrylamide, aeryhe add, 
orolonlc add. docyl acrylate, 
dJbutyl tUronala. dlC2*athyl- 
hasyl) makata, tomark acid, 
ttaeonk add, makk add. 
malhscrytk add. mooo<2* 
elhylbasyl) makata. mono¬ 
ethyl muJeda. dnyt butyrate, 
dnyl haxostr, rlnyl pdago- 
nata, rtnyl nropiooate. doyl 
sUmrale, and rlnyl soJlonic 
wHd. 

Vhtyl chlorlda copolymers wo- 
dooed by oopotymertxing rtnrl 
chkrkk with one or more of the 
monomers acryloaltrfk; to* 
markadtS and I'amathyi.ethyl, 
propyl. butyL^ amyL haiyl. 
beptyl. or oct^ eaters; tnakle 
add and lU methyl, ethyl. 

S lxyU butyl, am^ 

tyU or octyl aaterr. makk 
ydhda: rfaayl aoatata; and 
rlnylkkua ehkinda. Tha flst- 
Islwd eopolymars ahaU contain 
at least 50 weight Parcent of 
polymar units denrad from 
rlnyl chlorlda and shall c o n tain 
no more than A weight pcrcant 
of total polynser nniU derlred 
from furmsrie and/or makk 
add and/or thdr methyl, ethyl, 
propyl, butyl, amyl, beptyl, 
or octyl moooe at a r s or vom 
makk anhrdrttk. 

Vinyl chlorlde-rtoyl acetate by* 
drosyt-UMHiified eopolyroera. 
Vinyl chkrlde-rlnyl aertate hy- 
drosyl-modlflcd oopolyroeisin- 
aciM with trimellltk an¬ 
hydride. 

VlnyUdana chloride copolymers 
rroduoad by eopolyniertdng 
Ttnylldena emorlue with one or 
mora of tba monomers acryla- 
mkk. acryHe add. acryloDlirlk 
butyl aciykte, butyl mrib- 
acrykta, ethyl acryUte, ethd 
metbarrykta, tumork add, 
Itaconk add, methacry Ik add, 
methyl acrykta, methyl math* 
acrykte. ociadecyl methacry* 
ktr, propyl acrylale. pTrayl 
methacryliUa, eioyl cnkride, 
and dn^nmlfooic add. Tha 
finished copolymers ahaO ooo* 
Uln at kast 50 walght poroent 
of polymar units dedrod Armn 
rtoylldana chkilde; and shall 
DO mere than 5 wdgKt 
pmcent of total polymer unHs 
Stinrtd kom acrykmlda.acryl* 
k add. fumark add, Itaconk 
add, methacrylk add. oeta- 
decyl racthacryktr, and rtnyl 
•ullonk add. 


Lireltatlona 


(c) The food-contact surface of the 
paper and paperboard in the fini s he d 
form in which it Is to contact food, when 
extracted with the solvent or solvents 
characterizing the type of food, and un¬ 
der conditions of time and temperature 


ifo. 87- 


















































2434 


RULES AND REGULATIONS 


characterizing the conditions of Its In¬ 
tended use as determined from tables 1 
and 2 of this paragraph, shall yield net 
cliloroform-soluble extractives (cor¬ 
rected for wax, petrolatum, mineral oil, 
and zinc extractives as zinc oleate) not 
to exceed 0^ milligram per square inch 
of food-contact surface as determined 
by the methods described In paragraph 
(d) of this section, 

Tabls or Raw ahb PiuH'siiffiD Foaom 

L Notwrtd, AQom prtxlQ^U; may contain salt or 
mm or both (pll abore 6,0). 

11, Acid, nqutom prtxiocis; may ccmtalo mlt or 
•usar or both, amt loolmllng olbimwaur rmul- 
■kma oi low- or tdc^'ai content. 


Tablb 1—TTrna or Raw aho PaoesaasD 
V^Mh-COOUOBOd 

m. Aaucoui, acid or nenadd rroducts 

trot oU or at; mar cooUto salt, and lodadin 

^water-lD^UemnbSoncoriow.orbicb-tatcoateol. 

IV. Dalryjnrodiicte and modlfteatiocn: 

A. Wat«-l»-oa rtntUaiana, hltb< or low-bi. 

B. OU-tmwater cmnialoiia, hlkb> or low4ai, 

V. Low-inoUlare fAta and oila 

VI. Berwacea: 

A. ^Ute j^upU>S poroent ot alcobot 

C. Cootainlnc morr than B percent ot akoliol 

Vll. Bakery prodneta other than those inchided under 

typea VllI or IX oT thfai UbW: 

A, Molat bakrry producta with aurhioe contain- 

Inc hot Id or oU. 

B, Modal bakery iroducta with auriM eon- 

HQ byr bt or oQ. 

VIII. l>ry aoUda with Ibr fiurlaee coniAltdoc no free tat 
or oU (no end teat required). 

DC. P gr aoUda with the aurtooe ooo t ai n iof free Cat or 


riy CoyomoK* fo« Dnmimmi AMovKtor Emumm 



Tvpmolfood 

Food^mnUllnt aolrtnta 


(Boa table 1) 

Water 

nepuati 

1 percent 
aioohol 

10 percent 
afwhol 

A. lllglt tesnpmturt bcat^atertUaed 

(ffZ. ortf 2tr F4. 

B. BotUnc water fleriUsed.. 

fl.IV-B.VU-B... 

Thmi and 
fmoerWare 

a»* F.. 2 hr_. 

THw ead 
tfmpfTthtrt 

TTnw end 
temperafarr 

7>iar ead 
Umpmitirt 

IllLIV-A. VU-A. 
m>ii-B.. 

jn^ri-A^ . . 

zur F.. 2 hr... 
nr F.«»mi&. 

uirKtbr.^ 


. . 


nr F..»mfra. 

tir FhSob^ 





FtU boUliif, 
cooJtolorF. 
Fill boOIng. 
eod telOO* 

F. 




O. Hot ftllod or paairartied abova 
1»*F. 

ni. iv-A.. 

urF.,15raln. 



V. 

120* F., ISmta. 




id. nr-A- 

ISO* F., i 

............ 


D. Hot fUlad or (wateurliacl bafrnr 
ISO* F, 

lsrF.,Shr._ 

100*'F..)0intn. 
100* F..30aBlB. 

— 

J 

« 



3 hr. 

——— — — 


V|.C- 



WF., 

2 hr. 


l.n^^lV-B.V.-B. 

nLiv-A.vn-A.. 

U0*F.,nhr.. 



R. Room tamperatura flllad and 
•torad (ao tbermal tecatmenl 

l»* F.. n hr„ 

T0*F..»mln. 
TO* F.,)0mta. 



In the ooolatncT). 

VI-A.UI- 

Vl-O_ 

—.— 

lio* F., 
Mhr. 

120* F., 

24 hr. 

F. Relrigv«aio«1 ftorace (no thermal 

in.iv-A.vn-A^ 

I, IL IV-M.VI-B, 

vYi-b. Via. 

nr F., M iir._ 
T0*F..4»I»_. 

TO* F..l0aihi^ 

--- 



TT F..«B 
hr. 


teaatinmt In the oohUUmt). 

Vl-C- 



Ta*F..48 

hr. 

O. Froian atorace (no thermal 
treatment to the eontalnar). 

B. Frocen or refrifecrattd slorace: 
Beadr^ prepared leoda in* 
landed to be rahealMt In con- 
tafrirr at Unt oi uae: 

1. Aquoow or oU4i>-waUr 
amnlolon ot hlgb* or tow* 
tot. 

a Aqoaous. bigb. or tow-free 
oil or toL 

MI.W-B,Vn-B. 
IniVu-A._ 

70* F..J4br... 



TT F., H hr... 

TO* F.. lb min,. 

.. 


taiV-B.VII-B. 

nr F..I 0 




in, IV-A.VI1-A_ 

min. 

nr r., so 

Bln. 

U0*F.,30 

mtn. 

— 



b,. (KWt 01. to «r<Tto« to tb.totetotoWUlr to, tDtol pnxloto 


(d) Analytical methods—(1) Selec¬ 
tion of extractability conditions. First 
ascertain the type of food product (table 
1. paragraph (c) of this section) that is 
being packed commercially In the paper 
or paperboard and the normal conditions 
of thermal treatment used in packaging 
the type of food Involved. Using table 2. 
paragraph (c) of this section, select the 


food-simulating solvent or solvents and 
the time-temperature exaggerations of 
the paper or paperboard use conditions. 
Having selected the appropriate food- 
simulating solvent or solvents and the 
time-temperature exaggeration over 
normal use. follow the applicable extrac¬ 
tion procedure. 

(2) ReagenU--(i) Water. All water 
used in extraction procedures should be 


freshly demineralized (deionized) dis¬ 
tilled water. 

(U) n-Heptane. Reagent grade 
freshly redistilled before use. !vg»n g onJ? 
material boiling at 2()S* F. 

(ill) Alcohol. 8 or 50 percent (by vol¬ 
ume), prepared from undenatured 95 
percent ethyl alcohol dUuted with de¬ 
mineralized (deionized) distilled water 

(Iv) Chloroform. Reagent grade 
freshly redistilled before use, or a grade 
having an established consistently low 
blank. 

(3) Selection of test method. Paper 
or paperboard ready for use in packag¬ 
ing shall be tested by use of the extrac¬ 
tion cell described In the Journal of the 
Association of Official Agricultural 
Chemists. Volume 47. No. X, pages 177* 
179 (February 1984), also described in 
ASTM Method P 34-83T, except that 
formed paper and paperboard products 
may be tested in the container by adapt¬ 
ing the in-eontainer methods described 
in 9121Jl514(e), Formed paper and 
papierboard products, such as containers 
and lids, that cannot be tested satis¬ 
factorily by any of the above methodi 
may be tested In specially designed ex¬ 
traction equipment, usually consisting of 
clamping devices that fit the closure or 
container so that the food-contact 
surface can be tested, or. If flat samples 
can be cut from the formed paper or 
paperboard products without dMtroylng 
the Integrity of the food-contact surface, 
they may be tested by adapting ths 
following **sandwich** method: 

(1) Apparatus. (a) Thermostated 
(±1.0* F.) water bath, variable between 
70* F. and 120* P, Water bath cover 
capable of holding at least one 800-miIU- 
liter beaker partially submersed In bath. 

(5) Analytical balance sensitive to 0.1 
milligram with an approximate capacity 
of 100 grams. 

(c) Tongs. 

(d) Hood and hot-plate facilities. 

(e) Forced draft oven. 

For each extraction, the following addi¬ 
tional apparatus is necessary: 

(/) One No. 2 paper clip. 

iff) One 800-millillter beaker with 
watch-glass cover. 

(A) One 250-mlllllltcr beaker. 

(I) Five 2%-inch-square aluminum 
screens (standard aluminum window 
screening is acceptable). 

if) One wire capable of supporting 
sample stack. 

(U) Procedure, (a) For each extrac¬ 
tion, accurately cut eight 2 ^-inch- 
square samples from the formed paper 
or paperboard product to be tested. 

(5) Carefully stack the eight 2^-Inch- 

square samples and the five 2^-Inch- 
square aluminum screens In sandwich 
form such that the food-contact side or 
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tteh sample Is always next to an alumi¬ 
num screen, as follows: Screen, sample, 
ample, screen, sample, sample screen, 
etc Clip the sandwich together care- 
(ttliy with a No. 2 paper clip, leaving Just 
(Qough space at the top to slip a wire 
through. 

(c) Place an SQO-mlllllltcr beaker con- 
tolnlng 100 mUlUltera of the appropriate 
food-simulating solvent into the con- 
itant ti.mpcratuTC bath, cover with a 
watch glass and condition at the desired 
Uinpcrature. 

(d) After conditioning, carefully lower 
the sample sandwich with tongs Into the 
beaber. 

(e) At the end of the extraction pe¬ 
riod. using the tongs, carefully lift out 
the sample sandwich and hang It over 
the beaker with the wire, 

</) After draining, pour the food- 
ifanulating solvent solution into a Ured 
250-mUUllter beaker. Rinse the 800- 
mUlUltcr beaker three times, using a total 
of not more than 50 milliliters of the 
required solvent. 

(g) Determine total nonvolatile ex- 
iiactlvcs in accordance with paragraph 
(d)<5) of this section. 

(4) Selection of sampler. Quadrupli¬ 
cate samples should be tested, using for 
each replicate sample the number of 
cups, containers, or preformed or con¬ 
verted products nearwt to an area of 100 
aquare inches. 

(5) Determination of amount of ex- 
trochres^ti) Total residues. At the end 
of the exposure period, remove the test 
container or test cell from the oven and 
combine the solvent for each replicate In 
a clean Pyrex (or equivalent) flask or 
beaker being sure to rinse the test con¬ 
tainer or cell with a small quantity of 
clean solvent. Evaporate the food- 
simulailng solvents to about 100 miUl- 
Ulers In the flask or beaker, and transfer 
to a clean, tared evaporating dish (plati¬ 
num or Pyrex), washing the flask three 
times with small portions of solvent used 
in the extraction procedure, and evapo¬ 
rate to a few milliliters on a nonsparking, 
low>temperature hotplate. The last few 
milliliters should be evaporated In an 
oven maintained at a temperature of 
approximately 221* P. Cool the evapo¬ 
rating dish In a desiccator for 30 minutes 
and weigh the residue to the nearest 0.1 
milligram, (e). Calculate the extrac¬ 
tives in milligrams per square Inch of the 
container or sheeted paper or paperboard 
surface. 

(a) Wafer and 8- and $0-perceni 
alcohol. Milligrams extractives per 

■quare inch=rj. 

ib) Heptane, MUUgxams extracUves 
per square lnch=r^-jy^j^- 

Whef«: 

c:; Milligrams extractlTCS per sample 
tested. 

ts Surface area tested. In square Indies. 
r=:Flte. the ratio of the amount of 
extracUves removed by heptane 
under exaggerated Ume-tempera- 
iurs teat eondl lions compared to 
the amount extracted by a fat oc oil 
under exaggerated conditions of 
thermal sterlllaaUon and use. 
e*r:C2iioiroform-soluble extractives resi¬ 
due. 


ce*=Corrected chloroform-soluble eitrac- 
Uves residue. 

or ce* Is subsUtuted for s In the above 
formulas when neceesarj. 

If when calculated by the equations In 
(a) and (b) of this subdivision, the ex¬ 
tractives In milligrams per square Inch 
exceed the UmitaUons prescribed In para¬ 
graph (c) of this section, proceed to sub¬ 
division (li) of tills subparagraph 
(method for determining the amount of 
chloroform-soluble extracUves residue). 

(ii) Chloroform-soluble cxtractioes 
residue. Add 50 milliliters of chloroform 
(freshly disUlled reagent grade or a 
grade having an established consistently 
low blank) to the dried and weighed res¬ 
idue, (c), in the evaporating dish ob¬ 
tained in subdivision (1) of this subpara¬ 
graph. Warm carcfuUy. and filter 
through Whatman No. 41 filter paper (or 
equivalent) in a Pyrex (or equivalent) 
funnel. coUecUng the filtrate in a clean, 
tared evaporating dish (platinum or Py¬ 
rex) . Repeat the chloroform extraction, 
washing the filter paper with this second 
portion of chloroform. Add this filtrate 
to the original filtrate and evaporate the 
total down to a few mllUUters on a low- 
temperature hotplate. The last few mil¬ 
liliters should be evaporated In an oven 
maintained at approximately 221* P. 
Cool the evaporating dish In a desiccator 
for 30 minutes and weigh to the nearest 
0.1 milligram to get the chloroform- 
soluble extractives residue (c'). This e* 
is substituted tor e in the formulas in 
(a) and (b) of subdivision (1) of this 
subparagraph. If the chloroform-soluble 
extracUves In milligrams per square Inch 
still exceeds the limitation prescribed in 
paragraph (c) of this secUon. proceed to 
subdivision (Ui) of this subparagraph 
(method for determining corrected 
chloroform-soluble extractives residue). 

(hi) Corrected chloroform-soluble ex¬ 
tractives residue —(o) Correction for 
zinc extractives. Ash the residue in the 
evaporaUng d^sh by heating gently over a 
Mcker-type burner to destroy organic 
matter and bold at red heat for about 1 
minute. Cool In the air for 3 minutes, 
and place the evaporaUng dish in the 
desiccator for 30 minutes and weigh to 
the nearest 0.1 milligram. Analyze this 
ash for ^c by standard Association of 
Official Agricultural Chemists methods or 
equivalent. Calculate the zinc in the 
ash as zinc oleate. and subtract from the 
weight of chloroform-soluble extracUves 
residue (c'> to obtain the zinc-corrected 
chloroform-soluble extracUves residue 
(e^). This ea is substituted for e in 
the equations in (a) and (b) of subdi¬ 
vision (i) of this subparagraph. 

(b) Correction for wax, petrolatum, 
and mineral oil—(1) Apparatus, Stand¬ 
ard 10 millimeter Inside diameter x 60 
centimeter chromatographic column (or 
standard 50-mllllliter buret with an In¬ 
side diameter of 10-11 millimeters) with 
a stopcock of glass, perfluorocarbon resin, 
or equivalent material. The column (or 
buret) may be optionally equipped with 
an integral coarse, fritted glass disc and 
the top of the column (or buret) may be 
opUonally fitted with a lOO-miUlliter sol¬ 
vent reservoir. 


(2) Preparation of column. Place a 
snug pledget of fine glass wool in the 
bottom of the column <or buret) if the 
column (or buret) is not equipped with 
integral coarse, fritted glass disc. Over¬ 
lay the glass wool pledget (or fritted 
glass disc) with a 15-20 millimeter deep 
layer of fine sand. Measure In a grad¬ 
uated cylinder 15 milUUtcrs of chromato¬ 
graphic grade aluminum oxide (80-200 
mesh) that has been tightly setUed by 
tapping the cylinder. Transfer the 
aluminum oxide to the chromatographic 
tube. Upping the tube during and after 
the transfer so as to tightly settle the 
aluminum oxide. Overlay the layer of 
aluminum oxide with a 1.0-1.5 centimeter 
deep layer of anhydrous sodium sulfate 
and on top of this place on 8-10 milli¬ 
meter thick plug of fine glass wool. Next 
carefully add about 25 mUllUters of hep¬ 
tane to the column with stopcock open, 
and allow the heptane to pass through 
the column until the top level of the 
liquid Just passes into the top glass wool 
plug in the column, and close stopcock. 

(3) Chromatographing of sample ex¬ 

tract — ii) For chloroform residues 
weighing 0,S gram or less. To the dried 
and weighed chloroform-soluble extract 
residue in the evaporaUng dish, obtained 
in subdivision (li) of this subparagraph, 
add 20 milliliters of heptane and stir. If 
necessary, heat carefully to dissolve the 
residue. Additional heptane not to ex¬ 
ceed a total volume of 50 milliliters may 
be used if necessary to complete dissolv¬ 
ing. Cool to room temperature. (If so¬ 
lution becomes cloudy use the procedure^ 
In (lll)(b)(3)(«) of this subparagraph 
to obtain an aliquot of heptane solution 
calculated to contain 0.1-0.5 gram of 
chloroform-soluble extract residue.) 

Transfer the clear liquid solution to the 
column (or buret). ^nse the dish with 
10 milliliters of additional heptane and 
add to column. Allow the liquid to pass 
through the column into a clean, tared 
evaporaUng dish (platinum or Pyrex) at 
a dropwlse rate of about 2 miUUitcrs per 
minute until the liquid surface reaches 
the top glass wool plug: then close the 
stopcock temporarily. Rinse the Pyrex 
flask which contained the filtrate with an 
addiUonal 10-15 milliliters of heptane 
and add to the column. Wash (elute) 
the column with more heptane collecting 
about 100 milliliters of total cluate In¬ 
cluding that already collected In the 
evaporating dish. Evaporate the com¬ 
bined eluate in the evaporating dish to 
dryness on a steam bath. Dry the residue 
for IS minutes in an oven maintained at 
a temperature of approximately 221* P. 
C(X)1 the evaporating dish in a desiccator 
for 30 minutes and weigh the residue to 
the nearest 0.1 milligram. Subtract the 
weight of the residue from the weight of 
chloroform-soluble extractives residue 
(€') to obtain the wax-, petrolatum-, and 
mineral oil-corrected chloroform-soluble 
extracUves residue (ee'). This ee' is 
substituted for e in the equations in 
(a) and (b) of subdivision (1) of this 
subparagraph. 

(fl) For chloroform residues weigh¬ 
ing more than 0.5 gram. Rcdissolve the 
dried and weighed chloroform-soluble 
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extract residue as described in (ill) (b) 
<J) (i) of this subparagraph uslna pro¬ 
portionately larger quantities of hep¬ 
tane. Transfer the heptane solution to 
an approprlate-slzed volumetric flask 
(l.e.» a 250-mUUliter flask for about 2JS 
grams of residue) and adjust to volume 
with additional heptane. Pipette out an 
aliquot (about 50 milliliters) calculated 
to contain 0.1-0.5 gram of the chloro¬ 
form-soluble extract residue and analyse 
chromatographically as described In (111) 
(b) (J) (i) of this subparagraph. In this 
case the weight of the dried residue from 
the heptane eluate must be multiplied by 
the dilution factor to obtain the weight 
of wax. petrolatum, and mineral oil resi¬ 
due to be subtracted from the weight of 
chloroform-soluble extractives residue 
ie') to obtain the wax-, petrolatum-, and 
mineral oil-corrected chloroform-soluble 
extractives residue (ee'). This ee* is sub¬ 
stituted for e in the equations in (a) 
and (b) of subdivision (i) of this sub- 
paragraph. (Note: In the case of chloro¬ 
form-soluble extracts which contain high 
melting waxes (melting point greater 
than 170* P.), it may be necessary to 
dilute the heptane solution further so 
that a 50-milliliter aliquot will contain 
only 0.l-0.a gram of the chloroform- 
soluble extract residue.) 

§ 121.2532 [Revoked] 

5. Section 121.2532 Styrene copolymer 
coatingi is revoked. 

§ 121.2564 [Rrvokrdl 

6. Section 121.2564 Polyethylenimine is 
revoked. 

§ 121.2557 [Amrndetll 

7. Section 121.2557 Defoaming agents 
used in coatings is amended as follows: 

a. The list of substances in paragraph 
<d) (3) is amended by deleting the items 
••Castor oil, sulfated*', •‘Castor oil, sul- 
fated, potassium salt*', ‘ Mustardseed oil, 
sulfated'*. ''Oleic add. sulfated", "Pea¬ 
nut oil, sulfated". "Ricebran oil, sul¬ 
fated", "Sperm oil, sulfated", and "Tal¬ 
low. sulfated’* and subsUtuting therefor 
the following items: 


Llit of lubstaDeet 


Caaior oil. fuiaiod, ammoaluni. 

'^ooUaduni. or aodteun MUt. 

MuaUrdicad oil, tuJfatod. 
funmonhifD, potMihxin, or 
iodlum sail. 

Okiic acM. iulSbt4>d. ammonium, 
potMvtum. or •odtam ralt. 

Peanut oU, Mllatcd. ammonium, 
potamium, or todtam mU. 

Rlmbran oil, fuUajM, 
ammonlom, poCaarium. or 
■odhim aaii. 

Sperm oil, wUeled, ammonium, 
poiamhiro, or aodhun fall. 

Tallow, tuilated, ammonium, 
poiamtum, or iodlum lalt. 


b. Paragraph (e) (2) is amended to 
read: 

(2) The defoamlng agents are used in 
the preparation and application of coat¬ 
ings for poper and paperboard. 


8. Section 121.2571 is amended as fol¬ 
lows: The introduction to the section and 
paragraph (b) are changed to read: 

§ 121.2571 ComponrnU of paper and 
paperboard in conlact wUh dry food. 

The substances listed in this section 
may be safely used as components of the 
uncoated or coated food-contact surface 
of paper and paperboard intended for use 
In producing, manufacturing, packing, 
processing, preparing, treating, packag¬ 
ing. transporting, or holding dry food of 
the type identlfled in f 121.2526(c). table 
1. under type Vm. subject to the provi 
slons of this section. 


(b) The substances permitted to be 
used Include the following: 

(1) Substances that by i 121.2526 and 
other applicable regulations in tills Part 
121 may be safely used as components of 
the uncoated or coated food-contact sur¬ 
face of paper and paperboard, subject to 
the provisions of su(^ regulation. 

(2) Substances identified in the fol¬ 
lowing list: 


uaofwbaAnoM 


Alumtnam muS e*k*Jtiro mitt ot 
FD a C dym on • tubtcmu 
of olumlno. 

AiBTlom..— 

Bonum moUbonUo-......^*.^. 


N,>r'B toChydroiyoihjl) Uuro* 
mldo. 

Borai^_—__ 


Boric ockl.... 

rieoboL.. 

Butyl bcoxyl 

CdkielOU wmi—... 

Corboo tetrachloride.. 

Chk)^ hydrato..^...^.__ 

.V'Cydohoiyl-jvloltNOo lullano- 
mldo. 

2.S-I>i.Ccrf>buty1 faydroqulnoao... 

niethanolanilno. .. 

liieibylatia fiycol mottobutyl 
ether. 

Dkitbyteoc c)T«>i mociooihyl 
otbar. 

Djaibylc n ot ri o m ino.. 

1 >DlhydrKh2,1.4>trtmeUiyl 
milooUoo, polymerlwd. 
N^-I)UaopropoDolomldc of tal* 
low fatty acfda. 

DlptMoylamlDa.... 

frrr>Dodoeyl iblooUMr of poly- 
oibykfio ftlyoot 

Rruoaniida (crucylomldc).^. 

Ethylene o»do... 

Ethylene oxide addoet of mono* 

.KWphato. 

fitethonoin* 

Flab oil Catty oclda, hydro- 
icoated. poCtmhim mh. 

Formaldaoydo... 

Ojyeer^l moooeaprate. 

llaiamacbyknoleiriimtoe^ 


CAolhylhonri) o-phoaphato. 
Fatty ai^ diribono 

mldo. 


Hexylene ilyeol (3-jxiethyl-2,i* 
pcotanedW). 

Hydroobietyl aleohol. 

bogropMoteoUno hydro* 

laopropyl m- and fKreaoi (thy¬ 
mol dmiTcd). 

liaoonle acid.^........... ....... 

Malele aohydridedUmbatyleno 
oopolyoMr. ammonium or 
aodium aalt. 


UmtUtioiM 


Cokrant. 


For am m praeerra* 
UTt In coatlnss 
and lUinsf. 


For urn aa prvoerra* 
Urt bi eoaUoci. 
Do. 


I'otyinerlxatfcia reao* 
tioo-control ifent. 


AntSoxSdant hi coat* 
tnci only* 


FumlfaDl tn 


Polymertiatlon 
erooBllnklnc aiceni 
lor twottfn, to* 
eludine oamto. A# 
neutnulxtog agent 
wUb myrb^ 
chrotnle chloride 
eomplex and 
•tearato-elirofnie 
chloride eoroplax. 


LUt of aubotaottw 


Molambie-tormakSeliydo modi* 
Bed wtch! 

Aloohole (ethyl, botyL 
iaobutyl, propyl, or lao* 

nKl^^liaetrlainino. 

Imtoo*btt*batylamtoB. 

Imtoo-btaotbylanelmtoo, 

Imino-blepropylamina. 

Polymiolnee made by ra* 
aettog ethylexiedlaniliio or 
irttDethylexmdlamtne with 
dichloroctbane or dl* 
chloroprupana. 

SuliknlUe add. 

TetroeC hy Inoepontamlno. 

Trieibylmtelrarotoe. 

Methyl alcohol...___ 

Methyl calm of mono*, dl*, ai^ 
trlmi^lecie glycol. 

Methyl naphtlttlene aolfpnJe 
acki-fcainaidehyde eondenmte, 
aodlitm mlt. 

Monogtyoerkle dirate.. 

Myrlatto«liromlc cblorldi corn* 
ptex. 

Naphthalene sulJbnie add* 
formaldehyde oocMknmte. 
aodium aalt. 

Nickel.. 

A-NltroatTrana..... 

Oleic ai^reacted with N-dkyl* 
(C»»-Cri}tiimelhyleoodiamtoo. 

Petroleum hydrocarbons, light 
andodcriem. 

Petroleum suUonatoa.......^.. 

Pina oll....«................... 

Polyethyki^ air osidtimd (mini¬ 
mum molecular weight 

Polyethylene glycol 300. 

Iklyeihyleoe glycnl (300) dUM< 
rate. 

Polymerr HomopolTcueri and 

eopotymera of the fotlowlnc 


Limit atiooi 


Beak poljmir. 


Aerylainide. 

Acrylic acid and tti methyt 
ethyl, butyl, propyl, or octyl 

j^urt 

Aeryloaitrlle. 

Butadkoa. 

Croiooie add. 

Cydol acrylate. 

Vml acrylate. 

I>laUyl fumarata. 

Diallyl makate. 

DlaUyl ohlhalale. 

Dibutyl ftunarate. 

DIbutyl ttacoaate. 

Dibutyl makate. 
DI(lwthyLbosyr) maleate. 
DioeiyI himarata. 

Dlociyl maleata. 
Dirtoylbeoaeoa. 

Etbytona. 

3-Ethylhas7l aorylata. 
Fumark add. 

Ulyddyi methacrylate. 
laoWykna. 

Isoprvne. 

Itmonk acid. 

Mak4o anbydrida and its 
methyl or butyl eaters. 
MelbaRTlk add and Us 
mcthyL cthyU baiyl, or 
propyl eaters. 

Methyutyreno. 
Mon<K3-rihylbexyl) msleote. 
Monoethyl inskole. 

Styrene. 

Vinyl aootale. 

Vinyl butyrate. 

Vinyl ehkirlde. 

Vinyl croConato. 

Vinyl hexoaU. 

VInyUdeoe chloride. 

Vinyl pelargonate. 

Vinyl propUmalo. 

Vinyl pyrrolidone. 

Vtoyl stearate. 

Vinyl fuilouk add. 
Polyoxyethylated (mtoimum X 
moll) olevl aloobol. 
Polyoxyethylone (mlnlmura 12 
mob) mter of tall oU (t0%-40% 
ftwto ackla). 

Pi^yoxyetbylene etliers of octy^ 
or nonylphenol. 

Polyoryprociyknepolyoiyethyl- 
ene glyool (minimum molM^ 
alar welxbt 1,900). 

PolTTlnyl akoboL. 

Pyt^hrms to eombiuatloa with 
piperooyl butoxlde. 

Sodium dlkohutylpbenoty dl* 
ithosyotbyl xuIJbnate. 

Sodlom dUaobulylpheooxy m o o o- 
ethoxy ethylaolfMate. 


potymerr*" 


Bake polyu 



In ouUdde pike 
moltlwaUbesa 
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tM of SttbRADCM 

LlmlUtSoaf 

•tdtnm iMlodoeylpolfviboiv (90 
oic>k«: luldiU 

Ipdlatn »Mk>d«cytphenoijpoly- 

uo. 

ratr. 



--- 



{lb UMonliUliBM 
HodUfin lykoe uutonte--— 


IlMnaoKihroaUe chlorlite 
comiyitu 

M^rraer. potiuaUtoi mU. 
THnribylMM'penUnitiie^. 

T«trai»iiiim N-(].5dkerbotX' 
rtbyij-iV'ocUdecyl 
fnliwuodfuUA. 

TcIofm . ... 

FolynMclsstioo 
crow-Unldiig •cent. 

TTkAh^nnUmlne...... 

TrWihylroct4?tnkmliieL--— 

CirvAicnnAldehyde chemkAQy 
BodLlWd with: 

Akiohol (meCbyL *4h3rl.. 
butyl. iaobatyL propyL 
or iwjpropyl). 

AnilnotiMtDyiiailltmk erSd. 

DlATnlnolmUcie, 

D;j.inlnoi)ro<paii*. 

Di' 'hyleoMrlAmhie. 

M) toteoy IHhyletirdP 
tunlMu 

mptvr.yUaitne. 

,v. iV'-Dbfi«Mvylciliyhoe- 

OkAmUML 

rtNylwwdkmIna, 

OuMoldliie. 

linliMhbis-bat y kraine. 

IcufKvbkeiliykminft. 

I rti iao-bls>propy lAmlfM. 

ArOleoylX’-ftcATDy)- 

HhyltnrdiAmliit. 

P«ily»mtoat nsAde by 
rvftcUnff cthyknedUmlBe 
or trtoihyktoodJAmlttt 
with rbehloroHliAna or 
•‘l•.M(roflrop•lle. 

TrtnMthylenoponUiwtoe. 

T rit tbyleOtfCeinutUiio, 

XylttK*.. 

'l^iyinariiMUon 
croae'tt&ldnc iCHit. 

Xyk«ie tuldraic add^fonnSltk* 
bydo n^Ldeimle. eodlum talt. 
Hoc ilmnilo..._ 




$121.2573 [ Revoked] 


9. Section 13U573 Wet-Strength pa- 
is revoked. 

Any person who will be adversely af¬ 
fected by the foregoing order may at any 
time within 30 days from the date of its 
publication in the FcosaAL Rcgistxr hie 
with the Hearing Clerk. Department of 
Health. Education, and Welfare. Room 
W40, 330 Independence Avenue SW., 
Waj^hlngton. D.C.. 20201, written objec¬ 
tions thereto, preferably in qulntuplicate. 
Objections shall show wherein the person 
filing will be adversely affected by the 
order and specify with particular!^ the 
provisions of the order deemed objec¬ 
tionable and the grounds for the objec¬ 
tions. If a hearing is requested, the ob¬ 
jections must state the issues for the 
hearing. A hearing wUl be granted if the 
objections are supported by grounds 
Iwlly sutBcient to justify the relief 
•ought. Objections may be accompanied 
by a memorandum or brief in support 
thereof. 

Effective date. This order shall be 
^ective on the date of its publication 
in the Fsderal Registkr. 

<aec. 400. 72 SUt. 178S et »eq.; 21 UB.C. 346) 
t>ated; February 17, 1965. 

Oko. P. Lsrsicx. 

Commissioner of Food and Drugs, 

Doc, 6 S- 1822 ; FUed. Vth. 24 , 1066 ; 

8:46 a^n.l 


SUSCHAPTfS C—DtUOS 

PART 1410—PENICILLIN AND PENI¬ 
CILLIN-CONTAINING DRUGS; TESTS 

AND METHODS OF ASSAY 

PART 1460—CERTIFICATION OF PEN¬ 
ICILLIN AND PENICILLIN-CONTAIN¬ 
ING DRUGS 

Ampicillin Trihydrofe 

Under the authority vested in the Sec¬ 
retary of Health, Education, and Welfare 
by the Federal Pood. Drug, and Cosmetic 
Act <8ec. 507. 59 Stat. 463 as amended; 
21 UJB.C. 357) and delegated to the 
Commissioner of Food and Drugs by the 
Secretary <21 CFR 2.90). the relations 
for penici mn a nd penicillin-containing 
drugs (21 CFR Parts 141a. 146a) arc 
amended as hereinafter set forth to 
change the name of the antibiotic drug 
now referred to as ••ampicillin” to **am- 
piciUln trihydrate/* 

1. The heading of 1141a.lll is changed 
to read: 

§ 141 a. 111 Ampicillm trihydnile. 

2. The section heading to f 141a.ll2 is 
changed to read as indicated below, and 
paragraph (a) is amended by changing 
the words ••ampicillin capsules'* to •'am- 
piclUln trlhydrate capsules” In the con¬ 
cluding sentence. As amended, the sec¬ 
tion heading and the concluding sentence 
of paragraph (a) read as follows: 

§ 141a.ll2 Ampicillin trlhyclmle rap- 
iiulefu 

(a) • • • 

The potency of ampicillin trihydrate 
capsules is satisfactory if they contain 
iu>t less than 90 percent of the number 
of milligrams of ampicillin that they are 
represented to contain. 

• • • • • 

3. Section 146a.6 is amended by chang¬ 
ing the section heading as indicated 
below, and by amending the introduction 
to paragraph (a) to read as follows: 

§ 146ii.6 Ampicillin trihyclrnle. 

(a) Standards of identity, strength. 
Quality, and purity, Ampicillin trihy¬ 
drate is the crystalline trihydrate form 
of D(—)a-aminobenzyl penicillin. It is 
so purified that: 

• • • • • 

4. Section 146a.7 is amended by chang¬ 
ing the section heading as indicated 
below, by inserting the words •‘of am¬ 
picillin” at the end of the second sen¬ 
tence in paragraph <a). and by inserting 
the word ”trlhydratc*^ after the word 
••ampicillin” where it appears in para¬ 
graphs (a), (b). <d)(l). (d)(2) (11). and 
(d)<3)(li). As amended. Uie affected 
portions read as follows: 

§ 146a.7 Ampicillm Irihydrate c«p»ulcft. 

(a) Standards of identity, strength, 
quality, and purity. Ampicillin tiihy- 
drate capstdes are capsules composed of 
ampicillin trlhydrate with or without 
one or more buffer substances, diluents, 
binders, lubricants, vegetable oils, color¬ 
ings. and flavorings, enclosed in a gelatin 
cap^e. The potency of each capsule is 
not less than 250 milligrams of ampicil¬ 
lin. The moisture content is not less 


than 10 percent and not more than 15 
percent. The ampicillin trlhydrate con¬ 
forms to the requirements of 1146a.6(a). 
Each other Ingredient used, if ita name 
is re<50gnla5ed in the U.8J*. or NF*., con¬ 
forms to the standards prescribed there¬ 
for by such official compendium. 

(b) Packaging. Unless each ampicil¬ 
lin trlhydrate capsule is enclosed in a 
foil or plastic film and such enclosure is 
a tight container as defined by the U.S.P.. 
except the provision that it shall be 
capable of tight reclosure, the Immediate 
container shall be a tight container as 
so (leflnecL The composition of the im¬ 
mediate container, or of the foil or film 
enclosure shall be such as will not cause 
any change in the strength, quality, or 
purity of the contents beyond any limit 
therefor in applicable standards, except 
that minor changes so caused that are 
normal and unavoidable in good packag¬ 
ing. storage, and distribution practice 
shall be disregarded. 


(d) Request for certiAcation: samples. 
(1) In addition to compljTlng with the 
requirements of I 146.2 of this chapter, a 
person who requests certification of a 
batch of ampicillin trlhydrate capsules 
shall submit with his request a statement 
showing the batch mark, the number of 
capsules in such batch, the number of 
capsules of the batch packaged into dis- 
penslng-^ze containers during each 
day's packaging operations, the batch 
mark (and unless it was previoiisly sub¬ 
mitted) the date on which the latest as¬ 
say of the ampicillin trlhydrate used in 
making such batch was completed, the 
number of milligrams in ea(^ capsule, 
the quantity of each ingredient used in 
making the batch, the date on which the 
latest assay of the drug comprising such 
batch was completed, and a statement 
that each ingre^ent used in making the 
batch conforms to the requirements pre¬ 
scribed therefor, if any, by this section. 

( 2 ) • • • 

(li) The amplcllUn trlhydrate used in 
making the ^tch: Potency, content of 
ampicillin, toxicity, moisture, pH, crys¬ 
tallinity. and Identity. 

(3) • • • 

(U) The ampicillin trihydrate used in 
making the batch: 10 packages, each 
containing not less than 300 milligrams, 
packaged In accordance with the re¬ 
quirements of i 146a.6(b). 

• • • • • 

Notice and public procedure and de¬ 
layed effective date are not necessary 
prerequisites to the promulgation of this 
order, and I so find, since the amend¬ 
ments merely change the name of an 
antibiotic drug to more accurately re¬ 
flect Its composition and state and are 
nonrestrlcUve in nature. 

Effective date. This order shall be¬ 
come effective on the date of its publi¬ 
cation in the Fxdxrai. Rcgistrr. 

(Sec. 607. 50 SUt. 463 tuh Amended; 21 X3JS.O. 
357) 

Dated: February 18,1965. 

Gxo. P. Larrick, 

Commissioner of Food and Drugs. 

IPR. Doc. 65-1932: Filed, Feb. 24. 1965; 

8:40 AJn.J 
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SUBCHAmt i—tfGUlATIONS UNDEB SPCCinC 
Aas or CONOtESS otheb than the food, 
DIUG. AND COSMETIC ACT 

PART 281—ENFORCEMENT OF THE 
TEA IMPORTATION ACT 

Tea Sfandardf, 1965-66 

PursuAnt to the authority vested In the 
Secretary of Health. Education, and Wel¬ 
fare by the Tea Importation Act (sees. 
2. 10. 29 Stat 607, 41 Stat. 712, 57 Stat 
500; 21 UB.C. 42, 60). and delegated to 
the Commlsaioncr of P ood and Drugs by 
the Secretary (21 CFR 2 90), the regula¬ 
tions for the enforcement of act (21 
CFR 281.19) are amended by changing 
4 281.19(a) to read as follows: 

§ 281.19 Tr« •tanflardji. 

(а) Samples for standards of the fol¬ 
lowing teas, prepared. Identified, and 
submitted by the Board of Tea Experts 
on February 10, 1965. are hereby fixed 
and established as the standards of 
purity. Quality, and fitness for consump¬ 
tion under the Tea Importation Act for 
the year beginning May 1, 1965. and 
ending April 30. 1966: 

(1) Formosa Oolong. 

(2) Black tea (all black tea except 
Formosa and Japan black and Congou 
type). 

(3) Formosa black (Formosa black 
and Congou type). 

(4) Japan black. 

(5) Japangrecn. 

(б) Canton type (all Canton tjrpe teas 
Including scented Canton and Canton 
Oolong types). 

These standards apply to tea shipped 
from abroad on or after May 1. 1965, 
Tea shipped prior to May 1, 1965. will be 
governed by the standards which be¬ 
came effective May 1 .1964 (29 Fit. 3397). 

• • • • . 
Notice and public procedure are not 
necessary prerequisites to the promulga¬ 
tion of this order, and I so find, since the 
amendment is based upon the recom¬ 
mendation of the Board of Tea Experts, 
which is comprised of experts In teas 
drawn from the Food and Drug Adminis¬ 
tration and the tea trade, so as to be 
representative of the trade as a whole. 

Effective date. This order shall be¬ 
come effective May 1. 1965. 

a. 10. 29 8Ut. 607, 41 Stat, 712 67 
SUt, 600: 21 UBX). 42, 60) 

Dated: February 18, 1966. 

Geo. P. LAsaxcK, 

Cemmistianer of Food and Drugs. 

|P.R. Doc. 65-1933; Piled, Pieb, 24. 1066; 
8:49 ajn.l 


Title 14—AERONAUTICS AND 
SPACE 

Chopter I—Fedorol Aviation Agency 

(Docket No. 0080; Axndt. 39-39| 

PART 39—AIRWORTHINESS 
DIRECTIVES 

Douglas Model DC-8 Series Aircraft 

A proposal to amend Part 507 of the 
regulations of the Administrator to in- 


RULES AND REGULATIONS 

elude an airworthiness directive requir¬ 
ing inspection and reworic of all outboard 
spar caps and Inboard pylons on Douglas 
Model DC-8 Series aircraft was pub¬ 
lished In 29 FJL 0340. Since the publi¬ 
cation of that proposal. Part 507 has 
been recodified Into Part 39 of the Fed¬ 
eral Aviation Regulations, effective No¬ 
vember 20. 1964, therefore thU amend¬ 
ment is being made to Part 39. 

Interested persons have been afforded 
an opportunity to parUcipale in the 
making of the amendment. Comments 
received objected to the AD on the basis 
that It would require airlines who are 
making repetiUve Inspections to repeat 
the initial inspections that have already 
been made. Since this was not the in¬ 
tent of the Agency, the AD has been 
revised by substituting the words **650 
hours* time in service” for the words ”150 
hours* time In service** and adding the 
words “unless already accomplished 
within the last 1,000 hours' time in serv¬ 
ice prior to the effective date of this 
AD” to paragraph (a). Another com¬ 
ment requested that the AD be revised 
to permit the manufacturer to approve 
equivalent methods of repair or rework. 
Since the Agency felt the spar cap faU- 
urcs to be of such importance to warrant 
the Issuance of an AD. it feels that the 
approval of any alternative repair or re¬ 
work method roust be made by the 
Agency. Since the Issuance of the pro¬ 
posal. the manufactxircr has issued Re- 
Issue No. 1 to Its Service Bulletin No. 54- 
34 up-dating and providing clarlfica- 
tion of the original Bulletin. The AD 
has been revised to require that the re¬ 
work spedfled in paragraphs (c) and (d) 
of the AD be accomplished in accordance 
with paragraph 2 of Douglas Service 
Bulletin No. 54-34, Rel^ue No. 1, dated 
July 6, 1964. which Is merely a clarifica¬ 
tion of the original requirement to re¬ 
work In accordance with Douglas Draw¬ 
ing 5778284. It should bc noted that 
paragraph 2 of the Service Bulletin 
provides accomplishment Instructions 
for rework in accordance uith Douglas 
Drawing 5778284. Paragraph (d) of the 
AD has been clarified by the substitut- 
tion of the words '‘reworked In accord¬ 
ance with paragraph (c) or <d)*\ for 
"reworked in accordance with the 
above.” 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (25 F.R, 6489), 
fi 39.13 of Part 39 (14 CFR Part 39), Is 
hereby amended by adding the following 
new airworthiness directive: 

Dovulab, Applies to Model DC-8 Series Air¬ 
craft equipped wttb the stAndArd wing 
lemdlng edge oonflgurAUoa. except aIt- 
CTAft with SerUl Numbers to 45090 
Inclusive. 

CompllAnce required as Indicated. 

As A result of failures of the upper out¬ 
board spar cap structure of the inboard py¬ 
lons. accomplish the following; 

(a) Within the next 350 hours* time In 
■enrlce unless already aooompllshed within 
the last 050 hours* time In service, inspect In 
aocoidance with paragraph (b) all Inboard 
pylons having 8.000 or more hours* time In 
service as of the effective date of this AD. 
Prior to the accumulation of 8350 hours* 
time In senrloe unless already accomplished 
sdthln the last 1.000 hours* time In service 
prior to the effscUve daU of this AD. Inspect 
In accordance with paragraph (b) all inboard 


pylons having leas than 8,000 hours* tlms m 
acrvloe as of the effective date of this AD 

(b) Gain accem to the area to be Inspfcied 

by removing outboard acceas door niShs« 
213 314. Inspect the outboard ^ 

OOP. P/N 6040144-1. of No. 2 Inboard pyUm 
and the outboard spar cap. P/N 5640144-a of 
No. 3 pylon for evidence of cracks to the 
area of Stations Tlp=226.000 to Y!p- 
233.000. Use close vIsuAl or dye penetrant 
inspection methods. 

(c) If cracks are found, rework In occord- 
jmee with paragraph 2 of Douglas Servlet 
Bulletin No. 64-34. Reissue No. I. dated July 
0, 1904, or an equivalent method approved 
by the Chief, Aircraft Xnglneeting DlvUloo, 
FAA Western Region, before further flight 

(d) If no cracks ore found, relnspect psru 
AS outlined In paragraph (b) at periods not 
to exceed 1,000 hours* time In service from 
the last Inspection unUl reworked In accord- 
anoe with paragraph 2 of Doruglas Service 
Bulletin No. 64-34. Reissue No 1, dated July 
0. 1904, or an equivalent method approved 
by the Chief. Aircraft Engineering DlvUtoo. 
PAA Weetem Region. The repetitive Inspec¬ 
tion may be discontinued on all parts re¬ 
worked in accordance with paragraph (cl 
or (d). 

(e) Upon request of the operator, an PAA 
maintenance inspector, subject to prior ap¬ 
proval of the Chief, Aircraft Engineering 
Division. FAA Western Region, may adjust 
the repetitive Inspection Intervals sporifled 
in this AD to permit compUanee at an estab¬ 
lished inspection period of the operator if 
the request contains substantUUng data to 
justify the incresse lor such operator 

(Douglas DO-8 Servioe Bulletin No. 64 34. 
Reissue No. 1. dated July 0. 1904. covers this 
same subject.) 

This amendment shall become effec¬ 
tive March 26. 1965. 

(Seas. 318(a). 601, 603; 72 SUt. 762. 775, 776; 
49 UB.C. 1354(a). 1431. 1433) 

Issued In Washington. D.C., on Febru¬ 
ary 17. 1965. 

Hajuiy a. Toxkpauch. 

Acting Director, 
Flight Standards Service. 

iPR. Doc. 66-1870; Piled, Peb. 24. 1905; 

8:45 am.] 


(Docket No. 0486: Arndt. 39-40) 

part 39—airworthiness 
DIRECTIVES 

Fairchild Model F-27 Series Aircraft 

There have been instances of rudder 
vibration on Fairchild Model F-27 Scries 
aircraft causing serious damage to the 
rudder and rudder trim tab. To correct 
this condition, an airworthiness direc¬ 
tive is being issued to require Inspection 
and modiffcaUon of the rudder trim tab. 

As a situation exists which demands 
immediate adoption of this regulation, 
it is found that notice and public pro* 
cedure hereon arc impracticable and 
good cause exists for makiiig this 
amendment effective in less than 30 days^ 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator (26 PJt. 6489 >♦ 
I 39.13 of Part 39 (14 CFR Part 39), is 
hereby amended by adding the follow¬ 
ing new airworthiness directive: 
PaimcHii.D. AppllM to Model P-27 Scries air¬ 
craft. 

CompllAJice required as Indicated. 

*ro prevent damage to the rudder and rud¬ 
der trim ub from rudder vibration, accons- 
pllah tbe following: 
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(«) WlUiln 25 hours* time In serrlce after 
tht rffecUre <lata of this AD. unless alresdj 
iieoompliAhed within the last 75 hours* time 
tQ Mrvke, and thereafter at interTola not 
to exceed 100 hours* time In service from 
tbs last inspection. Inspect the rudder trim 
ub for cracks In oocordonoe with Fairchild 
Sertlce Bulletin No. F37-55-dA. Revision 1. 
dsted February 3, 1955. or an equivalent sp* 
proved by the Chief. Engineering and Monu- 
tacturlng Branch. FAA Eastern Region. 

(b) If a crack is found, modify the rudder 
trim tab in accordance with Fairchild Serv¬ 
ice Bulletin No. F27-55-5A. Revision 1. dated 
Pebrusry 3. 1955. or an equivalent approved 
by the Chief, Engineering and Manufacturing 
Branch. FAA Eastern Region, before further 
mght, except that one fUghi may be made 
In accordance with the provisions of FAR 
21.1J17 to a base where the repair can be 
gutde. During this flight, a maximum os>er- 
sUog limit speed (Vmo) of 150 knote CAS 
or MACH number 0.35 shall be observed. 

(e) Inspect In aooordonoe with Fairchild 
Ssrvtce Bulletin No. F27-5S-aA. Revision I, 
dated February 3. 1965. aircraft modified in 
aooordance with paragraph (b) prior to the 
•ecumuiatlon of 500 houra* time In aervioe 
after modification, and thereafter at inter¬ 
vals not to exceed 150 hours* time In service 
from the last inspection. 

(d> The repetitive inspections required by 
paragraphs (a) and (c) may be discontinued 
vben a pemmnent modification approved by 
the Chief. Engineering and Manufacturing 
Branch. FAA Eastern Region. Is incorporated. 

(e) Upon request of the operator, on FAA 
mMntenance inspector, subj^t to prior ap¬ 
proval of the Chief. Engineering and Man¬ 
ufacturing Branch. FAA Eastern Region, may 
adjust the repetitive Inspection intervals 
qMclfied in this AD to permit compliance 
St an established Inspection period of the 
operator If the request contains substonti- 
aUng data to Justify the Increase for such 
operator. 

rPalrchlld Serrlce Bulletin No. P37-55-8A. 
Bsviston 1. dated February 3. 1955. covers 
this subject) 

This amendment shall become cfTcc- 
Uve February 25. 1965. 

(8cc. S13(a), 501. 503; 72 SUt, 752. 775. 775; 
49trj5.G. 1354(a). 1421. 1423) 

Issued In Washington. D.C., February 
15. 1965. 

Harry A. Turnfauoh. 

Acting Director, 
Flight Standards Service. 

IPR. Doo. 55-1871; FUed. Feb. 24. 1055; 

8:45 am.] 


(Airspace Docket No. 55-AD-3| 

PART 71— DESIGNATION OF FEDERAL 
AIRWAYS. CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Control Zone 

The purpose of this amendment to 
71 of the Federal Aviation Regula¬ 
tion* Is to alter the elTccUvc hours of 
tbe Aniak. Alaska. Control Zone. 

The hours of operation of the Anlak 
7^ are being reduced from 24 to 16 per 
<iay. Alr/ground communications and 
•iFwayg weather observations will be 
svailable only from 0545 to 2145, local 
tinie, daily. Therefore, the control rone 
i» rc descrlbed to correspond to the Umc 
these services arc avidlablc. 

Since this amendment imposes no ad¬ 
ditional burden on any person, notice 
kixd public procedure requirements of the 


Administrative Procedure Act are un¬ 
necessary and the amendment may be 
made effective upon date of publication 
in the Federal Rbgisteil 
In consideration of the foregoing. 
Part 71 of the Federal Aviation Regula¬ 
tions is amended, effective upon publi¬ 
cation In the Federal Register, as here¬ 
inafter set forth. 

In I 71.171 <29 F.R. 17583). the Anlak. 
Alaska. Control Zone is amended by add¬ 
ing *Trom 0545 to 2145 hours, local time. 
daUy.” 

(Sac. S07<a) of the Federal AvUtion Act of 
1950; 49 UA.C. 1348) 

Issued in Anchorage, Alaska, on Feb¬ 
ruary 15.1965. 

James O. Rogers, 
Director, Alaskan Region. 

(FR. Doc. 65-1872: FUed. Feb. 24. 1965; 
6:45 am.) 


(Alrtpooe Docket No. 86-Al^) 

part 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Control Zone 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regula¬ 
tions is to alter the effocUve hours of 
the niamna. Alaska, control zone. 

The hours of operation of the Iliamna 
FSS are being reduced from 24 to 16 per 
day. Alr/ground communications and 
airways weather observations will be 
available only from 0545 to 2145, local 
time, dally. Therefore, the control zone 
is redcscribed to correspond to the time 
these services are available. 

Since tills amendment Imposes no ad¬ 
ditional burden on any person, notice 
and public procedure requirements of 
the Administrative Procedure Act arc 
unnecessary and the amendment may be 
made effective upon date of publication 
in the Federal Register. 

In consideration of the foregoing. 
Part 71 of the Federal Aviation Regula¬ 
tions is amended, effective upon publi¬ 
cation in the Federal Register, as here, 
inafter set forth. 

In f 71.171 (29 FJt. 17506), the niam¬ 
na. Alaska control zone is amended 
by adding **from 0545 to 2145 hours, local 
time, daily”. 

(See. 307(a) of the FMlerol Aviation Act of 
1968; 49 UR.C. 1348) 

Issued In Anchorage. Alaska, on Feb¬ 
ruary 15.1965. 

Jamzs O. Rogers. 

Director, Alaskan Region. 

(PR. Doc. 65-1873: Filed. Feb. 24. 1965; 

8:45 am.) 


(Airspace Docket No. 65-AD-4] 

part 71 —designation of federal 

AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 

Alteration of Control Zone 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regula¬ 
tions is to alter the effective hours of the 
Oustavus. Alaska, control zone. 


2139 

The hours of operation of the Gus- 
tavus FSS are being reduced from 24 to 
16 per day. Air/ground communications 
and airways weather observations will be 
available only from 0545 to 2145, local 
time, dally. Therefore, the control zone 
is redcscribed to corresi>ond to the time 
these services are available. 

Since this amendment imposes no 
additional burden on any person, notice 
and public procedure requirements of 
the Administrative Procedure Act arc 
unnecessary and the amendment may be 
made effective upon date of publication 
in the Federal Register. 

In consideration of the foregoing. Part 
71 of the Federal Aviation Regulations is 
amended, effective upon publication in 
the Federal Register, as hereinafter set 
forth. 

In f 71.171 (29 PR. 17603), the Gus- 
tavus, Alaska, control zone is amended 
by adding *Trom 0545 to 2145 hours, local 
time. daUy”. 

(Beo. 307(a) of the Federal Aviation Act of 
1958; 49 US.C. 1348) 

Issued in Anchorage. Alaska, on Feb¬ 
ruary 15,1965. 

James G. Rogers. 

Director, Alaskan Region, 

(PR. Doo. 65-1874; FUed. Feb. 24. 1965; 

8:45 am.) 


(Airepace Docket No. 65-AL-6) 

part 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE, 

AND REPORTING POINTS 

Alteration of Control Zone 

The purpose of this amendment to 
Part 71 of the Federal Aviation Regu¬ 
lations is to alter the effective hours of 
the Minchumina. Alaska, control zone. 

The hours of operation of the Minchu¬ 
mina FSS are being reduced from 24 to 
16 per day. Air/ground communica¬ 
tions and airways weather observations 
will be available only from 0545 to 2145. 
local time, daily. Therefore, the control 
zone Is redescribed to correspond to the 
time these services are available. 

Since this amendment imposes no ad¬ 
ditional burden on any person, notice 
and public procedure requirements of the 
Administrative procedure act are un¬ 
necessary and the amendment may be 
made effective upon date of publication 
in the Federal Register. 

In consideration of the foregoing. 
Part 71 of the Federal Aviation Regula¬ 
tions is amended, effective upon publica¬ 
tion In the Federal Register, as herein¬ 
after set forth. 

In 5 71.171 (29 PR. 17617). the Min¬ 
chumina. Alaska, control zone is amend¬ 
ed by adding ”from 0545 to 2145 hours, 
local time, daily**. 

(Seo. 307(a) of the Federal AvUtlon Act of 
1966: 49 UR C. 1348) 

Issued in Anchorage. Alaska, on Feb¬ 
ruary 16. 1965. 

James O. Rogers, 
Director, Alaskan Region. 

(FR. Doc. 65-1875; FUed. Feb. 24. 1065; 

8:45 ajn.) 








RULES AND REGULATIONS 
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(Alrspoce Docket No. 64-WK-391 

PART 71—DESIGNATION OF FEDERAL 

AIRWAYS, CONTROLLED AIRSPACE 

AND REPORTING POINTS 

Designation and Alteration of Federal 
Airways 

On October 27, ld64. a notice of pro¬ 
posed rule making was published In the 
FaotRAL Register (29 P.R, 14642) stat¬ 
ing that the Federal Aviation Agency was 
considering amendments to Part 71 of 
the Federal Aviation Regulations that 
would designate an east alternate seg¬ 
ment to VOR Federal airway No. 105 
from Reno» Nev., to Coaldale, Nev.; via 
the Ycrlngton Intersection and Mina, 
Nev., and that would designate an 11.000- 
Xoot MSL door to the segment of V-105 
from the Ycrlngton Intersection to Coal- 
dale. and V-105 east alternate from the 
Yerington Intersection via Mina to 
Coaldale. 

Interested persons were afforded an 
opportunity to participate In the pro¬ 
posed nile making through the submis¬ 
sion of comments. All comments re¬ 
ceived were favorable. 

In consideration of the foregoing. 
Part 71 of the Federal Aviation Regu¬ 
lations Is amended, effective 0001 e.at., 
April 29, 1965. as hereinafter set forth. 

In 5 71.123 (29 F.R. 17509), V-105 Is 
amended by deleting ••to Reno, Nev.** and 
substituting therefor ••to Reno, Nev., In¬ 
cluding an E alternate from Coaldale to 
Reno via Mina. Nev., and the INT of the 
Mina 300* and Reno 135* radlals (Yer¬ 
ington INT). The airspace below 11.000 
feet MSL between Coaldale and Yering¬ 
ton INT, Including that portion of the E 
alternate from Coaldale via Mina to 
Yerington INT. is excluded,- 

(8«c. 907(a) of the Federal Arlatloa Act 
or 1958, 49 nS.O. 1348) 

Issued In Washington, D.C. on F^- 
ruary 15, 1965. 


H. B. Helstrom. 

Acting Chief, AirMpace Regulations 
and Procedures Division, 


[FR. Doo, 05-1870: FUed. Feb. 34, 1905; 
8:45 am.] 


(Alrspsee Docket No. O4-0O-35| 

PART 75—ESTABLISHMENT OF JET 
ROUTES 

Alteration of Jot Route 

On November 24,1964. a Notice of Pro¬ 
posed Rule Making was published In the 
Federal Register (29 FR 15763) stating 
that the Federal Aviation Agency was 
considering an amendment to Part 75 of 
the Federal Aviation Regulations that 
would extend Jet Route No. 46 from 
Nashville, Tenn., to KnoxvUlc, Teiui. 

Interested persons were afforded an 
opportunity to participate In the pro¬ 
posed rule making through the sub¬ 
mission of comments. All comments re¬ 
ceived were favorable. 

In consideration of the foregoing. 
Part 75 of the Federal Aviation Regula¬ 
tions is amended, effective 0001 ea.t.^ 
April 29. 1965, as hereinafter set forth. 


In I 75.100 (29 F.R. 17776), Jet Route 
No. 46 is amended to read as follows; 

Jet Route No. 40 (Tuiss, Okie., to Kz>ox- 
vUle. Tens.). From TuUa. OkU., vU Walnut 
Ridge. Ark.: NMhvtlle. Tonn.. to ICnorvlUe. 
Tenn. 

(Sec, 307(a) of the Federal Aviation Act of 
1958; 49 URO. 1348) 

Issued In Washington, D.C., on Feb¬ 
ruary 15. 1965. 

H. B. Helstrom. 

Acting Chief, Airspace Regulations 
and Procedures Division, 

|FJl. Doc. 05-1877; FUed. Feb, 24. 1965; 
8:45 ajn.) 


Aviaoon Regulations that would desig¬ 
nate a Jet route from Buffalo. N.Y..dir^ 
to Windsor, Ontario. Canada, excluding 
the segment that would lie within 
Canada. 

Interested persons were afforded an 
opportunity to parUclpatc In the pro¬ 
posed rule making through the subrnh- 
Sion of comments. All comments re¬ 
ceived were favorable. 

In consideration of the foregoing. Part 
75 of the Federal Aviation Regulations is 
amended, effective 0001 cs.t., Aprtl 29 
1965. as hereinafter set forth. 

In 5 76.100 (29 PR 17776) Jet Routs 
No. 5S4 is added as follows: 


I Alrtpace Docket No. 05-WA-8| 

PART 75—ESTABLISHMENT OF JET 
ROUTES 

Alferalion of Jef Route 

On July 23,1964, a rule was published 
In the Federal Register (29 PJR. 9893) 
amending Part 76 of the Federal Aviation 
Regtilatlons by altering the description 
of Jet Route No. 105. On December 15, 
1964, Federal Register Document 64- 
12285 was published in the Federal Reg¬ 
ister (29 Pit. 17502) setting forth a com- 
pUaUon of Parts 71. 73 and 75 of the 
Federal Aviation Regulations. The de¬ 
scription of J-105 was included in this 
compilation. However, in the process of 
compiling these Parts, J-105, as It ap¬ 
peared in 29 FR 0893 on July 23, 1964, 
was erroneously described. Accordingly, 
action Is taken, herein, to correct this 
error. 

Since this amendment Is editorial in 
nature, compliance with section 4 of the 
Administrative Procedure Act is unnec¬ 
essary, and the effective date of the final 
rule, as initially adopted, is retained. 

In consideration of the foregoing, ef- 
fecUve immediately. Federal Register 
Document 64-12285 (29 FR 17502) Is 
altered as hereinafter set forth. 

In $ 75.100 (29 FH. 17776), Jet Route 
No. 105 is corrected to read as follows: 

J«t Route No. 105 (DalUa, Tez.. to Mil¬ 
waukee. Wla) From Pallaa, Tex., via Fayetto- 
vlUe. Ark-; Springfleld, Mo.; Bradford. HI.; 
to Milwaukee. Wla 

(Sec. 307(a) of the Federal AviaUon Act of 
1956; 49 UjB.0. 1348) 

Issued In Washington, D.C., on Febru¬ 
ary 12, 1965. 

H. B. Helstrom. 

Acting Chief, Airspace Regulations 
and Procedures Division. 

IFR Doc. 66-1878; Filed. Feb. 24. 1965; 

8:45 am.) 


I Airspace Docket No. 04-WA-7a I 

PART 75—ESTABLISHMENT OF JET 
ROUTES 

Dosignotion of Jef Route 

On November 20,1964, a NoUco of Pro¬ 
posed Rule Making was published in the 
Federal Rxgistes stating that the Fed¬ 
eral Aviation Agency was considering an 
amendment to Part 75 of the Federal 


Jet Route No. 554 (Buffalo, N.Y., to ths 
United 8Ut«a-Canadlan Border), From Buf¬ 
falo, N.Y., to the United SUtea-CTanadlwx 
border, via the Buffalo 267' rmdlaL 

(Sec. 307(a) of the Federal AvUUoq Act of 
1958. 49 UB.O. 1346) 

Issued In Washington, D.C., on Pfebni- 
ary 15. 1965. 

H. D. Helstrom, 

Acting Chief, Airspace Regulations 
and Pirocedures Divisixm, 

IFR Doc, 05-1879; FUed. Feb. 34. 1955; 
8:45 am.) 


(Alropoce Docket No. 04-WA-81) 

PART 75—ESTABLISHMENT OF JET 
ROUTES 

Alteration of Jet Advisory Areot 

The purpose of these amendments to 
Part 75 of the Federal Aviation Repula- 
Uotis is to revoke the designation of Jet 
advisory areas on those segments of jot 
routes which lie within positive control 
areas. 

In Airspace Docket No. 62-WA-129 <28 
FR 1100) Jet advisory areas were ex¬ 
cluded from positive control areas. 
Therefore. 4175.200 and 75.300 are 
hereby amended to delete those en route 
and terminal Jet advisory areas contained 
within positive control areas. 

For the above reason, these amend¬ 
ments are determined to be editorial and, 
therefore, minor in nature. Conse¬ 
quently, notice and miblic procedure 
hereon would be Impracticable and un¬ 
necessary. 

In consideration of the foregoing, Part 
75 of the Federal AviaUon RegulaUons 
is amended, as hereinafter set forth. 

1. SecUon 75.200 (29 P.R. 17790. 30 
FR 1036) is amended to read: 

§ 75.200 En Rotilc Jrt AdvUory Area*. 

(Unless otherwise specified, the place 
names app^olng In the dcocrlptlon of 
the Jet advisory areas Indicate the VOR 
or VORTAC faclliUes identified by such 
names.) 

Jet Route No. 16 Jet AdviMory Areeu 

Radar: From the poMtlvo control area 
boundary B of Dupree, 8. Dak., to the poaltlre 
control area boundary W of Bk/ux Fklla. 8. 
Dak. 

Jet Route No. :$ Jet Advisory Arte 

Radar; From the United SUtee/Mexlcan 
Border to the poeUlve control area boundary 
N of Brownsvlllt. Tex. 
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Jet No. 29 Jet AdvUonf Arte 

jUdMr: From the United Statee/Mexican 
BGr<ter to the poetUve ocmtrol area boundary 
H of Brownanile. Twt. 

Jet Rcute No. U Jet AdvUorjf Areo 

lUdar: From the poaitiTe control area 
boundary S of Dupree, a Dak., to the poal- 
Uve control area boundary HE of Aberdeen. 
8. Dak. 

Nonradar: From the poalUre control area 
boundary NS of Duluth. Minn., to the United 
Dorder only ^om FL 370 to 

PL390.1nctUBive. 

Jet Jioute No. 38 Jet AduUory Area 

Nonradar: From United Btatee/C an ad lan 
Border to the poelUee control area boundary 
NW of Duluth, Minn., at ¥1a 310 and FL 370 
to PL 410. Inclualve. 

Jet Route No. 5J Jet Advisory Area 

Radar: Key Weet. FU, to the poalUre con¬ 
trol area boundary 8 of Miami. Fla. 

Jet Route No. 82 Jet Advisory Area 

Radar: From the poaltiTe control area 
boundary 8W of Nantucket. Maaa^ to Nan¬ 
tucket. 

Jet Route No. 88 Jet AdtHsory Area 

Radar; From the INT of Jet Routes Noe. 88 
and 53 to Nantucket, Maaa. 

Jet Route No. 70 Jet Advisory Area 

Radar: From the poeltiTe oontrol area 
boundary NW of Aberdeen. 8. Dak., to the 
poattlve control area boundary B of Aber¬ 
deen. 6. Dak. 

Jet Route No. 8i Jet Advisory Area 

Radar: Miami. Fla. to Barracuda INT. 

Jet Route No. 82 Jet Advisory Area 

Radar: From the poatUre oontrol area 
boundary B of Rapid City. 6. Dak., to the 
poelUre control area boundary W of Sioux 
Falli. & Dak. 

Jet Route No. 90 Jet Advisory Area 

Radar: From the poelUre oontrol area 
boundary E of Dupree. 8. Dak., to the poel- 
tlTe control area boundary NW of Sioux 
Falla. 8. Dak. 

Jet Route No. 97 Jet Advisory Area 

Radar: Nantucket. Maee.. to Boston, Maa«. 

Jet Route No. 101 Jet Advisory Area 

Radar: From the poaltlee oontrol area 
boundary NB of Ghreen Bay. Wla.. to Sault 
8te. Marie. Mich. 

Jet Route No. 1C7 Jet Advisory Area 

Radar: From the poaltiTe oontrol area 
boundary NB of Dlokenaon, N. Dak., to 38 
nautical mllea NB of Pembina. N. Dak. 

Nonradar: From 81 nautical mllea NB of 
Pembina, N. Dak., to 03 nautical miles NB 
of Pembina. 

Jet Route No. 500 Jet Advisory Area 

Radar: From the United Statee/Canadian 
border 8B of Lakehead. Ont.. Canada, to the 
Dnlted Statee/Canadian border B of Sault 
Ste. Marie, Mich., excluding the airspace 
below PL 200. 

Jet Route No. 5JS Jet Advisory Area 

Radar: Pembina. N. Dak., to the UnHed 
Suies/Canadian l>ofder. 

Jet Route No. $32 Jet Advisory Area 

Rardar: Pembina, N. Dak., to the United 
Btales/Cansdlan border. 

Jet Route No. 533 Jet Advisory Area 

Nonradar; From the podtlTe control area 
boundary NB of Duluth. Bflnn.. to the United 

No. 37-i 
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BUtes/Oanadlan Border only from PL 870 to 
PL 800. IncluslTC. 

Jet Route No. S38 Jet Advisory Area 

Nonradar: From the United States/Ca- 
luullan Border to the posltlTe control area 
boundary NW of Duluth. Minn., at FL 310 
and from FL 370 to FL 410. InclualTe. 

Jet Route No. 548 Jet Advisory Area 

Radar: Sault Bte. Marie. Mich., to the 
United SUtee/Canadlan Border. 

2. SecUon 75.300 (29 PH. 17793) is 
amended to read: 

§ 75,300 Terminal Jet Advisory Areas. 

(Unless otherwise speolOed the place 
names appearing In the description of 
the Jet advisory areas Indicate the VOR 
or VORTAC facilities Identified l|y such 
names.) 

Botfon. Moss.. Jet Advisory Area 

Radar, a. Nantucket, Mose.. C0N80LAN 
via Control Area 1143 to boundary of tbe 
Continental Control Area. 

b. Nantucket. Moss., OONSOLAN vU Con* 
trol Area 1144 to boundary of the Continental 
Control Area, 

c. Nantucket. Maes., OONSOLAN via Con¬ 
trol Area 1146 to boundary of the Conti¬ 
nental Control Area. 

BroumsviUe, Tex., Jet Advisory Area 

Radar. BrownsrUle. Trx.. via BrownsvtUe 
024* radial to boundary of the Continental 
Control Area. 

Minneapolis, Minn., Jet Advisory Area 

Radar. Aberdeen. S. Dak., to Watertown. 
&Dak. 

These amendments shall become ef¬ 
fective 0002 ea.t., April 1.1985. 

(SCO. 307{a) of the Federal Aviation Act of 
1958; 49 UjS.C. 1848) 

Issued In Washington. D.C., on Feb¬ 
ruary 15.1985. 

R B. Hklstkom. 

Acting Chief, Airspace Regulations 
and ihocedures Division. 

IF A. Doc. 85-1880; Filed. Feb. 14. 1988; 
8:45 ajn.| 


Title 7—AGRICULTURE 

Chapter IX—Consumer and Market¬ 
ing Service (Marketing Agreements 
and Orders; Fruits, Vegetables, Tree 
Nuts), Department of Agriculture 
(Navel Orange Reg. 73. Arndt, 11 

PART 907—NAVEL ORANGES 
GROWN IN ARIZONA AND DESIG¬ 
NATED PART OF CALIFORNIA 

Limitotion of Handling 

Findings. 1. Pursuant to the market¬ 
ing agreement, as amen ded, and Order 
No. 907. as amended <7 CFR Part 907; 
27 PR. 10087), regulating the handling 
of Navel oranges grown in Arizona and 
designated part of California. eflecUve 
under the applicable provisions of the 
Agricultural Marketing Agreement Act 
of 1937. as amended (7 UJS.C. 601-074), 
and upon the basis of the recommenda¬ 
tion and information submitted by the 
Navel Orange Administrative Committee, 
eetablished under the said amended 
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marketing agreement and order, and 
upon other available information, it Is 
hereby found that the limitation of han¬ 
dling of such Navel oranges as herein¬ 
after provided will tend to effectuate the 
declared policy of the act. 

2. It is hereby further found that it is 
Impracticable and contrary to the public 
interest to give preliminary notice, en¬ 
gage in public rule-making procedure, 
and postpone the effective date of this 
amendment until 30 days after publica¬ 
tion hereof in the Feoxsal Rbcistce (5 
UB.C. 1001-1011) because the time in¬ 
tervening between the date when in¬ 
formation upon which this amendment 
is based beexone available and the time 
when this amendment must become ef¬ 
fective In order to effectuate the declared 
policy of the act is Insufllclent. and this 
amendment relieves restrictions on the 
handling of Navel oranges grown in Ari¬ 
zona and designated part of California^ 
Order, as amended. The provisions 
in paragraph <b)(l> (1) and (U) of 
S 907.373 (Navel Orange Regulation 73 
80 Pit, 2019) arc hereby amended to 
read as follows: 

S 907,373 Navel Orange Regulalloo 73. 
• • • • • 

(b) Order, • • • 

(i) District 1: 900.000 cartons: 

(il) District 2; 500.000 cartons. 


(Seco, 1-19. 48 Stat. 81. os amended; 7 UB.O. 
801-074) 

Dated: February 19,1985. 

Paul A. Nicholson. 
Deputy Director, Fruit and 
Vegetable Division, Consume 
er and Afarketing Service, 

[FA. Doc. 85-1907; Filed. Feb. 24. 1083; 
8:48 ajn.| 


Title IS—COMMERCE AND 
FOREIGN TRADE 

Chapter I—Bureou of the Census, 
Department of Commerce 

PART 30—FOREIGN TRADE 
STATISTICS 

Panoma Canal Zone 

Pursuant to section 302, Title 13. UB,C. 
the following amendment Is made to the 
regulations published in the Pedihal 
Register on March 16, 1963 (28 Fit. 
2556). as amended. In accordance with 
section 4 of the Administrative Procedure 
Act. 5 UB.C. 1003 <60 Stat. 238). it has 
been found that notice and hearing on 
this amendment and postponement of the 
effective date thereof are unnecessary 
because of the permissive nature of Uic 
procedures provided for in the amend¬ 
ment This amendment will provide for 
the elimination of requirements for fil¬ 
ing dipper's Export Declarations for 
shipments to the Panama Canal Zone 
Oovemment, and will provide for the 
granting of exceptions from specific por¬ 
tions of the reporting requirements for 
shipments to contractors performing 
construction, repair, or other mainte- 
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nance work In connection with the oper- 
atlon and maintenance of the Panama 
Canal Zone, 

Effective date. This amendment Is ef¬ 
fective on the date of publication. 

Section 30.37 is amended by the addi¬ 
tion of a new para^aph (a) (4) to read 
as follows: 

§ 30.37 Excrptiofia from ihr require* 
men! for reporting compirle roni* 
modily cirljiil on ihe .Shipper's Ex¬ 
port r^luralion. 

(a) • • • 

(4) Shipments of supplies and ma¬ 
terial to contractors in the Panama 
Canal Zone for the construction and/or 
maintenance of the Panama Canal Zone 
and its facilities. 

• • • • • 

Section 30.53 is amended by the addi¬ 
tion of a new paragraph (e) to read as 
follows: 

§ 30.S3 Special exemptions for certain 
shipments to United States Govern¬ 
ment agencies and employees. 

• • • • • 

<e) All commodities shipped to and 
for the exclusive use of the Panama 
Canal Zone Oovemment or the Panama 
Canal Co. 

R. M. SCAMMON, 
Director, Bureau of the Cerisus, 

1 concur: 

James A. Reed. 

Assistant Secretary of the 
Treasury, 

Januaxy 29, 1905. 

I PR. Doc. 65-1908: PUed. Feb. 34. 1965: 
8:46 ajn.) 


Title 26—INTERNAL REVENUE 

Chapter I—Internal Revenue Service, 
Department of the Treasury 

SUBCHAFTEX A—INCOME TAX 
iTJ>. 6801] 

PART 1—INCOME TAX; TAXABLE 
YEARS BEGINNING AFTER DECEM¬ 
BER 31, 1953 

Percentage To Be Used by Foreign Life 
Insurance Companies in Computing 
Income Tax for Taxable Year 1964 
and Estimated Tax for Taxable 
Year 1965 

Section 819(b) of the Internal Reve¬ 
nue Code of 1954. as added by the Life 
Insxirance Company Income Tax Act of 
1959 (73 Stat. 136). provides for the de¬ 
termination of a percentage to be used in 
kieterxnining a '^minimum figure" for 
each foreign life insurance company de¬ 
scribed in section 819(a). Where this 
minimum figure exceeds the foreign life 
insurance company's surplus held in the 
United States, the amount of the "policy 
and other contract liability require¬ 
ments'* (determined under section 805 
without regard to section 819<b)>, and 
the amount of the "required interest** 
(determined under section 809(a) with¬ 


out regard to section 819(b)). must each 
be reduced by an amoimt determined by 
multiplying such excess by the ''current 
earnings rate'* (as defined in section 805 
(b)(2)). Accordingly, it Is hereby de¬ 
termined that for purposes of computing 
the 1964 income tax by foreign life insur¬ 
ance companies a percentage of 15 shall 
be used in determining the "minimum 
figure** under section 819(b). 

It is presently anticipated that the 
data with respect to domestic life in¬ 
surance compsinles for 1964 required for 
the computation of the percentage to be 
used by foreign life insurance companies 
in compuUng their estimated tax for the 
taxable year 1965 will not be available 
in time for the filing of Uie declaration 
of estimated tax for such taxable year. 
Accordingly. 1^ is hereby determined tliat 
for purp06€8 of computing the estimated 
tax for the taxable year 1965 and pay¬ 
ments of installments thereof by foreign 
life insurance companies, a percentage 
of 15 (the percentage applicable for 
1964) shall b*^ used in determining the 
minimum figure under section 819(b). 
No additions to tax shall be made be¬ 
cause of any underpayment of estimated 
tax for the taxable year 1965 which re¬ 
sults solely from the use of this percent¬ 
age. 

Because the percentage announced in 
this Treastiry decision is computed 
from infonm ticn contained in the In¬ 
come tax returns of domestic life in¬ 
surance companies for the year 1963, 
which are not open to public inspection, 
the public accordingly cannot effectively 
participate in the determination of such 
figure. Therefore, it is found that it is 
unnecessary to issue this Treasury de¬ 
cision with notice and public procedure 
thereon under section 4(a) of the Ad¬ 
ministrative Procedure Act. approved 
June 1KJ946. or subject to the effective 
date limitation of section 4(c) of said 
Act. 

(aB.\Ll Stanley S. Surrey, 

Assistant Secretary of the Treasury, 

February 19, 1965. 

IPJl, Doc. 65-1941: Piled. Peb. 94. 1965: 

8:50 am.) 

Title 41—PUBLIC CONTRACTS 
AND PROPERTY MANACEMENT 

Chapter 101—Federal Property 
Management Regulations 
SUSCHAFTEt E^SUFFIY AND FROCUREMENT 

PART 101-26—PROCUREMENT 
SOURCES AND PROGRAMS 

Subpart 101—26.3—Procurement 
From GSA Stores Stock 
Similar Items 

Section 101-26.301-1 continues in ef¬ 
fect the provisions of OSA Circular No. 
354 requiring agencies to utilize OSA 
stores stock items In lieu of procuring 
similar items from other sources when 
the OSA items will adequately serve the 
required functional purpose. 


1. The table of contents of Part 101-26 
Is amended by adding the foUawing 
entry: 

See. 

101-3S.301-1 Similar Itenui. 

2. Subpart 101-26.3 (29 PR. 14725 
Oct. 29, 1964) is amended by adcUnt 
I 101-26.301-1 "Similar Itema.** 15 
follows: 

§ 101-26.301—1 Similar itcmA. 

(a) Agencies required to procure ex¬ 
clusively items listed in the OSA Stores 
Stock Catalog shall utUize such items 
in lieu of procuring similar items from 
other sources when the GSA items mill 
adequately serve the required funcUonai 
purpose. 

(b) When an agency determines that 
items available from GSA stores stock 
will not serve the required functional 
end use requirements, requests to waive 
the requirement for using such OSA 
Items shall be submitted to OSA for con¬ 
sideration. Requests for such waivers 
shall (1) describe the pertinent differ¬ 
ences between the OSA item and the item 
required: (2) specify the (juantity re¬ 
quired: and (3) state the reasons why 
the OSA Item will not meet the require¬ 
ment. Requests shall be submitted to the 
General Services Administration. Federal 
Supply Service. Office of the Commis¬ 
sioner. Washin^n. D.C., 20405. 

(Sec. 305(c) 63 SUt. 390; 40 Ufi.C. 486(c)) 

Effective date. This regulation is ef¬ 
fective April 1, 1965. 

Dated: February 16, 1965. 

Lawson B. Knott. Jr., 
Acting Administrator 
of General Services. 

IPR. Doc. 65-3008: FUed. Peb. 24. I966i 
8:50 a.m.) 


Title 42—PUBUC HEALTH 

Chapisr I—Public Heolth Service, De¬ 
partment of Health, Education, and 
Welfare 

SUSCHAFTER 0— ORANTS 

part 54—grants FOR CONSTRUC- 
TION OF SPECIALIZED SERVICE 
FACILITIES 

Subpart B—Grants for Construction of 
Facilities for the Mentally Retarded 
(General) 

Subpart C—Grants for Construction of 
Community Mentol Health Centers 

MISCELLANBOUS AMENDMENTS 

Notice of proposed rule making, puh- 
lie rule making procedures and post¬ 
ponement of effective date have 
omitted In the Issuance of the following 
amendments to Subparts B and C oi 
Part 54—Grants for Construction ol 
Specialized Service PaclllUes. which re¬ 
late solely to grants for the construcU^ 
of facilities for the mentally retardca 
and of community mental hcjalth centers. 

The following amendments arc 

adopted (1) in order to replace thofic 
portions of 154-113 of Subpart B ana 
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IM.310 of SubiMurt C which. Insofar as 
(tiey prohibit discrimination against in- 
on the ground of race, color, 
or national origin, are superseded by the 
ffgulatioa issued by the Secretary of 
Health, Education, and Welfar e wit h the 
Approval of the President (45 CJFR Part 
I0> under Title VI of the Civil Rights Act 
(Public Law Sg-362); and (2) to Implc- 
ojcnt Executive Order 11114 (28 F.R. 
6485 * and the regulations issued there¬ 
under. 

The following amendments shall be- 
eomc cITeettve on January 3,1965, the ef¬ 
fective date of the regulations Issued by 
the Secretary ender Title VI of the Civil 
Rights Act. 

L Section 54.113 Is revised to read as 
follows: 

IS4.11S CommunStr tcolce; fter\2ret 
for persons uniible to pay; nondis* 
<'riinin«tton« 

(a) Community $ennce: services for 
yersons unable to pay; nondiscrimina^ 
ttoti on account of creed: nondiscrimina^ 
tion in construction contracts. Before 
an application for the construction of a 
facility for the mentally retarded is rec¬ 
ommended by a State agency for ap¬ 
proval. the State agency shall obtain 
assurances from the applicant that: 

(1) The facility will furnish a commu* 
nity service: 

(2> The facility will furnish below cost 
or without charge a reasonable volume of 
aervices to persons tmable to pay there¬ 
for. As used in this paragraph, ''persons 
unable to pay therefor*' Includes persons 
who arc otherwise self-supporting but 
are unable to pay the full cost of needed 
•crvlccs. Such services may be paid for 
wholly or partly out of public funds or 
contributiona of individuals and private 
and charitable organizations such as 
community chest or may be contributed 
St the expense of the facility itself. In 
determining what constitutes a reason¬ 
able volume of scrvicea to persons unable 
to pay therefor, there shall be considered 
conditions In the area to be served by 
the applicant, including the amount of 
such sendees that may be available 
oth(^rwise than through the applicant. 
The rcQuircments of asstiranccs from the 
applicant may be waived If the applicant 
demonstrates to the satisfaction of the 
State agency, subject to subsequent ap- 
PWal by the Surgeon General, that to 
furnish such services is not feasible 
hnanclally; 

<3) AH portions and services of the 
entire facility for the construction of 
which, or in connection with which, aid 
under the F>edcral Act is sought, will be 
Wade available without discrimination 
on account of creed; and no profes- 
sionaUy qualified person will be discrimi¬ 
nated against on account of creed with 
*^«pect to the privilege of professional 
pracUce In the faculty: 

<4) The applicant wUl comply with the 
retjuirements of Executive Order 11114, 
June 22. 1963 ( 28 P-R. 6485). and the 
applicable rules, regulations, and pro¬ 
cedures prescribed pursuant thereto by 
President's Committee on Equal 
Employment Opportunity <28 P.R. 9812). 

(b) Nondiscrimination on account of 
rnce, color, or national origin. Attention 
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is called to the requirements of Title VI 
of the Civil RighU Act of 1964 (78 8tat. 
252; Public Law 88-352) which provides 
that no person in the United States shaU, 
on the ground of race, color, or national 
origin be excluded from participation in, 
be denied the benefits of, or be subjected 
to discrimination under any program or 
activity receiving Federal financial as¬ 
sistance (sec. 601). A regulation imple¬ 
menting such Title VI, applicable to 
grants for construction of facilities for 
the mentally retarded, has been issued 
by the Secretary of Health, Education, 
and Welfare with the approval of the 
President (45 CFR Part 80). Ihis regu¬ 
lation, published In the FsprxAL Rzqxstkr 
of December 4. 1964 (29 PH. 1629a- 
16305), is effective on January 3. 1965, 
the 30th day after such publication. 

(Sec. 183. 77 SUt; 42 UB.O. 2673. Xnterpr«U 
or sppllea sect. lSl-137. 401-407. 77 SUt. 
286-200. 206. 200; 42 U3.0. 2671-2677. 2601- 
2686) 

2. Section 54.210 Is revised to read as 
follows: 

§54.210 , Community service; tcnrirce 
for per»on4 unsblc to p«y; nondis* 
rriminsLion. 

(a) Community service: services for 
persons unable to pay: nondlscrimina^ 
lion on account of creed; nondiscrimina^ 
tion in construction contracts. Before 
an application for the construction of a 
community mental health center Is rec¬ 
ommended by a State agency for ap¬ 
proval. the State agency shall obtain as¬ 
surances from the applicant that: 

(1) The faculty wUl furnish a com¬ 
munity service; 

(2> The facility wlH furnish below cost 
or without charge a reasonable volume 
of services to persons unable to pay 
therefor. As used In this paragraph, 
"persons unable to pay therefor" in¬ 
cludes persons who are otherwise self- 
suppor^g but are unable to pay the 
fun cost of needed services. Such serv¬ 
ices may be paid for wholly or partly out 
of public funds or contributions of In¬ 
dividuals and private and charitable 
organizations such as community chest 
or may be contributed at the expense of 
the facility Itself. In determining what 
constitutes a reasonable volume of serv¬ 
ices to persons unable to pay therefor, 
there shall be considered conditions In 
the area to be served by the applicant, 
including the amount ^ such services 
that may be available otherwise than 
through the applicant. The require¬ 
ments of assurance from the applicant 
may be waived If the applicant demon¬ 
strates to the satisfaction of the State 
agency, subject to subsequent approval 
by the Surgeon General, that to furnish 
such services Is not feasible financiaUy; 

(3) AH portions and services of the 
entire facility for the construction of 
which, or In connection with which, aid 
under the Federal Act Is sought, w HI be 
made available without discrimination 
on account of creed; and no profes- 
sionaHy qualified person wlU be dis¬ 
criminated against on account of creed 
with respect to the privilege of profes¬ 
sional practice in the faculty; 

(4) That the appUcant wUl comply 
witii the requirements of, and give the 
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assurances required in. Executive Order 
11114. June 22, 1963 (28 FH. 6485), and 
the applicable nUes, regulations, and 
procedures prescribed pursuant thereto 
by the President's Committee on Equal 
Employmetit Opportunity <28 F.R. 9812). 

(b) Attention U called to the require¬ 
ments of Title VI of the Civil Rights Act 
of 1964 (78 Slat. 252; Public Law 88- 
352) which provides that no person in the 
United States shaU, on the ground of 
race, color, or national origin be excluded 
from t^urticipation In. be denied the ben¬ 
efits of ,ior be subjected to discrimination 
under any program or activity receiving 
Federal financial assistance (sec. 601), 
A regulation Implementing such Title VI. 
applicable to grants for construction of 
community mental health centers, has 
been issued by the Secretary of Health. 
Education, and Welfare with the ap¬ 
proval of the President (45 CFR Fart 80). 
This regulation, published in the Fcdexal 
Rzoisrca of December 4. 1964 (29 F.R. 
16298-16305) is effective on January 3, 
1965, the 30ih day after publication. 

(See. 203. 77 8Ut. 281; 42 UA.C. 2683. In- 
t49trpreiA or Applies bscm . 200-207. 401-407. 77 
SUt. 280-284. 396 288: 42 UA.G. 3681-2687. 
2691-2696) 

Dated: February 3. 1965. 

CszALl Luthxr L. TEtir, 

Surgeon General. 

Approved: February 12, 1965. 

ANTHOfnr J. Celxbrszzc. 

Secretary, 

[FM, Doc. 65-1816: Fled. Feb. 24. 1865; 
8:47 a.m.| 


Title 45—PUBLIC WELFARE 

SubHtls A—Department of Health, 
Education, and Welfare, General 
Administration 

PART 13—ALLOCATION AND UTILI¬ 
ZATION OF SURPLUS PERSONAL 
PROPERTY FOR EDUCATIONAL, 
PUBLIC HEALTH, AND CIVIL DE¬ 
FENSE PURPOSES 

Miscellaneous Amendments 

Part 13 of Title 45 CFR Is hereby 
amended as follows: 

1. Section 13.5 (a), (c), and (d) are 
amended to read as follows: 

§ 13.5 Donations of pcrMinal property, 

(a) Donations of personal property are 
authorized by the Administrator of Gen¬ 
eral Services upon determination by the 
Department that the property appUed 
for Is usable and necessary for educa¬ 
tional, public health, or civil defense 
purposes. Including research for any such 
purpose. Properly Is aUocated by the 
Department to State Agencies on the 
basis of need and utilization. AH appli¬ 
cations for property sliaH be made by 
State Agencies on Standard Form 123. 
"Application For Donation of Surplus 
Personal Property." Applications shall 
Indicate that pickup wiU be made by or 
that shipment wiU be made to either a 
State Agency or an eligible donee. In 
iu appHcation. the State Agency sliaH 
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make the certifications as provided in 
$ 13.0<a) and shall agree to the terms 
and conditions as provided in H 13.7 and 
13.11. When property is to be picked up 
by or shipped to a donee. In addition to 
the certifications made by the State 
Agency as above provided, the donee shall 
make the certifications as provided in 
113.6(b). The donee shall also indicate 
the purpose for which the property is 
being acquired and shall agree to the 
applicable terms and conditions as pro* 
vlded In (§ 13.9. 13.10. and 13.11. Prior 
to the release of property by the holding 
agency to a State Agency or donee, the 
Department must certify that the State 
Agency is eligible to receive the property 
In accordance with the act and regula* 
Uons promulgated thereunder, and that 
the property is usable and needed. When 
property is distributed by a State Agency 
to a donee, the donee shall make the 
certifications as provided in 8 13.6<b). 
The donee shall also Indicate the pur¬ 
pose for which the property is being ac¬ 
quired. and shall agree to the applicable 
terms and conditions as provided In 
88 13.9. 13.10. and 13.11. The certifica¬ 
tions and agreements of a donee shall 
be made through its authorized repre¬ 
sentative. The State Agency must make 
a finding that the donee is eligible and 
that the property is usable and needed 
by the donee. 


(c) Donation of property other than 
aircraft and vessels measuring 50 feet or 
more in length shall be effective and title 
shall pass from the United States of 
America to the donee, upon the taking of 
possession of the property by the donee 
and the execution by an authorized rep¬ 
resentative of the donee of a State Agency 
for Surplus Property Distribution Docu¬ 
ment containing the same certifications, 
terms and conditions as are applicable 
and set forth In the Department's Reg¬ 
ulations. Title to aircraft and vessels 
measuring 50 feet or more In length shall 
pass from the United States of America 
to the donee upon execution and delivery 
of either an Aircraft Conditional Trans¬ 
fer Document or a Vessel Conditional 
Transfer Document, whichever is appro¬ 
priate. containing the terms and condi¬ 
tions provided tn 8 13.10. 

(d) Retransfers and reallocations of 
donable property to other donees or to 
other State Agencies shall be subject to 
the applicable provisions set forth in 
88 13.6. 13.7. 13.9. 13.10. and 13.11. 


§ 13.7 [Anirnded] 

2. Section 13.7fa) is amended by delet¬ 
ing the phrase ^'required by this part’* 
and inserting a period after the word 
"agreements’* immediately preceding the 
phrase to be deleted. 

3. Section 13.9 Is amended by renum¬ 
bering paragraphs <d) through (f> to be¬ 
come paragraphs (e) through (g) and by 
adding a new paragraph (d> to read as 
follows: 

§ 13.0 Terms and conditions applirable 
to transfers or retransfers of donable 
propeiir. 

(d) Vessels measuring 50 feet or more 
in length are also a specific exception to 


the provisions of paragraphs (a) and (b) 
of this section. The special terms and 
conditions provided in 8 13.10 herein shall 
apply to the donation of such vessels. 


4. Section 13.10 is amended to read as 
follows: 

§ 13.10 Terms and eondilions applicable 
to transfers or retransfers of aircraft 
and veasels measuring 50 feel or 
more in length. 

fa) Aircraft or vessels donated pursu¬ 
ant to this part, regardless of acquisition 
cost, shall be on an *'a8 is**. **wbere is" 
basis without warranty of any kind. 

(b) Aircraft or vessels having a single 
item acquisition cost of $2,500 or more, 
or those vessels measuring 50 feet or more 
in length and having a single item acqui¬ 
sition cost of $2,500 or more, regardless 
of the purpose for which donated, shall 
be subject to the following additional 
terms and conditions: 

(1) An Aircraft Conditional Transfer 
Document or Vessel Conditional Transfer 
Document containing the terms and con¬ 
ditions provided for in this section and 
signed by the authorized representative 
of the applicant must accompany the In¬ 
stitution's or organization's application. 

<2) Title to the aircraft or vessel shall 
pass from the United States of America 
to the donee when the Aircraft Condi¬ 
tional Transfer Document or Vessel Con¬ 
ditional Transfer Document Is executed 
by the Department of Health. Education, 
and Welfare and is delivered to the 
donee. 

<3) The donee of aircraft shall apply 
to the Federal Aviation Agency for reg¬ 
istration of the aircraft within thirty 
days of the receipt of the fully executed 
Aircraft Conditional Transfer Document, 
and the donee's application for registra¬ 
tion shall include a fully executed copy 
of the Aircraft Conditional Transfer 
Document. The donee of a vessel shall 
obtain documentation of the vessel un¬ 
der the applicable laws of the United 
States and the applicable laws of the sev¬ 
eral states and will at all times maintain 
such documentation, and shaD. within 
sixty days of the receipt of the fully ex¬ 
ecuted Vessel Conditional Transfer 
Document, record said document with 
the Collector of Customs at the port of 
documentation of the vessel. 

(4) The aircraft or vessel, together 
i^ith all engines, appurtenances, and ac¬ 
cessories attached thereto and Installed 
therein, hereinafter referred to in this 
section as the "aircraft or vessel prop¬ 
erty." shaD be placed in use for the pur¬ 
pose stated no later than twelve months 
after acquisition thereof. 

(5) In the event the donee of aircraft 
property does not apply to the Federal 
Aviation Agency for r^dstration of the 
aircraft property, or in the event the 
donee of vessel property does not record 
the Vessel Conditional Transfer Docu¬ 
ment with the Collector of Customs at 
the port of documentation of the vessel 
proj>erty, or In the event the aircraft or 
vessel property is not placed in use within 
twelve months of receipt, the donee In 
the case of aircraft property, within 
thirty days after the date on which ap¬ 
plication for registration should have 


been made, or In the case of vessel prop¬ 
erty within thirty days after the date on 
which the Vessel Conditional Transfer 
Document should have been recorded, or 
within thirty days after the expiration 
of the twelve-month period, shall notify 
the Department of Health. Education, 
and Welfare, in the case of aircraft or 
vessel property donated for public health 
or educational purposes, or the Office of 
Civil Defense. Department of the Army, 
In the case of aircraft or vessel property 
donated for civil defense purposes in 
writing, through the SUte Agency. 
Title and right to the possession of the 
aircraft property on which application 
for registration has not been made within 
thirty days, or to the vessel property on 
which the Vessel Conditional Transfer 
Document has not been recorded within 
60 days, or aircraft or vessel property 
which has not been placed in use within 
twelve months, shall at the option of the 
Department of Health. Education, and 
Welfare, In the case of aircraft or vessel 
property donated for public health or 
educational purposes, or the Office of 
Civil Defense. Department of the Army, 
in the case of aircraft or vessel property 
donated for civil defense purposes, re¬ 
vert to the United States of America. 
Upon demand, the donee shall, as direct¬ 
ed by the Department of Health. Educa¬ 
tion. and Welfare, or its designee, in the 
case of aircraft or vessel property do¬ 
nated for public health or educational 
purposes, or the Office of Civil Defense, 
Department of the Army, or its designee. 
In the case of aircraft or vessel property 
donated for civil defense purposes, re¬ 
lease the aircraft or vessel property to 
such agency or person as may be desig¬ 
nated. sell the aircraft or vessel property, 
or otherwise dispose of the aircraft or 
vessel property. Any sole shall be for 
the benefit and account of the United 
States of America. 

(6) There shall be a period of restric¬ 
tion which will expire after the aircraft 
or vessel property has been used for the 
purpose 8tat4^ for a period of ten years. 

(7) During the period of restriction 
the aircraft or vessel property shall be 
used only for the purpose stated. 

(8) During the period of restriction 
the donee shall make reports to the SUte 
Agency on the use, condition and loca¬ 
tion of the aircraft or vessel property and 
on other pertinent matters as may be 
required from time to time by such State 
Agency, or the Department of Healtli. 
Education, and Welfare, in the case of 
aircraft or vessel property donated for 
public health or educational purposes, or 
the Office of Civil Defense. Department 
of the Army, in the case of aircraft or 
vessel property donated for civil defense 
purposes. 

(9) During the period of restriction, 
the donee shall not sell, trade, lease, 
lend, IwUI, encumber, or otherwise dis¬ 
pose of the aircraft or vessel proper^, 
without prior written approval of the 
Department of Health. Education, and 
Welfare. In tlie case of aircraft or vessel 
property donated for public health or 
educational purposes, or the Office oi 
Civil Defense. Department of the Army, 
in the case of aircraft or vessel property 
donated for civil defense purposes. Any 
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Bile, trade, lease, loan, bailment, cncum- 
tjrance, or other disposal ot the aircraft 
or property, when such action Is 

authorized by the Department of Health, 
Bducstlon. and Welfare, where the prop¬ 
erty was donated for public health or 
educational purposes, or the Ofllcc of 
CIyU Defense, Department of the Army, 

In the case of aircraft or vessel property 
donated for civil defense purposes, shall 
be for the benefit and account of the 
United States of America. 

(10) In the event, during the period of 
restriction, the aircraft or vessel property 
tisold, traded, leased, loaned, bailed, en¬ 
cumber^, or otherwise disposed of with¬ 
out prior approval, or is used for a pur¬ 
pose other than the purpose stated, the 
donee, at the option of the Department 
of Health. Education, and Welfare, in the 
ease of aircraft or vessel property do¬ 
nated for public health or educational 
purposes, or the Office of Civil Defense, 
Department of the Army, in the case of 
aircraft or vessel property donated for 
civil defense purposes, shall be liable to 
the United States of America for the pro¬ 
ceeds of the disposal, the fair market 
value, or the fair rental value of the air¬ 
craft or vessel property at the time of 
such unauthoriz^ transaction or use, as 
determined by the Department of Health, 
Education, and Welfare, in the case of 
aircraft or vessel property donated for 
public health or educational purposes, or 
the Office of Civil Defense, Department 
of the Army, in the case of aircraft or 
vessel property donated for civil defense 
purposes. 

(11) If, during the period of restric¬ 
tion, the aircraft or vessel property is no 
longer suitable, usable or further needed 
by the donee for the purpose for which 
acquired, the donee shall promptly notify 
the Department of Health. Education, 
sad Welfare. In the case of aircraft or 
vessel property donated for public health 
or educational purposes, or the Office of 
Civil Defense, Department of the Army, 
In the case of aircraft or vessel property 
donated for civil defense purposes, 
through the State Agency, and sh^, as 
directed by the Department of Health. 
Education, and Welfare, in the case of 
aircraft or vessel property donated for 
public health or educational purposes, or 
the Office of Civil Defense, Department 
of the Army, In the case of aircraft or 
vessel property donated for clvU defense 
purposes, or the State Agency, retransfer 
the aircraft or vessel property to another 
donee, retransfer the aircraft or vessel 
pr(H>erty to a department or agency of 
the United States, sell the aircraft or ves¬ 
sel property, or otherwise dispose of the 
aircraft or vessel property. Any sale 
»haU be for the benefit and account of 
the United States of America. 

<12) At the option of the Department 
of Health. Education, and Welfare. In the 
case of aircraft or vessel property do¬ 
nated for public health or educational 
nnrposes, or the Office of Civil Defense, 
department of the Army, in the case of 
aircraft or vessel property donated for 
dvil defense purposes, the donee may ob¬ 
tain abrogation of the terms and condi¬ 


tions set forth in subparagraphs <6) 
through (11) of this paragraph by pay¬ 
ment of an amount as determined by the 
Department of Health. Education, and 
Welfare. In the case of aircraft or vessel 
property donated for public health or 
educational purposes, or the Office of 
Civil Defense. Department of the Army, 
In case of aircraft or vessel property 
donated for civil defense purposes. 

(13) The Department of Health. Edu¬ 
cation, and Welfare, In the case of air¬ 
craft or vessel property donated for pub¬ 
lic health or educational purposes, or the 
Office of Civil Defense, Department of 
the Anny, In the case of aircraft or ves¬ 
sel property donated for civil defense 
purposes, may terminate all of the above 
conditions and give unrestricted title to 
the aircraft or vessel property to the 
donee whenever such action Is deter¬ 
mined to be appropriate. 

(8«o. a03. 63 Stat. 385. as amended. 70 8Ut. 
433: 40 VA.C. 484: 76 Stat. 805) 

Dated: February 16, 1065. 

[SEALl Aktmoky J. CcLcsaczzB, 
Secretary, 

Health, Education, and Welfare, 

|FJl. Doc. 65-1917; Piled, Feb. 24. 1965; 

8:47 am.) 


part 14—minimum standards of 

OPERATION FOR STATE AGENCIES 

FOR SURPLUS PROPERTY 

Miscellaneous Amendments 

Part 14 of Title 45 CFR is hereby 
amended as follows: 

1. Delete each reference to "Applica¬ 
tion for Surplus Property (Form HEW 
135) *’ wherever It appears In Part 14 and 
substitute therefor "Application for Do¬ 
nation of Surplus Personal Property, 
Standard Form 123.’* 

2. Delete each reference to ‘‘Form 
HEW ISS** wherever it appears In Part 
14 and substitute therefor "Standard 
FV>rm 123.” 

3. Section 14.0(c) is amended to read 
as follows; 

§14.9 Handling of propert 7, 

• • • • • 

(c) Donable surplus property shall be 
compared with the respective Standard 
Pbrm 123 and pertinent shipping docu¬ 
ments immediately upon receipt, and 
any shortage or overage shall be reported 
to the agency from which the property 
was obtained and a copy of the report 
shall be transmitted to the appropriate 
regional office of the Department, in ac¬ 
cordance with procedures set forth in 
the Surplus Property Utilization Manual 
issued by the Department. 


Dated: February 16, 1965. 

CSBM.] Anthowy J. Cblbbrkzzb, 
Secretary, 

Health, Education, and Welfare, 

IFJl, Doc. 65-1918: Filed, Feb. 24. 1965; 
8:47 am.I 
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Title 47—TELECOMMUNICATION 

Chapter I—Federal Communications 
Commission 
|FCC 65-liai 

part 1—PRACTICE AND PROCEDURE 

PART 85—STATIONS ON SHIPBOARD 
IN THE MARITIME SERVICES 

Miscellaneous Amendments 

In the matter of adoption of FCC 
Form 502, "Application for Ship Radio¬ 
telephone and/or RadionavlgaUon Sta¬ 
tion License"; amendment of Part 83 to 
permit notification by letter of changes 
in a licensee's name only or permanent 
mailing address In lieu of filing an ap¬ 
plication. 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington, D.C., on the 17th day of 
February, 1965; 

The Commission having under consid¬ 
eration the abovc-capUoned matters; 

It appearing, that the inauguration of 
a new processing methcxl for ship radio¬ 
telephone and/or ship radionavlgatlon 
station license ai^licatlons makes it de¬ 
sirable to adopt a new application Form 
502 in connection therewith; and 

It further appearing, that the Com¬ 
mission can act more efficiently on such 
applications if they are adapted for elec¬ 
tronic processing; and 

It further appearing, that the new form 
will lessen the burden on applicants in 
completing the application because the 
Information requested on the new form 
is limited to licensing radiotelephone 
and/or radar equipment only; and 

It further appearing, that it is not 
necessary that an application for modi- 
llcatlon of ship station license be filed 
when a change In the licensee's perma¬ 
nent mailing address occurs or when 
there is a change in the name only of 
the licensee (without any other changes, 
for example, no change In ownership. 
Identity, corporate structure, or the like) 
since a written notification to the Com¬ 
mission in these instances will suffice 
to keep the Commission's records cur¬ 
rent; and 

It further appearing, that the public 
interest will be served by the changes 
herein ordered; and 

It further appearing, that the amend¬ 
ments herein ordered arc procedural in 
nature, and, hence, the prior notice and 
cfTective date provisions of section 4 of 
the Administrative Procedure Act do not 
apply; and 

It further appearing, that, when avail¬ 
able. the new Form 502 may be obtained 
from the Commission's Wa^lngton office 
or any of the Commission's Field En¬ 
gineering offices; 

It is ordered, Hiat. effective June 1, 
1965, and pursuant to the authority con¬ 
tained in sections 4(1), 303(r) and 308 
(b) of the Communications Act of 1934, 
as amended; 

1. New FCC Form 602» "Application 
for Ship Radiotelephone and/or Radio- 


• Fonn 503 filed as part of original docu¬ 

ment. 
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navigation Station License" is hereby 
adopted. 

2. Parts 1 and 83 of the Commission’s 
rules are amended as set forth below. 

3. The new Form 502 shall be used by 
applicants for radiotelephone and/or 
radionavigation station licenses flling 
applications on and after December I, 
1985. except that Form 501 shall be used 
for radiotelephone stations required by 
Title in. Part n of the Communications 
Act of 1934, as amended, or the Safety 
of Life at Sea Convention, or where 
the applicant is also the licensee of radio¬ 
telegraph equipment aboard the vessel. 

4. Applications on other than Form 503 
Aled by applicants required to use Form 
502 on and after December 1, 1965. will 
be considered defective and return^ to 
the applicant, along with a Form 502 for 
submission by the applicant. 

(8m. 4, 309. 908. 48 8Ut. 1008. 1082. 1084 
as amended; 47 US.C. 4. 308. 808) 

Released; February 19, 1985. 

Federal CoiacumcAnoNS 
Commission, 
tsEAL] Ben F, Waple. 

Secretary, 

A. Part 1 Is amended as follows: 

1. Section 1.922 Is amended by insert¬ 
ing the following entry, in the proper 
numerical sequence, in the table of forms 
listed in this section: 

§ 1.922 Form» to be used. 

rcc 

form Title 

• • • m • m 

602.... Application for Ship Radiotelephone 
and/or RadlonarlgaUan Station 
lAoense. 

• • • • • • 

2. Section 1.926(b)(9) is amended to 
read: 

§ 1.92(i Application for renewal of li> 
cense. 


(b) • • • 

(9> Application for renewal of ship 
radiotelephone and/or radlonavigatlon 
station license shall be filed on FCC Form 
502. except for radiotelephone stations 
required by Title in. Part n of the Com¬ 
munications Act of 1934. as amended, or 
the Safety of Life at Sea Convention; or 
except where the applicant is also the 
licensee of radiotelegraph equipment 
aboard the vessel. In the case of the 
exceptions listed in the preceding sen¬ 
tence. application for renewal of a ship 
station license shall be Hied on FCC Form 
501. Applications for renewal of ship 
radiotelegraph station license only shall 
be Hied on FCC Form 501. 


B. Part 83 is amended os follows: 

1. Section 83.33 is amended to read: 

§ 83.33 Oijinge* during license term. 

An application for modification of li¬ 
cense shall be submitted if the name of 
the vessel Is changed during the license 
term, or if additions, deletions or replace¬ 
ments occur with respect to the author¬ 
ized transmitting equipment. No modi¬ 
fication of license is required when a 
change in the licensee’s permanent mail¬ 
ing address occurs or when there is a 


change in the name only of the licensee 
(without any other changes, for example, 
no change in ownership, identity, cor¬ 
porate structure or the like). However, 
the license shall advise the Commission 
by letter of the change in the permanent 
mailing address or of the change of 
name. The licensee shall poet a copy of 
such letter writh the license. 

2. Section 83.36(a) is amended to 
read: 

§ 83.36 Application forms for station 
a u ihor i so t ion s. 

(a) FCC Form 602 shall be used for 
filing formal application for now, modi¬ 
fied. or renewal ship radiotelephone 
and/or radionavlgatlon station license, 
except for radiotelephone stations re¬ 
quired by Title in. Part n of the Com¬ 
munications Act of 1934i as amended, 
or the Safety of Life at Convention; 
or except where the applicant is also the 
licensee of radiotelegraph equipment 
aboard the vessel. In the case of the 
exceptions listed in »*he preceding sen¬ 
tence. application for a new. modified 
or renewal ship station license shall be 
filed on FCC Form 501. AppIleaUon for 
a new, modified or renewal ship radio¬ 
telegraph station license only shall be 
filed on FCC Form 601, 


IF.il Doc. 85-1844: Filed. FVb. 24, 1985; 
8:50 Ajn.| 


PART 2T—DOMESTIC PUBLIC RADIO 
SERVICES (OTHER THAN MARITIME 
MOBILEI 

IDocRet No. 14969; FCC 85-106] 

Wire Line Common Carriers; 

Applications 

In the matter of Amendment of 
if 21.15(1) and 21.516 of the Commis¬ 
sion’s rules to require wire line common 
carriers to submit certain data with ap¬ 
plications for new authorizations of base 
station facilities in the Domestic Public 
Land Mobile Radio Service. 

1. The Commission Issued a Notice of 
Proposed Rule Making in the above-en- 
titled matter which was published in the 
Federal Rzczster (28 PR, 2458) dated 
March 13. 1963 and which invited com¬ 
ments relative to the proposals contained 
therein, it was proposed to amend 
f 21.15(1) of the Commission’s rules' to 


‘Section 21.15(1) currenUy provider m 
follows: 

< 1) Each Application for construction per¬ 
mit for a base station Intended to be oper¬ 
ated In the Domestic PubUc Land Mobile 
Radio Service by an applicant who is not 
engaged In providing public wire line com¬ 
munication senrloe, which propoaea to eatab- 
llah a new communlcaUon facllUy or make 
changea in the area of coverage of a station 
already authorized, shall be accompanied by 
technical engineering Information with re¬ 
spect to: 

(1) Type of antenna polarization used. 

(2) Type of antenna used. Including type 
number and manufacturer thereof. 

(3) Antenna power gain expressed In 
decibels. 

(4) Antenna radiation pattern (on letter 
site polar coordinate paper) showing the 


require that wire line counmunlcaUans 
common carriers Include the same infor¬ 
mation that miscellaneous common car¬ 
riers arc currently required to show In 
applications for construction permits lor 
base stations in the Domestic PubUc 
Land Mobile Radio Service which will be 
used to establish new communication fa¬ 
culties or to make changes In the area of 
coverage of stations already authorized. 
It was also proposed to amend | 21.516 
of the Commission’s rules* to require 
wire line common carriers to include the 
same information that mlacellanfous 
common carriers currently are required 
to show in applications requesting that 
additional chonnels be assigned to exist¬ 
ing Domestic Public Land MobUc radio 
systems. 

2. On June 21, 1963. the Commission 
granted a request of the Hawaiian Tele¬ 
phone Company to file comments after 
the Umc specified in the Notice of Pro¬ 
posed Rule Making had elapsed. Addi¬ 
tionally, the Commission has accepted 
the comments submitted by Mobile Radio 
Communications which were filed on 
May 3, 1963. Accordingly, comments hi 


auuoua power gain dtitributlon In the horl- 
sontal piano expreaaed In dedbela. 

(5) OfieotAtlon of directional antenna ar¬ 
ray, expreaaed in degreea of aglmuth, with 
reepect to true north. 

(6) Anunna height above average ter¬ 
rain (aoo also 121.115). 

(7) Antenna trancmijslon line type, 
length, and radio frequency power tranamU- 
alon loaaea between the output of the tnna- 
mitter and the antenna radiating ayetetn. ex- 
preaaed In decIbeU, 

(8) Topographic map* (ace aiao 121118) 
ahowlng thereon: 

(1) Exact station location. 

(U) Location of radlala used In determin¬ 
ing elevation of average terrain. 

■Section 21818 currently provides u 
followa: 

121.518 Additional abowing required with 
application for aaslgnment of addlUonal 
channel. 

An application for the assignment of an 
additional channel at an exlatlng Domestic 
Public Land Mobile radio staUon (other than 
oontrol or repeater). by a llcenicc who Is not 
engaged in providing public wire line com¬ 
munication service. In addition to the in¬ 
formation required by other aecUons of these 
rules, shall Include a abowing of the 
following; 

(a) The number of prospective subecrlbers 

for whom an order for eervlce Is being held 
including Information as to the type of busi- 
neoa or other activity for which eommunka- 
Uon la required., and the number of mobile 
units desired by each prospective subacrlber. 

(b) Data showing the actual mac load¬ 
ing on the present radio system during three 
days of normal message tndfie eelecud at 
nu^om within 30 days prior to the dale of 
filing. This information should be reported 
separately for each of the three days selected, 
which should be Identified by dates, and 
should disclose, but not necessarily be 
limited to, the following: 

(1) The number of mobile units using the 
service during a 24 hour period commencing 
at midnight. 

(2) The number of messages handled each 
hour. 

(3) The number of calls held due to busy 
radio circuit conditions during each hour. 

(4) The total holding time of calla held 
during eo^ hour. 

(6) The maximum holding time on any 
call during each hour. 
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tiiij proceeding were filed by tbc follow- 
ing parties: 

American Telephone & Telegraph Company 
(AT«iT) 

United States In dependent Telephone Aa- 
•ocLatton (UoITA) 

OTAK Senrlot Corporation (OT&B) 

Ifobilo Radio Oommunlcationa (Mobile 
Radio) 

Bawallan Telephone Company (Hawaiian) 

3, The proposal to amend I 21-15(1) 

10 M to require wire line common car¬ 
riers to submit the technical engineering 
data described therein generally 
lupported as being desirable. Such In¬ 
formation Is needed to enable the Com¬ 
mission to make Informed Judgments re¬ 
garding questions related to electrical 
Interference, station coverage and serv¬ 
ice requirements In view of the public’s 
expanding demand for mobile radio 
service and the expansion of telephone 
company operations, particularly inde¬ 
pendent telephone companies, in this 
irea. AT&T notes that such data would 
normally be obtained In the careful de¬ 
sign and engineering of a mobile tele¬ 
phone system and that in many in¬ 
stances applications from Bell System 
Companies have included information 
b^ond that which would be required by 
the present amendment. USITA com¬ 
ments that the propKxsed change in 
121.15(1) will csubllsh a \mlform re¬ 
quirement for the technical information 
in support of applications for new base 
station facilities or changes in the area 
of coverage of existing stations. OT&E 
remarks that its operating companies do 
not anticipate any undue difficulty in 
submitting the data outlined in said sec¬ 
tion of the Rules, suggesting further that 
the Commission may wish to make spe¬ 
cific reference to the Boese report • with 
appropriate modification where facili¬ 
ties in the 450 Mc/s bond are Involved. 
Hawaiian makes no objection to the pro* 
posed change in the introductory text of 
121.15(1) but does not believe that cer¬ 
tain of the data set forth in that section 
b necessary to determine whether an 
Application by Hawaiian, which is lo¬ 
cated many hundreds of miles from any 
other common carrier currently eligible 
to use frequencies reserved for assign¬ 
ment to wire line common carriers, would 
«erve the public Interest, convenience 
and necessity. 

4. The proposal to amend ( 21.516 to 
require wire line common carriers to 
aubmit the data outlined In said section 
for the assignment of additional base 
atation channels was generally opposed 
t>acause of the alleged implication con¬ 
tained therein that applications could 
not be submitted before actual condi¬ 
tions of overloading ore cncoimtered 
and because of the difficulty of procuring 

• A Summary of the Technical Fhetore Af¬ 
fecting the Allocation of Land Mobile Facil- 
JUet in the 152 to ISA Megacycle Band. 
William C. Boom (PCC TRR Report No. 4A.8 
reiriaeq August 12. 1054.) A new report en- 
iitled Technical Pactom AlTeotlng the A»- 
Wgnment of FacUlUei in the Domeetlc Pub- 
ac Land Mobile Radio Servloe, by Roger B. 
wey (PCC Report No. R-e40S. dated June 
24. 1064 ) u the baals for a recent rule making 
|ux>posai. See Notice of Proposed Rule Mak- 
^ published in the Paonuo. Rbcjstsi (30 
15584) dated November 20. 1084 (Docket 
14604). 


particular traffic Information now speci¬ 
fied In said secUon of the rules. AT&T 
expresses concern that if applications 
cannot be submitted before actual con¬ 
ditions of overloading are encountered, 
common carriers will not be able to ful¬ 
fill their obligation to meet customer re¬ 
quirements because of the lengthy peri¬ 
ods of time necessary to allow for filing 
and processing of applications and con¬ 
struction of facilities. In addition, it is 
alleged that the number of orders for 
service or local units may be few, or even 
none, in an area having an important 
requirement for service due to the fact 
that almost the entire traffic load of such 
a location would be tbc result of tran¬ 
sient mobile units based in other areas. 

5. With specific reference to I 21.516 

(b)(1) which would require a report on 
Uie number of mobile units using the 
service during a 24-hour period com¬ 
mencing at midnight, AT&T comments 
that the number of mobile units using 
the service during this period would be 
difilcult to determine in dial systems 
w hich do not record data on each call. 
USITA suggests that such information 
would not be completely relevant because 
actual channel occupancy can come from 
a large number of units making only one 
call per unit per day or a smaller num¬ 
ber of units making repeated calls. Ha¬ 
waiian emphasizes that there is no means 
of identifying the mobile unit of a dial 
system operated on a fiat rate basis (the 
type It operates) without incurring need- 
less expense which ultimately must be 
borne by the subscriber to the service. 
Section 21.516(b) (2) of the Commission’s 
proposed rules would require that the 
number of messages handled each hour 
be obtained. AT&T notes that In normal 
traffic terms, a message means a com¬ 
pleted call. Thus, the proposed measure¬ 
ment does not Include the number of 
times the radio channel is used for calls 
that are not completed, e.g.. when a mo¬ 
bile customer calls a land customer who 
does not answer, a usage of the radio 
channel occurs but a message Is not com¬ 
pleted. The number of times a radio 
channel Is used is suggested as more sig¬ 
nificant than the number of messages 
handled. USITA adds to this that chan¬ 
nel occupancy in a telephone company 
mobile telephone system could become 
equally congested as a result of a large 
number of completed communications of 
short duration or from a lesser number, 
each one of which was of longer dura¬ 
tion. Section 31.516(b)(3) requests the 
number of calls held due to busy radio 
circuit conditions during each hour. 
USITA notes that held calls might not 
exist as a matter of record, although 
there might be a high number of un¬ 
successful attempts to establish commu¬ 
nication due to channel congestion. 
Landline stations attempting to dial up 
a busy radio circuit normally receive a 
busy indication, hang up and then try 
again later. Mobiles seeking to originate 
calls must wait for a clear radio circuit. 
On this point. Hawaiian adds that tele¬ 
phone company licensees have no knowl¬ 
edge of the individual calling party’s 
identity or the calls deferred because of 
a busy signal condition. Even in the case 
of a manually operated system, it would 
seem that no record would be made of the 


number of occasions persons in mobile 
units attempt to reach the operator only 
to find a busy circuit. The data to sup¬ 
port 121.516(b)(4) and ( 31.516(b) <5) 
require resxiecUvcly, the total holding 
time of calls held during each hour and 
the maximum holding time on any call 
during each hour. Both AT&T and 
USITA comment that the data requested 
by these two sections would not normally 
be available or at least not accurate 
enough to show the total delay encoun¬ 
tered by both the landline station and 
the mobile units in securing a radio cir¬ 
cuit. Hawaiian reasserts its point here 
that there Is no means on an unattended 
dial system to determine the number of 
calls held due to busy circuit conditions 
during each hour. 

6. The Commission notes that each of 
tbc parties has made suggestions as to 
what would be a reasonable showing in 
applications by wire line common car¬ 
riers for the assignment of additional 
land mobile telephone channels as 
follows: 

(a) AT&T suggests that the present 
fi 21.516(a) be omitted at least as to li¬ 
censees who are engaged In providing 
public wire line communication service, 
and that the data to be shown under 
) 21.516(b) include the following: the 
number of times the radio channel Is 
used each hour, the number of minutes 
of usage during the busiest hour on each 
of the selected days; and a statement as 
to the actual hour i^osen as the busiest 
hour on each of the selected days. 

Where the request for additional chan¬ 
nels would be based on future channel 
loading, the data suggested to be shown 
under said section should Include the 
following: the number of times the radio 
channel would be used each hour; the 
number of minutes of predicted usage 
during the busiest hour on each of the 
selected days; and a statement as to the 
basts for the prediction o' future channel 
loading. 

(b) USITA suggests that the only 
practical yardstick to measure actual 
channel occupancy is minutes of use per 
hour. 

(c) OT&E suggests that In lieu of cer¬ 
tain of the requirements specified in 
4 21.516(b). the percentage uUUzation of 
the mobile channel during each hour be 
used as equivalent traffic loading data. 

(d) Hawaiian suggests the following 
information could be provided from its 
dial operations: the number of messages 
handled each hour; the total time the 
circuit Is in use during each hour; and 
number of calls attempted by wire line 
telephone stations that could not be com¬ 
pleted due to busy circuit conditions. 

(e) Mobile Radio urges that miscel¬ 
laneous common carriers should have 
the benefit of any change In criteria gov¬ 
erning grants of requests for second 
channels to wire line common carriers. 

7. After consideration of all the com¬ 
ments filed herein and all available rel¬ 
evant Information, the Commission con¬ 
cludes that the ii^lic interest will ce 
served by amending the rules to provide 
for a standardization of data to be sub¬ 
mitted by both wire line carriers and mis¬ 
cellaneous common carriers in respect to 
44 21.15(1) and 21JS16. Therefore, the 
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technical engineering information set 
out in (21.15(1) should be submitted 
with all applications which propose to es¬ 
tablish new base station facilities qr 
make changes In the area of coverage of 
a station already authorized. With re¬ 
spect to ( 21iS16. tlie Commission la not 
unmindful of the desire of the industry 
that the showing required for assign¬ 
ments of an additional channel be made 
more adaptable to automatic operation 
of radio-telephone facilities; however, 
wc will require that data submitted in 
a showing pursuant to ( 21.516 Include 
the number of calls handled and the 
number of mobUe units utilizing the 
mobile radio system during the sample 
periods. Although the collection of such 
information on unattended or flat-rate 
dial systems may require some form of 
monitoring, it is necessary to enable the 
Commission to evaluate iisage on the par¬ 
ticular system, e.g., to determine what 
percent of total channel occupancy or 
utilization results in completed calls and 
to determine an approximate distribution 
of the channel usage among tl^ mobile 
subscribers. Bearing in mind the in¬ 
creasing competition for the frequencies 
allocated, we find that these points of in¬ 
formation on the type and extent of usage 
are of value in ascertaining whether the 
application for assignment of an addi¬ 
tional frequency is based on efficient 
utilization of the previously assigned fre¬ 
quencies. Nevertheless, in an attempt to 
minimize the extra work Involved in 
assembling the data required in such an 
additional channel showing, the Com¬ 
mission has reduced the three 24-hotir 
sample periods to the busiest 12-hour 
periods on each of three days. With re¬ 
gard to requests for additional channels 
based on future channel loading, the 
Commission, while not desiring to limit 
any showing of need that will be indica¬ 
tive of customer requirements, does wish 
to point out that generally it will not be 
able to grant requests for additional 
channels based on mere speculation as to 
future channel loading. It is therefore 
concluded with respect to ( 21.516 that 
all applications for the assignment of 
additional channels at existing Domestic 
Public Land mobile stations (other than 
control or repeater). In addition to the 
Information required by ( 21.516(a> and 
other sections of the Commission's rules, 
shall include a showing of the following: 

Data showing the actual traffic load- 
ing on each channel assignment of the 
present radio system during the busiest 
12-hour periods on 3 days (within a 7 
day period) having normal message 
traffic not more than 30 days prior to the 
date of filing. This information should 
be reported separately for each of the 
three das^ selected, which should be iden- 
tifled by dates, and should disclose the 
following; 

(1) The number of mobile units using 
the service during each of the days 
specified. 

(2) The number of calls completed 
each hour. 

(3) For systems that provide message 
relay service, (1) the number of calls 
held, (U) the total holding time, and 
(iii) the maximum holding time for a 
call, due to busy radio circuit conditions 


during each hour; or, for systems that do 
not provide message relay service, the 
total number of minutes that the chan¬ 
nel (base and mobile) was utilized for 
transmissions between the base station 
and land mobile units. 

By permitting alternative showings, 
miscellaneous common carriers and wire- 
line carriers will have the opportunity 
to collect and report the data which Is 
most adaptable to Uielr operating cir¬ 
cumstances (dial or unattended or mes¬ 
sage relay.) Miscellaneous common car¬ 
riers are, by the changes herein, required 
to submit less data than heretofore. 
Moreover, all applicants for additional 
radio channels ore not precluded from 
submitting such other factual data as 
they may believe to be pertinent in sup¬ 
port of their requests for additional 
channel assignments. 

8. We conclude that the modification 
of ( 21.516. as hereinafter adopted, will 
be less burdensome to applicants, wire 
line and miscellaneous common carriers, 
than the amendment originally pro¬ 
posed. Moreover, the action herein takes 
cognizance of the several pertinent com¬ 
ments filed In the proce^ings. 

9. Accordingly, it is ordered. This 17th 
day of February 1965, that, pursuant to 
authority contained in sections 4(1) and 
303 (c), (d), (f) and (r) of the Commu¬ 
nications Act of 1934. as amended, the 
proposed amendment to (21.15(1) as 
set forth in our Notice of Proposed Rule 
Making In this Docket and contained in 
the appendix attached hereto is adopted, 
effective May 1, 1965. In relation to 
I 21 516: /f is further ordered, Tliat the 
proposed amendment as set forth In our 
Notice of Proposed Rule Making is not 
adopted, but that said (21.516 Is 
amended as set forth below, effective 
May 1.1965. It is further ordered. That 
proceedings in this Docket are termi¬ 
nated. 

(See. 4. 48 Stat. 1066. as unendcil; 47 UA.O« 
154. Interpr«U or applies see. 303. 48 SUt. 
1082. IS amended; 47 U.8.C. 303) 

Released: February 19. 1965. 

Federal ComnncicATioNS 
Commission, 

[seal] Ben F. Waple. 

Secretary, 

1. The introductory text of ( 21.15(1) 
is amended to road as follows: 

§ 21.15 Content of appllrationa. 


(1) Each application for construction 
permit for a base station In the Domestic 
Public Land Mobile Radio Service which 
proposes to establish a new communica¬ 
tion facility or make changes In the area 
of coverage of a station already author¬ 
ized shall be accompanied by technical 
engineering Information with respect to: 
• • • • • 

2. Section 21.516 is amended to read as 
follows; 

S 21.516 Addilionml iiliowing required 
with Application for ASMgnmcnt of 
oddiiiotud cliannrL 

An application requesting the assign¬ 
ment of an additional channel at an ex¬ 
isting Domestic Public Land Mobile radio 
station (other than control, dispatch or 


repeater), In addition to the Information 
required by other sections of the rules 
shall include a showing of the followins;* 

(a) The number of mobile units for 
which orders for service arc being held 

(b) Data showing the actual traffic 
loading on each channel assignment of 
the present radio 83 ^em during the 
busiest 12 hour reriods on three days 
(within n seven day period) having nor¬ 
mal message tirfflc not more than 30 
days prior to the date of filing. TWs in¬ 
formation should be reported separatdy 
for each of the three days selected, 
which should be identified by dates, and 
should disclose the following: 

(1) The number of mobile units using 
the service during each of the days 
apecifled. 

(2) The number of calls completed 
each hour. 

(3) For systems that provide message 
relay service. (I) the number of calls 
held, (il) the total holding time, and 
(lii) the maximum holding time for a 
call, due to busy radio circuit conditions 
during each hour; or, for systems t^t 
do not provide message relay service, the 
total number of minutes that the channel 
(base and mobile) was utilized for trans¬ 
missions between the base station and 
land mobile units during each hour. 

[FR. Doo. 65-1945: Piled. Feb. 34. 1966; 

8:50 ojn.| 


Title 50—WILDLIFE AND 
FISHERIES 

Chapter I — Dureau of Sport Fisheries 
and Wildlife, Fish and Wildlife 
Service, Department of the Interior 

PART 33—SPORT FISHING 

Merritt Island National Wildlife 
Refuge, Florida 

The following special regulation Is 
issued and is effective on date of publi¬ 
cation in the Federal Rigzstzr. 

§ 33.5 Special rcgutalionM; Aporl fill¬ 
ing; for individaal wildlife refuge 
areas. 

Florida 

MERRITT ISLAND NATIONAL WILDLIFE RITUGE 

Sport fishing on the MerriU Island 
National WlldlUe Refuge. TitusvUic. 
Fla., Is permitted only on the areas 
designated by signs as open to fishing. 
These open areas, comprising 12,120 
acres ore delineated on a map available 
at the refuge headquarters and from the 
office of the Region^ Director. Bureau of 
Sport Fisheries and Wildlife, 809 Peach¬ 
tree-Seventh Building. Atlanta. Ga., 
30323. Sport fishing shall be In accord¬ 
ance with all applicable State regula¬ 
tions subject to the following special 
conditions: 

(1) The sport fishing season extends 
from February 23. 1965, through Novem¬ 
ber 24, 1965. 

(2) Fishing may be prohibited at cer¬ 
tain in all or part of Banana Creek 
when safety and operational factors by 
NASA so require. At such times the 
area will be posted as closed. 
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(a) Fliherman may not leave fishing 
rods and/or poles unattended. 

(4) Air-thrust boats are prohibited. 

Inboard and outboard boats are per¬ 
mitted in the waters open to fishing, ex¬ 
cept in areas ^>ecifically designated by 
suitable posting by the refuge officer-in- 
charge as closed to motor boat operation. 

(5) Access will be permitted only dur- 

. ing the period from one hour before sun¬ 

rise to one hour after sunset. 

(0) Bank fishing along Gator. Catfish, 
and Banana Creeks is prohibited: en¬ 
trance to these areas permitted by boat 
only from the Indian River. No other 
admittance is permitted south of State 
Highway 402. 

The provisions of this special regu- , 

lation supplement the regulations which 
govern fishing on wildlife refuge areas 
generally which are set forth in Title 50. 

Code of Federal Regulations. Part 33. 

JOTO D. PlNOLAT, 

Acting Regional Director^ Bu- ^ 

reau of Svort FUheries and 
VfUdUfe. 

PgsaUART 15. 1965. C 

|PJL Doa 66-1903: PUed. Feb. t4. 1066; 

8:4ea.m.| 
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DEPARTMENT OF THE TREASURY 

Internal Revenue Service 
[ 26 CFR Part 1 ] 

INCOME TAXES 

Surtax Exemptions of Certain 
Controlled Corporations 

Notice is hereby given, pursuant to the 
Administrative Procedure Act. approved 
June 11, 1946. that the regulations set 
forth in tentative form in the attached 
appendix are proposed to be prescribed 
by the Commissioner of Internal Rev¬ 
enue, with the approval of the SccreUry 
of the Treasury or hla delegate. Prior 
to the Anal adoption of such regulations, 
consideration will be given to any com¬ 
ments or suggestions pertaining thereto 
which are submitted in writing, in du¬ 
plicate. to the Commissioner of Internal 
Revenue, Attention: CCiLR, Washing¬ 
ton, D.C., 20224, within the period of 30 
days from the date of publication of this 
notice in the Fcdcxal HBCxsim. Any 
person submitting written comments or 
suggestions who desires an opportunity 
to comment orally at a public hearing 
on these proposed regulations should 
submit his request, in writing, to the 
Commissioner within the 30-day period. 
In such case, a public hearing wiU be 
held, and notice of the time, place, and 
date will be published In a subsequent 
issue of the Pedcial Rxoisnx. The pro¬ 
posed regulations arc to be issued under 
the authority contained In section 7805 
of the Internal Revenue Code of 1954 
(68A Stat. 917; 26 U.S.C. 7805). 

IscALl Sheldon 8. CORKK. 

Commissioner of Internal Revenue, 

In order to co nfor m the Income Tta 
Regulations <26 CFR Part 1) to section 
235(a) and certain provisions of section 
335(c) of the Revenue Act of 1964 (78 
Stat. 116, 126, such regulations are 
amended as follows: 

Paiugrapr 1. Section 1.441 is amended 
by revising section 441(f)(2)(A) and by 
adding a historical note. These amend¬ 
ed and added provisions read as follows. 

§ 1.«I41 Statutory proviflocit; prriod for 
computation of laxjible income. 

Sec. 441. Period for compfutation of taxable 
income. • • • 

(f) Slection of pear consisting of 5S-5J 
weeks. • • • 

(2) Special rules for 52'-S3~week pear — 
(A) Effective dates. In any case In which 
the effective date or the applIcabUity of any 
provUlon of this title U expressed in terms 
of taxable years beginning, including, or 
ending with reference to a speclffed date 
which is the first or Isst day of a month, a 
taxable year described in paragraph ( 1 ) shaU 
(except for purposes of the computation 
under section 21 ) be treated— 

(1) As beginning srlth the first day of the 
calendar month beginning nearest to the 
first day of such taxable year, or 
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(U) As ending with the last day of the 
calendar month ending nearest to the last 
day of such taxable year, 

as the case may be. 


I 8 ec. 441 as amended by sec. 235(c) (3), Bev. 
Act 1964 (78 Stat. 127)) 

Pai. 2. Paragraph (b)(1) of ( 1.441-2 
l8 amended to read as follows: 

§ 1.4-41-2 Election of year ronj(i»ting of 
52—53 weeks. 


(b) Application of effective dates. (1) 
For purposes of determining the effective 
date or the applicabiiity of any provision 
of this title which Is expressed in terms 
of taxable years beginning. Includlxig, or 
ending with reference to the Arst or last 
day of a speclAed calendar month, a 
52-53-week taxable year is deemed to 
begin on the Arst day of the calendar 
month beginning nearest to the Arst day 
of the 52-53-week taxable year, and is 
deemed to end or close on the last day of 
the calendar month ending nearest to 
the last day of the 52-53-week taxable 
year, as the case may be. Examples of 
provisions of this title the applicability 
of which is expressed in terms referred 
to In the preceding sentence Include the 
provisions relating to the time for AUng 
returns and other documents, paying tax, 
or performing other acU. and the pro¬ 
visions of part n (section 1561 and fol¬ 
lowing). subchapter B. chapter 6. relat¬ 
ing to surtax exemptions of certain con¬ 
trolled corporations. The provisions of 
this subparagraph do not apply to the 
computation of the tax if subparagraph 
(2) of this paragraph, relating to the 
computation under section 21 of the ef¬ 
fect of changes in rates of tax during a 
taxable year, applies. The provisions 
of this subparagraph may be illustrated 
by the following examples: 

Example (i>. Assume that an Income Ux 
proTlslon U applicable to taxable years be¬ 
ginning on or aft 4 !r January 1 . 1057. For 
that purpose, a 52-53-week taxable year be¬ 
ginning on any day within the period De¬ 
cember 26. 1966. to January 4.1057. tnclualve. 
shaU be treated aa beginning on January 1 , 
1057. 

Example ( 2 ). Assume that an Income tax 
provision requires that a return muat be 
filed on or before the 15Ui day of the third 
month following the cloee of the taxable 
year. For that purpose, a 53-53-week tax¬ 
able year ending on any day during the period 
May 25 to June 3. Inclusive. shaU be treated 
aa ending on May 81. the last day of the 
month ending nearest to the last day of the 
taxable year, and the return, therefore, must 
be made on or before August 16. 

Example (3). X. a corporation created on 
January 1 , 1066. electa a 52-53-week taxable 
year ending on the Friday nearest the end of 
December. Thus, X's first taxable year be¬ 
gins on Saturday, January 1. 1066, and ends 
on Friday, December SO. 1066: lU next tax¬ 
able year begins on Saturday, December 31. 
1066, and ends on Friday, December 29, 1067; 
and lu next taxable year begins on Saturday. 
December 30, 1067, and ends on Friday, Jan¬ 


uary 3. 1060. For purpoeee of applying the 
provisions of Part n, subchapter B. chapter 
6 of the Code. X*s first taxable year Is deemed 
to begin on January 1, 1056. and end on 
December 81. 1066; Its next taxable yemr Is 
deemed to begin on January 1 . 1057. snd end 
on December 31. 1057; and lU next taxable 
year Is deemed to begin on January i, 1955 , 
and end on December 31, 1058. Accordingly, 
each such taxable year Is treated sj includ¬ 
ing one and only one December 31st. 


Par. 3. Section 1.802 la amended by re¬ 
vising section 802(a)(1) and the his¬ 
torical note to read as follows: 

§ 1.802 Statutory provUionii: life in¬ 
surance companies t tax bniMHcJ; 
life insurance company taxable in¬ 
come dcfincfi. 

Sac. 802. Tax imposed —(a) Tax imposed-^ 
(1) In general, A tax la hereby Imposed for 
each taxable year beginning after December 
81. 1957. on tlie Ufe Insurance company tax¬ 
able income of every lift Insxiranoe company. 
Such tax shall consist of a normal tax and 
surtax computed as provided In section 11 
as though the Ufe insurance company tax¬ 
able income were the taxable income re¬ 
ferred to In section 11. 


(Soc. 802 as amended by sec. 2, Ufe Inaur- 
anoe Company Tax Act 1055 ( 70 Stat. 35); 
sec. 2. Life Insurance Company Income Tax 
Act 1050 ( 73 Stat. 115): sec. 235(o)(l). Rcr. 
Act 1064 (78 Stat. 126)) 

Par.. 4. Section 1.802-2 Is amended to 
read oa follows: 

§ 1.802-2 Taxable years affcried. 

SecUon 1.802(b)-l la appUcable only 
to taxable years beginning after Decem¬ 
ber 31, 1953. and before January 1. 1955, 
and all references to sections of part I. 
sulxdiapter L. chapter 1 of the Code are 
to the Internal Revenue Code of 1954. 
before amendments. Sections 1.802-3 
through 1.802-5, except as otherwise pro¬ 
vided therein, are applicable only to tax¬ 
able years beginning after December 31. 
1957, and aU references to sections of 
part I, subchapter L, chapter 1 of the 
Code are to the Internal Revenue Code of 
1954, as amended by the Life Insurance 
Company Income Tax Act of 1959 (73 
Stat. 112), and section 236(c)(1) of the 
Revenue Act of 1964 (78 Stat. 126). 

Par. 5. SecUon 1.802-3 Is amended by 
revising paragraphs (b) and (d), and 
by adding a new paragraph (J). 
revised and added provisions read as 
foUows: 

§ 1,602-3 Tax imi^d on life in- 

fiurancc companies. 

• • • • • 

(b) Tax imposed. The tax imposed by 
secUon 802(a)(1) consists of a 
tax and a surtax computed as provided 
In section 11 as though the life Insurwce 
company taxable Income (as defined in 
section 802<b)) were the taxable income 
referred to in secUon 11. 
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(d) Surtax. The surtax ts computed 
^ Applying the regular corporate surtax 
rate (as in effect for the taxable year) 
prQTlded by section 11(c) to the amount 
tj which the life Insurance company 
tiZAble income exceeds the surtax ex¬ 
emption for the taxable year as deter¬ 
mined under section 11(d). See sections 
269 and 1551 and the regulations there¬ 
under. for certain circumstances in 
which the surtax exemption may be dis- 
lUowed in whole or in part. 

• • # • • 

(J) Cross reference. In the case of a 
Uuud>Ie year of a life Insurance company 
todlng after December 31. 1963. for 

which an election under section 1562(a) 
U) by a controlled group of corporations 
li effective, the additional tax imposed by 
leclion 1562 may apply. See section 15^ 
ind the regtdaUons thereunder. 

Par. 6. Paragraph (a) (1) of f 1.1361-1 
b amended to read as follows: 

( I.1361-1 Uninrorpomlcd en- 

trrprUc* electinfr to be liixed m 
domcnfic corporation*. 

(a) General rule. (1) Section 1361 
provides that, if certain Qualifications are 
met. the proprietor or the partners of an 
onlncorporated enterprise engaged In the 
operation of a trade or business may elect 
to have the enterprise treated as a do¬ 
mestic corporation subject to (i) the nor¬ 
mal tax and surtax imposed by section 11 
^including any additional tax Imposed by 
section 1562(b)). (11) the accumulated 
earnings tax imposed by section 531. and 
(ill) Uie alternative tax for capital gains 
imposed by section 1201 (a). An election 
made under section 1361 shall apply to 
the taxable year for which made and to 
tU subsequent taxable years. Such elec¬ 
tion shall be Irrevocable except as pro¬ 
dded In S 1.1361-15. See. however, 
paragraph (b) of S 1.1361-6 for effect of 
ceasing to conduct the business of the 
ehterprUe In an unincorporated form, 
and 11.1361-6 for effect of a change of 
ownership. An clectloD may be made 
only with respect to taxable years of a 
proprietor or partnership beginning after 
December 31.1953. and ending after Au¬ 
gust 16.1954. 

• • • • • 

Pas. 7. Paragraph (a) of 6 1.1361-3 is 
amended by adding a new subparagraph 
(6). The added provision reads as fol¬ 
lows: 

! 1.1361-3 (xMle provUfon* jipplirmble. 

(a) Subtitle A. • • • 

<6) A secUon 1361 oorpormtlon may be 
a component member of a controlled 
troup of corporations. See section 1563. 
In such case, the surtax exemption of 
Ibe secUon 1361 corporation shall be de¬ 
termined under section 1561 unless the 
controlled group makes a valid election 
under section 1562. 

* • • • • 

8. There is Inserted immediately 
»lter 11.1553-1 the foUowing: 


COTAnf COMTAOCXID CORIKHUTIOKS 

Sec. 

1.1S61 SUtutory proYlolonji; surtax ex¬ 
emptions tn case of certain ooo- 
trolled corporations. 

1.1561- 1 Surtax exemption! In case of cer¬ 

tain controneU corporatlona. 
1.1561>a Reduction of surtax exemption. 
t.l561<g Appartionroent of $36,000 surtax 
exemption. 

1.1663 Statute^ proYlsIons: privllegt of 
group# to elect multiple surtax 
exemptions. 

1.1563-1 Privilege of oontroUed group to 
elect mxilUple surtax exemptions. 

1.1863- 2 Termination of election. 

1.1863- 3 Oonsrnta to election and termina¬ 

tion. 

1.1562- € Election after termination. 

1.1662- 6 Continuing and successor con¬ 

trolled groups. 

1.1563- 6 Rlectloo for aliort taxable years. 

1.1662- 7 Extension of sUtntory periods of 

limitation. 

1.1563 Statutory provisions: definitions 
and special rules. 

1.1663- 1 Definition of oontroUed group of 

corporations and component 
members. 

1J563-2 Excluded stock. 

1.1863-3 Rules for determlnlnf stock owner¬ 
ship. 

1.1663- 4 Franchised corporations. 

CKlTAUf CONTRCLLXn COtPORATlOIIS 

S 1.1561 Statute^ provUlnits; surtax 
cxrmptioru in case of ceiiain con- 
trollcil corporations. 

Sac. 1561. Surtax cstmpUons in cose of 
certain controUed oorporattona —(a) General 
rule. If a corporation la a component mem¬ 
ber of a controlled group of corporatlona on 
a December 81. then tot puipoeea of thia sub- 
Utl# the surtax exemption of such corpora- 
tkm for tha taxable year which Includes such 
December 31 ahaU be an amount equal to— 
(1) $25,000 divided by the number of oor- 
poratlons which are component members of 
such group on such December 81. or 

(3) If all such component members con¬ 
sent (at such time and In such numner as the 
Secretary or hla delegate ehali by regula¬ 
tions prescribe) to an apportionment plan, 
such portion of $25,000 as Is apportioned to 
such member In accordance with such plan. 

The siun of the amounts apportioned under 
paragraph (2) among the oomponsnt mem¬ 
bers of any controlled group ahaU not exceed 
$36,000. 

(b) Certain Mhori taxable pean. If a oor- 
poraUoiv— 

(1) Hae a abort taxable year which don 
not Include a December 31. and 

(3) Is a component member of a oon¬ 
troUed group of oorporaUotta vrtth respect 
to such taxable year. 

then for purpose# of this aubtiUe the sur¬ 
tax exemption of such corporation for such 
taxable year ahall be an amount equal to 
$26,000 divided by the number of coriMmUona 
which are component members of such group 
on the last day of such taxable year. For 
purposes of the preceding sentence, section 
lB63(b) shall be applied as If such last day 
were substituted for December 31. 

|Sec. 1661 ss added by sec. 336(a). Rev. Act 
1964 (73SUt.ll6)| 

§ 1.1S61—1 Surtax exemptions in case 
of certain controlled corporatiofia. 

(a) In oeneral. Part n (secUon 1561 
and following), subchaptcr B. chapter 6 
of the Code, deals with the siirtax ex¬ 
emptions of certain controlled corpora¬ 


tions. In general. secUon 1581 provides 
that for taxable years ending after De¬ 
cember 31.1963, the component members 
of a controlled group of corporaUons arc 
enUtled. In the aggregate, to only a single 
$25,000 surtax exempUon (in lieu of the 
muklple surtax exemptions which may 
have b^n available to such corporations 
in prior taxalde years). However, under 
secUon 1562 a controlled group of cor¬ 
poraUons has the privilege of electing to 
have each of Its component members 
make Its returns without regard to sec¬ 
tion 1561. In such case, each component 
member of the electing controlled group 
is generally liable for the additional tax 
imposed by section 1562<b). Section 
1563 contains certain deffnitlons (Includ¬ 
ing the definition of a ‘‘controlled group 
of corporaUons”, and ”componcnt mem¬ 
ber”) and special rules for purposes of 
part n of subchapter B. 

(b) Tax avoidance. The provisions of 
part n. subchaptcr B, chapter 6 do not 
delimit or abrogate any principle of law 
established by Judicial decision, or any 
existing provisions of the Code, such as 
sections 369. 432, and 1551. which have 
the effect of preventing the avoidance or 
evasion of Income taxes. Thus, for ex¬ 
ample, notwithstanding the fact that a 
corporation is a component member of a 
controUed group of corporations which 
has elected multiple surtax exemptions 
under section 1562, if property is trans¬ 
ferred to such corporation under the cir¬ 
cumstances described in section 1551 (a). 
the Commissioner may dlsaUow in whole 
or In p€ut the surtax exemption of the 
transferee corporation imless such trans¬ 
feree corporation establishes by the clear 
preponderance of the evidence that the 
securing of such exemption was not a 
major purpose of the transfer. 

<c) Special rules. (1) For purposes 
of sections 1561 through 1563 and the 
regulations thereunder, the term •‘cor¬ 
poration” includes an unincorporated 
business enterprise subject to tax as a 
corporation under section 1361 and an 
electing smaU business corporation (as 
defined in secUon 1371(b) >. However, 
for the treatment of an electing small 
business corporation as an excluded 
member of a oontroUed group of cor¬ 
porations. see paragraph (b)(2) til) of 
f 1.1563-1. 

(2) In the case of corporaUons elect¬ 
ing a 52~53-week taxable year under 
section 441(f)(1). the provisions of sec¬ 
tions 1561 through 1563 and the regula¬ 
tions thereunder shaU be applied In 
accordance with the special rule of sec¬ 
tion 441(f)(3)(A). See paragraph (b) 
(1) of i 1.441-2. 

(3) If— 

(i) The surtax exemption of a cor¬ 
poration for a taxable year beginning In 
1963 and ending in 1964 is less tlian 
$25,000 by reason of the appUcation of 
section 1561, or 

(ii) An additional tax is imposed by 
section 1562(b) on the taxable income 
of a corporation for any such taxable 
year, 

the change in the surtax exemption, or 
the imposition of the additional tax. is 
treated as a change in a rate of tax tak- 
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ing effect on January 1, 1964. for jnir> 
poses of section 21(a). See section 31 
«1)(2> and the regulations thereunder. 

fi 1.1561—2 RrdDetion of sortax exnup* 

lion« 

<a) Amount of surtax exemption —(1) 
General rule. Under section 1561(a). If 
a corporation Is a component member of 
a controlled group of corporations on a 
December 31. then for purposes of sub¬ 
title A of the Code the surtax exemption 
of such corporation for the taxable year 
which includes such December 31 nhiip 
be an amount equal to— ^ 

(1) $25,000 divided by the number of 
corporations which arc component mem¬ 
bers of such group on such December 31, 
or 

<U) If an apportionment plan is 
adopted under | 1.1561-3 which is effec¬ 
tive with respect to such taxable year, 
such portion of $25,000 as is apportioned 
to such member in accordance with siicb 
plan. 

(2) ConsoUdated returns. The surtax 
exemption of a controlled group of cor¬ 
porations all of whose component mem¬ 
bers join in the filing of a consolidated 
return shall be $25,000. If there are 
component members of the controlled 
group which do not join in the ming of 
a consolidated return, and there is no 
apportionment plan effective under 
S 1.1561-3 apportioning the $25,000 
amount among the component members 
filing the consolidated return and the 
other component members of the con¬ 
trolled group, each component member 
of the controlled group (including each 
component member which joins in filing 
the consolidated return) shall be treated 
as a separate corporation for purposes of 
equally apportioning the $25,000 amount 
under subparagraph (1) (i) of this para¬ 
graph. In such case, the surtax exemp¬ 
tion of the corporations filing the con¬ 
solidated retiuTi shall be the sum of the 
amounts apportioned to each component 
member which joins in filing the con¬ 
solidated return. 

(3) Examples. The provisions of this 
paragraph may be illustrated by the fol¬ 
lowing examples: 

Example (i>. Corporations W. X T, and 
Z are componanl members of a controlled 
group at corporations on December 81. 1SS4. 
and each corporation files Its income tax 
return on the basis of a calendar year. For 
their taxable years ending on December 31. 
1964. W and X each Incur a net operating 
loos: T has S5.2SO of taxable Income; and 
Z has $30,000 of taxable income. If an ap¬ 
portionment plan Is not effective tor such 
taxable yeats. the surtax exemption of each 
corporation, determined under subparagraph 
(l)(i) of this paragraph, is $6,250 ($25,000 
H-4), However, the four corporations may 
avoid a pro raU division of the $26,000 
amount by filing an apportionment plan In 
accordance with the provisions of | 1.1561-8 
aUocatlng the $25,000 amount In any manner 
they deem proper. 

Example (2). Corporation A files lu In¬ 
come tax return on the basis of a calendar 
year; corporation D files Its income tax re¬ 
turn on the basts of a ftfcal year ending on 
Idarch 31. On December 81. 1064. A and B 
are the only component members of a con¬ 
trolled group of corporations. Under sub¬ 
paragraph (1)(1> of this paragraph, the sur¬ 
tax exemption of A for 1064. and the surtax 
exemption of B for its fiscal ysar ending 


March 31. 1065. la an amount equal to $12,660 
($25.0002). However, If an apportion¬ 
ment plan Is filed In accordance with the 
provisions of 11.1561-3. the surtax ex¬ 
emption of each such corporation will be 
the amount apportioned to the corporation 
pursuant to the plan. 

Example (J). Corporations B. P, and 8 
are component members of a controUed 
group of corporations on December 31. 1064. 
P and S file a consolidated return for 
their fiscal years ending June 30. 1065. 
B files a separate return for lu taxable 
year ending on Deceml>er 31. 1064. No 
apportionment plan la effecUve srith respect 
to B'S. P’S. and S’s taxable years which In¬ 
clude December 81.1064. Therefore. B. P. and 
8 are each apportioned $8,333X3 of the $25,000 
amount ($26/>00>>3) for their taxable years 
Including such date. The surtax exemption 
for the aflUiated group filing a consolidated 
return <P and 8) for the year ending June 
80, 1065. Is $16,666.66 (ijs^ the sum of the 
$8X33X3 amounu apportioned to P and 8). 

(b> Certain short taxable pears —Cl) 
General rule. If (!) the return of a cor¬ 
poration Is for a short period (ending 
after December 31. 1963) which does not 
Include a December 31, and (11) such 
corporation is a component member of a 
controlled group of corporations with 
respect to such short period, then for 
purposes of subtitle A of the Code the 
surtax exemption of such corporation for 
such short period shall be an amount 
equal to $25,000 divided by the number 
of corporations which are component 
members of such group on the last day of 
such short period. For purposes of the 
preceding sentence, the term **short 
period** does not include any period if 
the income for such period is required to 
be Included in a consolidated return 
under 1 1.1502-13. The determination 
of whether a corporation is a component 
member of a controUed group of corpo¬ 
rations on the last day of a short period 
Is made by applying the definition of 
"component member * contained In sec- 
Uon 1563(b) and i 1.1563-1 as If the last 
day of such short period were a Decem¬ 
ber 31 occurring after December 31.1063. 

(2) Examples. The provisions of this 
paragraph may be iUustrated by the 
following examples: 

Example (f). On January 2. 1064. corpo¬ 
ration X tnuuXerB caab to newly formed cor¬ 
poration Y (which beglna bualneaa on that 
date) and receive* all the stock of T In re¬ 
turn. X also owns all the stock of corpora¬ 
tion Z on each day of 1063 and 1064. X uses 
the calendar year as lU taxable year and Z 
uses a fiscal year ending on August 31. T 
adopts a fiscal year ending on June 30 as Its 
annual accounting period and. therefore, 
files a return for the short taxable year be¬ 
ginning on January 2. 1964. and ending on 
June 30. 1064. On June 30. 1064. Y is a 
component member of a parent-subeldlary 
controlled group of corporations of which 
X. Y. and Z are component members. Ac¬ 
cordingly. the surtax exemption of Y for the 
short taxable year ending on June 80. 1064. Is 
$8X33X3 ($36.000-r3). On December 31. 
1064. X. Y, and Z are component members of 
a parent-subsidiary controlled group of cor¬ 
porations. Accordingly, the surtax exemp¬ 
tion of each such oorporatlon for Its taxable 
year Including December 31. 1064 (1^.. X’s 
calendar year ending December 31. 1064. Z's 
fiscal year ending August 31, 1065. and Y*s 
fiscal year ending June 30. 1066) Is $8,333X3 
($25.000 ;-3). or. If an apportionment plan 
Is filed under f 1.1561-8. the amount appor¬ 
tioned pursuant to such plan. 


Example (2). On January I, 1964, eorpo- 
ration P owns aU tht stock of corporstlom 
S-1. S-2. and S-8. P. 8-1. 8-2. and 8-3 file 
separate returns on a calendar year beds. 
On July 81, 1064.8-1 Is liquidated and lUere- 
fore flics a return for the short taxable year 
beginning on January 1. 1064. and ending on 
July 31. 1964. On August 31. 1064. 8-2 u 
liquidated and therefore files a return for 
the short Uxable year beginning on January 

I , 1064. and ending on Augiiat 31. 1064 On 
July 81, 1064, 8-1 Is a component member cf 
a parent-rubsldlary controlled group of cor¬ 
porations of which P, 8-1, 8-2. and 8X are 
component members. Accordingly, the sur¬ 
tax exemption of S-l for the short taxable 
year ending on July 81. 1064. is 16X50 
($25X00 -4). On August 31. 1964, 8-2 Is s 
component member of a parent-subrldlsry 
controlled group of corporations of which 
P. 8-2. and 8-3 are component members 
Accordingly, the surtax exemption of 8-2 for 
the short taxable year ending on August 31. 
1064. Is $8X33X3 ($25,000 +3). On Decem¬ 
ber 81. 1064. P and 8 8 are component mem¬ 
bers of a parent-substdlary controlled group 
of corporations. Accordingly, the surtax 
exemption of each such comoratlon for the 
calendar year 1064 Is $12X00 ($28X00 - 2). 
or. If an apportionment plan Is filed under 

I I. 1561-3. the amount apportioned pursu¬ 
ant to such plan. 

(c) Corporations affected. The pro¬ 
visions of section 1561 may result In the 
reduction of the surtax exemption of any 
corporation which is a component mem¬ 
ber of a controlled group of corporations 
and which is subject to the tax Imposed 
by section 11, or by any other provision 
of subtitle A of the Code if the tax under 
such other provisions Is computed by 
reference to the amount of the surtax 
exemption provided by section 11. Such 
other provisions Include, for example, 
sections 511(a)(1), 504. 803.831.852.857. 
882. and 1201. 

§ 1-1561—3 Apportionincnl of $25,000 
surtax exemption. 

(a) Apportionment plan —(1) In gen¬ 
eral. In the case of corporations which 
are component members of a oonlrolled 
group of corporations on a December 31, 
a single $25,000 surtax exemption may be 
apportioned among such members (for 
the taxable year of each such member 
which Includes such December 31) If all 
such members consent. In the manner 
provided in paragraph (b) of this section, 
to an opportionment plan with respect to 
such December 31. Such plan shall pro- 
vide for the apportionment of a fixed 
dollar amount to one or more of such 
members, but in no event shall the sum 
of the amounts so apportioned exceed 
$25,000. An apportionment plan ihau 
not be considered as adopted with re¬ 
spect to a particular December 31 until 
such component member which Is re¬ 
quired to consent to the plan under pw* 
agraph <b)(l) of this section files 
original of a statement described In such 
paragraph (or, the original of a state¬ 
ment incorporating its consent Is ^ 
its behalf). In the case of a return filed 
before a plan Is adopted, the surtax ex¬ 
emption for purposes of such return snail 
be equally apportioned In 
with paragraph (aXlXi) of I l.lWw 
(If a valid apportionment plan Is adopt^ 
after the return is filed and within the 
time prescribed In subparagraph (2) w 
this paragraph, such return shoiud w 
amended (or a claim for refund should 
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be made) to reflect the change from 
equal apportionment.) 

(2) Time lor adopting plan, A con¬ 
trolled group may adopt an apportion- 
loent plan with respect to a particular 
December 31 only If, at the time such 
oUn Is sought to be adopted, the statu¬ 
tory period for assessment (including any 
extensions thereof) of a deftclency at¬ 
tributable to the adoption of such plan 
against any corporation which Is a com¬ 
ponent member of such group on such 
December 31 has at least 1 year to nm. 

(3) Years for which effective, (1) The 
mount ^portioned to a component 
Dember of a controlled group of corpora¬ 
tions In a apportionment plan adopted 
with respect to a particular December 31 

constitute such member’s surtax 
exemption for its taxable year including 
the particular December 31, and for all 
taxable years Including succeeding De¬ 
cember Sl*s, unless the apportiemment 
plan is amended In accordance with 
paragraph (c) of this section or la ter¬ 
minated under subdiwision (11) of this 
fubparagraph. Thus, the apportion¬ 
ment plan (including any amendments 
thereof) has a continuing effect and 
need not be renewed annually. For an 
exception to this rule in case of appor¬ 
tionment plans adopted with respect to 
December 31. 1963. see paragraph (e) of 
this scctioii. 

(ii) If an election is made under sec¬ 
tion 1562(a)(1) which is cffecUve with 
respect to a December 31 for which an 
apportionment plan would otherwise be 
effective under subdivision (1) of this 
lubparagaph, then such plan shall ter¬ 
minate with respect to such December 31. 
Portlicrmore, if an apportionment plan 
U adopted with respect to a particular 
December 31, such plan shall terminate 
with respect to a succeeding December 
31, U— 

(a) The controlled group goes out of 
existence with respect to such succeeding 
December 31 within the meaning of para¬ 
graph (b) of S 1.1562<'5. 

(b) Any corporation which was a com¬ 
ponent member of such group on tlie par¬ 
ticular December 31 Is not a component 
member of such group on such succeed¬ 
ing December 31. or 

(c) Any corporation which was not a 
component member of such group on the 
particular December 31 U a component 
member of such group on such succeed¬ 
ing December 31. 

An apportionment plan, once terminated 
with respect to a December 31. Is no 
longer effective. Accordingly, unless a 
new apportionment plan is adopted or 
an election under section 1563<a)(l) is 
effective, the surtax exemption of the 
component members of the controlled 
gJoup for their taxable years which In- 
^de such December 31 and all Decem- 
ocr 3rs thereafter will be determined un¬ 
der paragraph (a) (1) (1) of 8 1.1561-2. 

(ill) If an apportionment plan is ter¬ 
minated with respect to a December 31 
oy reason of an occurrence described in 
subdivision (li) (a), (b), or (c) of this 
subparagraph, each component member 
m ^ controlled group on such Decem- 
ner 31 should, on or before the date it flies 
its income tax return for the taxable year 
Which Includes such date, notify the dis¬ 


trict director with whom it flies such re¬ 
turn of such termination. 

(b) Consents to plan —(1) General. 
The consent of a component member 
(other than a wholly-owned subsidiary) 
to an apportionment plan with respect to 
a particular December 31 shall be made 
by means of a statement, signed by any 
person who is duly authorized to act on 
behalf of the consenting member, stating 
that such member consents to the appor¬ 
tionment plxm with respect to such De¬ 
cember 31. The statement shall set 
forth the name, address, taxpayer ac¬ 
count number, and taxable year of each 
component member of the controlled 
group on such December 31 (Including 
wholly-owned subsidiaries), the amount 
apportioned to each such member under 
the plan, and the Internal revenue dis¬ 
trict where the original of the statement 
is to be filed. The consent of more than 
one component member may be Incor¬ 
porated In a single statement. The orig¬ 
inal of the statement (or statements) 
shall be flled with the district director 
with whom the component member of 
the group on such December 31 which has 
the taxable year ending first on or after 
such date filed Its return for such tax¬ 
able year. (If two or more component 
members have the same such taxable 
year, the statement (or statements) may 
be flled with the district director with 
whom the return for any such taxable 
year is filed.) Each component member 
of the group on such December 31 (other 
than wholly-owned subsidiaries) should 
attach a copy of its consent (or a copy of 
the statement Incorporating its consent) 
to an Income tax return, amended return, 
or claim for refund for the taxable year 
Including such date. 

(2) WhoUp-oumed subsidiaries. Each 
component member of a controlled group 
which is a wholly-owned subsidiary of 
such group with respect to a December 
31 shall be deemed to consent to an ap¬ 
portionment plan with respect to such 
December 31, provided each component 
member of the group which Is not a 
wholly-owned subsidiary consents to the 
plan. For purposes of this section, a 
component member of a controlled group 
shall be considered to be a wholly-owned 
subsidiary of the group with respect to a 
December 31, If. on each day preceding 
such date and during its taxable year 
which includes such date, all of its stock 
Is owned directly by one or more corpo¬ 
rations which are component members 
of the group on such December 31. Each 
wholly-owned subsidiary of a controlled 
group with respect to a December 31 
should attach a statement containing the 
information which is required to be set 
forth in a statement of consent to an 
apportionment plan with respect to such 
December 31 to an income tax return, 
amended return, or claim for refund for 
the taxable year which includes such 
date. 

(c) Amendment of plan. An appor¬ 
tionment plan adopted with respect to a 
December 31 by a controlled group of 
corporations may be amended with re¬ 
spect to such December 31, or with re¬ 
spect to any succeeding December 31 for 
which the plan is effective under para¬ 
graph (a) (3) of this section. An appor¬ 
tionment plan must be amended with re¬ 


spect to a particular December 31 and 
the amendments to the plan shall be ef¬ 
fective only if adopted In accordance 
with rules prescribed in this section 
for the adoption of an original plan with 
respect to such December 31. 

(d) Component members filing con- 
solidated return. If the component 
members of a controlled group of cor¬ 
porations on a December 31 include cor¬ 
porations which join in the filing of a 
consolidated return, the corporations fil¬ 
ing the consolidated return shall be 
treated as a single component member 
for purposes of this section. Thus, for 
example, only one consent, executed by 
the common parent, to an apportion¬ 
ment plan flled pursuant to this section 
Is required on behalf of the component 
members flllng the consolidated return. 

(e) Apportionment plans with respect 
to December St, J96S. Any apportion¬ 
ment plan with respect to December 31, 
1963. flled In accordance with Treasury 
Decision 6733, approved May 11,1964 (29 
F.R. 6320, C3. 1964-1 (Part 1). 635) 
shall be deemed to satisfy the require¬ 
ments of this section. However, any such 
plan shall not be effective under para¬ 
graph (a) (3) of this section with respect 
to taxable years including December 31, 
1964 (or any succeeding December 31) 
unless the requirements of this section 
are actually satisfied. For example, if 
a component member of a controlled 
group of corporations on December 31, 
1963, is deemed to consent to an appor¬ 
tionment plan with respect to such date 
flled in accordance with the provisions 
of Treasury Decision 6733, but would not 
be deemed to consent to such plan under 
the provisions of paragraph (b)<2) of 
this section, then ^though such plan is 
valid with respect to the taxable years 
of the component members of such group 
which include December 31. 1963, such 
plan is not effective under paragraph 
(a) (3) of this section with respect to tax¬ 
able years Including December 31. 1964 
(or any succeeding December 31). Ac¬ 
cordingly, if an apportionment plan is 
desired with respect to December 31.1964 
(or any succeeding December 31). new 
consents will be required. 

§ 1.1 S62 .Sutalory proviniont; prlrllege 
of groups lo elect multiple surtax ex« 
emptionx. 

Bsc. 1562. Privilcpe of groups to elect mwl- 
tiple Murtag exempttone-^(g) KUciUm of 
multiple surtax exemptions^(1) in general, 
A contaroUod group of corporations ahoU 
(subject to the provisions of this section) 
have the privilege of electing to have each 
of its ooenponent members make iU returns 
without regard to section 1561. Such eleo* 
tlon shall be made with respect to a speci¬ 
fied December 31 and shall be valid only If— 

(A) Each corporation which Is a compo¬ 
nent member of such group on such De¬ 
cember 31. and 

(B) Each other coiporatlon which la a 
ooenponent member of such group on any 
succeeding l>cember 31 before the day on 
which the election is flled, 

consents to such election. 

(2) Years for which effective. An election 
by a controlled group of corporations under 
paragraph (1) shall be effective with re¬ 
spect to the taxable year of each component 
member of such group which Includes the 
specified December 81, and each taxable 
year of each corporation which Is a com¬ 
ponent member of such group (or a successor 
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croup) on % vueceedlng DeoemtMr 31 In- 
cludod wlUiln such Uxable ytv, uoIm the 
election U ten&lDeted umler lubMcUon (o), 

(3) Effect of election. If an election by 
A controlled group of corparatlone under 
paragraph (1) la effective with respect to 
any taxable year of a corporation— 

(A) Section 1561 ahall not apply to ouch 
corporation for tuch taxable year, but 

<B) The additional tax Imposed by sub- 
aectlon (b) shall apply to such corporation 
for such taxable year, 

(b) Additionol tax imposed —(1) General 
rule. If an election under subsection (a) (1) 
by a controlled group of corporations is ef¬ 
fective with respect to the taxable year of a 
corporation, there Is hereby Imposed for such 
taxable year on the taxable Income of such 
corporation a tax equal to 6 percent of so 
much of such corporation's taxable Income 
for such taxable year as does not exceed 335.- 
000. This paragraph shall not apply to the 
taxable year of a corporation If— 

(A) Such corporaUon Is the only oom- 
poaent member of such controlled group on 
the December 31 Included In such corpora¬ 
tion’s taxable year which has taxable Income 
for a taxable year including such Decem¬ 
ber 31, or 

(B) Such corporation’s surtax exemption 
Is disallowed for such taxable year under 
any provisions of thU subUUe. 

<3) Tax treated as imposed by secfion It, 
etc. It tor the taxable year of a corpora¬ 
tion a tax is Imposed by section 11 on the 
taxable income of such corp or ation, the 
additional Ux Imposed by this aubeection 
ahall be treated for purpoeca of thta title as 
a tax imposed by section 11. If for the tax¬ 
able year of a corporation a tax Is imposed 
on the taxable Income of auch corporaUon 
which la computed under any other section 
by reference to secUon 11. the additional tax 
Imposed by this subsecUon shall be treated 
for purposes of this title as Imposed by 
such other section. 

(3) Taxable income defined. For pur¬ 
poses of this subsecUon, the term ’’taxable 
Income” means— 

(A) In the case of a corporaUon subject 
to tax under secUon 511. Its unrelated busi¬ 
ness taxable Income (within the meaning of 
secUoo 612): 

(B) In the case of a life Insurazkce com¬ 
pany. its life Insurance company taxable In¬ 
come (within the meaning of secUon 803 
(b))5 

(C) In the case of a regulated Investment 
company. Its investment company taxable 
income (within the meaning of lecUoo 853 
(b)(a)); and 

(D) In the ease of a real esute investment 
trust, its real estate investment trust taxable 
income (within the meaning of secUon 8S7 
(b)(2)). 

(4) Special rules. If for the the taxable 
year an additional tax Is Impoeed on the 
taxable Income of a corporation by this sub¬ 
section. then sections 244 (relating to divi¬ 
dends received on certain preferred stock), 
247 (relaUng to dividends paid on certain 
preferred stock of public uUllUce). 804(a) (3) 
(relating to deduction for pcu^ally tax- 
exempt Interest In the case of a life Insurance 
company), and 222 (relaUng to special de¬ 
duction for Western Hemisphere trade cor- 
poraUons) shall be applied without regard to 
the additional tax imposed by this subsecUon. 

(c) Termination of election. An election 
by a controlled group of corporations under 
subeectlon (a) shaU terminate with reipcet 
to such group— 

(1) Consent of the members, if such 
group fflea a termination of such election 
with respect to a spedned December 81, 

02X1— 

(A) Bach corporation which is a compo¬ 
nent member of such group on such Decem¬ 
ber 31, and 


(B) Bach other corporaUon which Is a 
component member of such group on any 
succeeding December 31 before the day on 
which the texmlnaUon Is iUed. 

consents to such termination. 

(2) Refusal by new member to consent. 
If on December 31 of any year such group 
Includes a component member which— 

(A) On the Immediately preceding Jon- 
i was not a member of such group, and 

(B) Within the time and In the manner 
provided by regulations prescribed by the 
Secretary or hts delegate. Illas a statement 
that It does not consent to the elecUon. 

(3) Consolidated returns. If— 

(A) A corporation Is a component member 
(determined without regard to secUon 1563 
(b) (81) of such group on a December 81 in¬ 
cluded within a taxable year ending on or 
after January 1. 1864. and 

(B) Such corporaUon is a member of an 
affiliated group of corporiUons which mokes 
a consolidated return under this chapter (tec. 
1501 and following) for such taxable year. 

(4) Controlled proup no longer <n exists 
enee. it tuch group is considered as no 
longer in existence with respect to any 
December 31. 

Such termination shall be effecUve with re- 
^>ect to the December 31 referred to in para¬ 
graph (1)(A). (2). (8). or (4), as the case 
may be. 

(d) Election after termination. It an elec¬ 
tion by a controlled group of corporaUons Is 
tarmlDated under subsection (c). such group 
(and any succeasor group) shall not be eli¬ 
gible to make an election under subsection 
(a) with respect to any December 81 before 
the sixth December 31 after the December 31 
with respect to which such te rmina tion was 
effecUve. 

(e) Manner and time of giving consent 
and making election, etc. An elecUon under 
suboecUon (a)( 1 ) or a termination under 
subsecUon (c)(1) (and the consent of each 
member of a controlled group of corporaUons 
which is required with respect to such elec¬ 
Uon or Urmlnatlon) sbaU be made In such 
manner as the Secretary or his delegate shall 
by regulaUons prescribe, and shall be made 
at any time before the expiration of 3 years 
after— 

(1) In the case of such an election, the 
date when the Income tax return for the tax¬ 
able year of the component member of the 
controlled group which has the taxable year 
eixllng ffrst on or after the speclfled Decem¬ 
ber 81 U required to be filed (without regard 
to any extenalons of time), and 

(2) In the case of such a termlnaUon. the 
specified December 31 with respect to which 
such termlnaUoQ was made. 

Any consent to such an elecUon or tcimlna- 
tton, and a failure by a component member 
to file a statement that It does not consent 
to an election under this section, shall be 
deemed to be a consent to the appllcaUon of 
subsecUon (g)(1) (relaUng to tolling of 
■totuu of llmiUUoos on asssssment of 
deficiencies). 

(f) Special rules. For purposea of this 
section— 

^(1) Continuing and successor controlled 
groups. The determination of whether a 
controlled group of corporations— 

(A) Is considered as no longer In existence 
with respect to any December 31. or 

(B) U a successor to another controlled 
ffroup of corporations (and the effect of 
such determination with respect to any elec¬ 
tion or termlnaUon), ahall be made under 
regulaUons prescribed by the Secretary or 
hU delegate. For purposes of tubparsgraph 
(B), such regulaUons shall be based on the 
contlnuaUon (or termination) of predomi¬ 
nant equitable ownorahip. 

(2) Certain short taxable years. It one 
or more corporaUons have short taxable years 


which do not Include a December 3i o&d 
ore component members of a contrciJed 
group of corporations with respect to locb 
taxable years (determined by applvinc uc- 
tion 1563(b) as if the lost day of each ixich 
taxable year were substituted for December 
81), then an election by such group under 
this secUon shall apply with respect to itjch 
oorporaUons with rerpect to such taxable 
years If— 

(A) Such election Is In effect with respect 
to both the December 81 Immediately pre¬ 
ceding such taxable years snd the December 
31 immediately succeeding such taxable 
years, or 

(B) Such elecUon Is In effect with respect 
to the December 81 Immediately preoedinc 
or succeeding auch taxable years and each 
such corporation files a consent to the sp- 
plicaUon of such elecUon to Its short tsxabla 
year at such time oxkI in such manner as 
the Secretary or his delegate shall prsscrllw 
by regulations. 

(g) Tolling of statute of limitations. In 
any case in which a controlled group of 
corporaUons makes an elecUon or teitnlns- 
Uon under this secUon. the statutory period— 

(1) For assessment of any deflcleficy 
egolnat a corporation which Is a component 
member of such group for any taxable year, 
to Uis extent such deficiency Is attiibutobls 
to the appllcaUon of this part, shall not 
expire before the explraUon of one year after 
the date such elecUon or termination la 
made; and 

(2) For allowing or making credit or re¬ 
fund of any overpayment of tax by a cor¬ 
poraUon which U a component member of 
such group for any taxable year, to the 
extent such credit or refund is attributable to 
the application of this paru shall not expire 
before the explraUon of one year after Ihs 
date such election or termination Is made. 

|8ec. 1562 os added by sec. 235(a). Rev. Act 
1264 (TSStat. 116)1 

§ 1.1.^2-1 IVivilcge of controller! Itroup 
to elect multiple surtax exemptions. 

(a) Election —(1) tn general. <1> 
Under section 1562(a)(1) a controlled 
group of corporations has the privilege 
of electing to have each of lU component 
members make its returns without regard 
to section 1561 (relating to single surtax 
exemption In the case of a controlled 
group of corporations). The election 
shall be made with respect to a particular 
December 31 and shall be valid only if 
each corporation which Is required to 
consent to the election under the provi¬ 
sions of paragraph (a)(1) of ( 
gives its consent in the manner and 
wiflFiin the time prescribed In such sec¬ 
tion. An election shall not be considered 
as made with respect to a particular De¬ 
cember 31 until each corporation which 
Is required to consent to the election 
under paragraph (c)(1) of f 1.1662--3 
files the original of a statement described 
In such paragraph (or, the original of a 
statement IncorporaUng Its consent U 
filed on its behalf). Accordingly, for 
purposes of returns filed before an elec¬ 
tion Is made, the surtax exemption w 
component members of a controlled 
group of corporaUons shall be deter¬ 
mined In accordance with sccUon 1561 
and the regulaUons thereunder. (If a 
valid elecUon la made after the return w 
filed and within the time prescribed in 
I 1.1562-^, such return should be amend¬ 
ed (or a claim for refund should be 
made) to reflect the change In the 
amount of the surtax exemption (and the 
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knposiUon of the additional tax) result- 
Inf from tlio cloctlon.) 

(jl) An election once made with re¬ 
ined to a particular December 31 may 
od thereafter be withdrawn unless such 
election is terminated with respect to 
jucb December 31 In accordance with 
the provisions of section 1562(c) and 
11.1562^2« 

(lil) An election under section lS62<a) 

(D may be made by a controlled group 
of corporations with respect to any De¬ 
cember 31 (after December 31, 1962). 

imless— w * a. 

ia) A component member of such 
group on such December 31 joins, or is 
required to Join, in the filing of a con- 
lolldaled return for Its taxable year 
which includes such date, or 
(b) Such controlled group Is not 
dlglble to make an election with respect 
to such December 31 by reason of section 
1562(d). 

See also section 243(b)(3)(A), relating 
to effect of election of 100-pcrcent divi¬ 
dends received deduction, which may 
prevent a controlled group from making 
to election under section 1562(a)(1) 
with resp^ to a particular December 31. 

(2) years /or which effective. (!) A 
valid election under section 1562(a) (1) 
by a controlled group of corporations 
with respect to a particular December 31 
Is effective with respect to— 

(a) The taxable year of each com¬ 
ponent member of such group on such 
December 31 which includes such De¬ 
cember 31. and 

(b) Any succeeding taxable year of 
any corporation which is a component 
member of such group (or a successor 
group) on a succeeding December 31 in¬ 
cluded within any such succeeding tax- 
aWe year. 

Under section 1562(c) and 4 1.1562-2. an 
election under section 1562(a) (1) may 
be terminated with respect to a Decem¬ 
ber 31 referred to in cither (a) or (b) 
of this subdivision. For years affected 
by termination, see paragraph (c) of 
11.1562-2, 

(11) For the application of an election 
under secUcm 1562(a) (1) to certain short 
taxable years not including a December 
M.scesecUon 1562(f)(2) and § 1.1562-6. 

(ill) The provisions of this sub¬ 
paragraph may be illustrated by the 
following example: 

SiampU. Oorparatlon P U In the com¬ 
mon perent of a a parent-tubeldlary con¬ 
trolled fcroup of corporationa of which 
oorporaUoni P. S-X, and S-a are component 
oambefi on December 31. 1964. On De¬ 
cember 31. 19S5. the controlled group of oor- 
P^tiona conilata of the tame component 
ttembera aa on December SI, 1964. except that 
corporation 8-3 la aXao a component member 
on I>K^ember 81, 1965. On December 31. 
1960. the controlled group of corporationa 
coatUu of the aame component membera 
On December 31, 1965, except that 8-1 la 
^ longer a component member on Decem¬ 
ber 31. 1906. In January 196S. the con- 
•^Ued group mahee a valid election under 
•®<^n 1662(a) (1) with re«pecl to December 
91. 1964. Under aubdlvlaion (l)(e) of thU 
subparagraph, the election (unleaa terml- 
^ted) la effective with respect to the taxable 
of p, 8-1. and S-2 which Include 
t^ember 31, 19M. Under aubdlvlaion (1) 
(9) of this aubparagraph. the election (im- 
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leaa terminated) la also effective with re- 
apeot to the taxable years of P. 8-1. 8-3. and 
8 ^ which Include December 31. 1965. and 
with respect to the taxable years of P. 8-2. 
and 8-3 which Include December 31. 1966. 

(b) Effect of e2cction-‘(U General 
If an election under section 1562<a) (1) Is 
effective with respect to a taxable year of 
a corporation, then— 

(1) Section 1661 shall not apply to 
such corporation for such taxable year, 
but 

cU) The additional tax imposed by 
section 1562(b) shall apply to such cor¬ 
poration for such taxable year (except 
as otherwise provided in subparagraph 
(3) of this paragraph). 

(2) Additional tax. The additional 
tax Imposed by section 1562<b) is an 
amount e<iual to 6 percent of so much of 
a corporation’s taxable Income for the 
taxable year as does not exceed $25.060. 
However, if a corporation computes its 
tax under section 1201 (relating to alter¬ 
native tax) and Is subject to the addi¬ 
tional tax imposed by section 1562(b) for 
such taxable year, the additional tax ap¬ 
plies only to an amount equal to the tax¬ 
able Income reduced by the excess of the 
net long-term capital gain over the net 
short-term capital loss for such taxable 
year (to the extent such amount docs not 
exceed $25,000). 

(3) Exceptions. The additional tax 
imposed by section 1562(b) shall not 
apply to a corporation for any taxable 
year If— 

(I) Such corporation is the only com¬ 
ponent memlxjr of a controlled group on 
the December 31 Included within such 
taxable year which has taxable Income 
for the taxable years Including such date, 
or 

(II) Such corporation's surtax exemp¬ 
tion is disallowed for such year under 
any provision of the Code. For purpooes 
of this subdivision, if the component 
members of a controlled group of cor¬ 
porations on a December 31 arc limited 
In the aggregate to a single $25,000 sur¬ 
tax exemption for their taxable years 
which include such date, then the surtax 
exemption of each such component mem¬ 
ber shall be considered to be disallowed 
for such taxable year regardless of how 
the $25,000 is allocated among such 
members. For example, if pursuant to 
the authority provided in section 269(b). 
the Coaunissloner allocates a single $25.- 
000 surtax exemption cqiially between 
two corporations which are the only 
component members of an electing con¬ 
trolled group of corporations, the surtax 
exemption of each such corporation 
shall be considered to be disallowed. 

The application of this subparagraph in 
respect of a taxable year of a component 
member of a controlled group of corpora¬ 
tions does not constitute the termination 
of an election made under section 1562 
(a)(1). Accordingly, such election con¬ 
tinues In effect for the subsequent taxable 
years of such corporation and the other 
corporations which are component mem¬ 
bers of the controlled group, unless the 
election is terminated under section 1562 

(c) . 

(4) Taxable income defined. For 
purposes of this paragraph, the term 
**taxab]e income’" means— 
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(I) In the case of a corporation subject 
to tax under section 511(a) (relating to 
tax on unrelated business Income of 
charitable, etc., organizations at cor¬ 
poration rates), its ’’unrelated business 
taxable Income” (as defined In section 
512). 

(II) In the case of a life insurance 
company, its ’’life Insurance company 
taxable Income” (as defined In section 
802(b)). 

(ill) In the case of a regulated invest¬ 
ment company. Its "investment company 
taxable Income” (as defined in section 
852(b)(2)). and 

(Iv) In the case of a real estate In¬ 
vestment trust, its "real estate invest¬ 
ment trust taxable Income” (as defined 
in section 857<b) (2)). 

(5) Tax treated as imposed bp section 
11, etc. For purposes of applying other 
sections of the Code, if for a taxable year 
a corporation Is subject to both the tax 
Imposed by section 11 and to the addi¬ 
tional tax imposed by section 1562(b). 
then the additional tax Is treated as if 
It were imposed by section 11. If a cor¬ 
poration Is subject to a tax imposed by 
any section of chapter 1 of the Code 
other than section 11 but such tax is 
computed by reference to section 11. the 
additional tax is treated for purposes of 
the Code as imposed by such other sec¬ 
tion. (For example, the tax Imposed by 
section 831 (a) is "computed as provided 
in section 11": therefore if a corporation 
is subject to both the tax imposed by sec¬ 
tion 831(a) and the additional tax im¬ 
posed by section 1562(b) for any tax¬ 
able year, the additional tax Is treated 
as imposed by section 831(a) for such 
taxable year.) Accordingly, the credits 
against the tax imposed by chapter 1 of 
the Code allowable, for example, under 
sections 38 (relating to credit against 
tax for Investment In certain depreciable 
property) and 33 (relating to credit for 
taxes of foreign countries and posses¬ 
sions of the United States) may be ap¬ 
plied again.st the additional tax. 

(6) Special rules. For purposes of 
sections 244 (relating to dividends re¬ 
ceived on certain preferred stock). 247 
(relating to dividends paid on certain 
preferred stock of public utilities). 804 
(a) (3) (relating to deduction for par¬ 
tially tax-exempt interest in the case of 
a life Insurance company), and 922 (re¬ 
lating to special deduction for Western 
Hemisphere trade corporations). the 
normal tax rate referred to In such sec¬ 
tions Shan be determined without re¬ 
gard to the additional tax imposed by 
section 1562(b). For example. In the 
case of a corporation subject to the ad¬ 
ditional tax Imposed by section 1562(b) 
for Its taxable year ending December 31. 
1965. the percentage computed under 
section 244(a)(2)(B) for such taxable 
year would be 48 percent. 

§ 1.1S62~2 Termination of riertion. 

(a) In general. An election under 
section 1562(a)(1) is terminated by any 
one of the occurrences described In para¬ 
graph (b) of this section. For years af¬ 
fected by termination, see paragraph (c) 
of this section. 

(b) Methods of termination —(1) 

Consent of the members. An election 
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may be terminated with respect to a par* 
ticular December 31 by oonamt of the 
component members of a controlled 
group of corporations. A termination 
by consent shall be made with respect to 
a particular December 31 and shall be 
valid only if each corporation which is 
required to consent to the termination 
under paragraph (a) cl) of $1.1562-3 
gives its consent in the manner and 
within the time prescribed in such sec¬ 
tion. A termination by consent shall 
not be considered as made with respect 
to a particular December 31 until each 
corporation which is required to consent 
to the termination under paragraph (c) 

(1) of $ 1.1562-3 files the original of a 
statement described in such paragraph 
(or. the original of a statement incorpo¬ 
rating its consent is filed on its behalf). 

(2) He/usai by new member to con- 
senf. (i) If on a December 31 a con¬ 
trolled group of corporations which has 
made an election under section 1562<a) 

(1) includes a new member which files a 
statement that it does not consent to the 
election with respect to such December 
31. then such election shall terminate 
with respect to such date. Such state¬ 
ment shall be signed by any person who 
is duly authorised to act on behalf of 
the new member, and shall be filed with 
a timely filed Income tax return of such 
new member for its taxable year which 
includes such December 31. The state¬ 
ment shall set forth the name, address, 
taxpayer accotmt number, and taxable 
year of each corporation which was a 
component member of the controlled 
group on such December 31. In the event 
of a termination under this subpeu^a- 
graph, each component member of the 
controlled group on s\ich December 31 
(other than such new member) should, 
within 30 dSLys after such new member 
files the statement of refusal to consent, 
file notification of the termination with 
the district director with whom it filed 
(or will file) an income tax return for 
its taxable year which includes such 
December 31. 

(11) For purposes of subdivision (1) 
of this subparagraph, a corporation shall 
be considered to a new member of a 
controlled group of corporations on a 
December 31 if such corporation— 

(a) Is a component member of such 
group on such December 31. and 

(b) Was not a member of such group 
on the January 1 immediately preceding 
such December 31. 

(3) Consolidated returns, (I) If any 
corporation which is a component mem¬ 
ber of a controlled group of corporations 
on a December 31 Joins, or Is required to 
Join, In the filing of a consolidated return 
for its taxable year which includes such 
date, then an election under section 1562 
(a)(1) which is effective wiUi respect 
to preceding taxable years of component 
members of the group shall terminate 
with respect to such December 31. In the 
event of a termination under this sub- 
paragraph. each component member of 
the controlled group on such December 
31 which does not Join in the filing of 
a consolidated return for the taxable 
year which Includes such date, should, 
within 30 days after such consolidated 
return is fiM. file notification of the 


termination with the district director 
with whom it filed (or will file) an in¬ 
come tax return for its taxable year 
which includes such December 31. 

(U) The provisions of this subpara¬ 
graph may be illustrated by the following 
example: 

ExampU. On each day of iaS4 and l»«5. 
Brown, an Individual, owns all the stock of 
corporations M and P. Corporation P. In 
turn, owns all the stock of corporation 8. 
Each corporation flies a separate return for 
lU taxable year ending on December 31. 1054. 
On April 30, iaS6. the controlled group of 
corporations conitsting of M. P, and S make 
an elecUon under section 1563(a)(1) with 
respect to December 31. 1004. On March 15, 
1906. P and 8 Join In the filing of a con¬ 
solidated return for their Uxable years end¬ 
ing December 31. 1965. and M files a separaU 
return for lu taxable year ending on such 
date. Under thU subparagraph, the elecUon 
by the controlled group with respect to De¬ 
cember 31. 1964, Is terminated with respect 
to December 31, 1965. On or before April 14 
1966. M should file noUfleaUon of the termi¬ 
nation with the district director with whom 
It filed Its Income tax return for 1965. 

(4) Controlled aroup no longer in ex¬ 
istence. If a controlled group of cor¬ 
porations Is considered as going out of 
existence with respect to a particular 
December 31 under paragraph (b) of 
5 1.1562-5. and If there Is no successor 
group In respect of such controlled group 
under the rules provided In paragraph 

(c) of such section, then an election un¬ 
der secUon 1562(a)(1) with respect to 
such controlled group shall terminate 
with respect to such December 3L 

(c) Effect of termination, A termi¬ 
nation under subparagraph (1), (2), (3), 
or (4) of paragraph (b) of this section U 
effective with respect to the December 31 
referred to In such subparagraph. An 
election, once terminated, is no longer 
effective. Thus, a termination Is effec¬ 
tive with respect to the taxable year of 
each component member of a controlled 
group of corporations which includes 
such December 31 and with respect to all 
succeeding taxable years of each corpo¬ 
ration which Is a component member of 
such group (or a successor group). 
Moreover, after a termination, the con¬ 
trolled group (and any successor group) 
may not make a new election except 
as provided In section 1562(d) and 
$ 1.1562-4. 

§ 1,1562-3 CcHiMmU to cle<^tion and 
termination, 

(a) Consents reguired —(1) General 
An election under paragraph (a)(1) of 
$ 1.1563-1. or a termination by consent 
under paragraph (b)(1) of 1 1.1562-2. 
may be made by a controlled group of 
corporations with respect to a particular 
December 31 only if each corporation, 
which was a component member of such 
group (or a successor group) on any De¬ 
cember 31 falling within the period be¬ 
ginning on the particular December 31 
and ending on the most recently past 
December 31. consents to the election or 
termination within the time prescribed 
in paragraph (b) of this section and In 
the manner prescribed In paragraph (c) 
of this secUon. Such election or termi¬ 
nation may be made with respect to a 
particular December 31 whether or not 
the electing or terminating group ceases 


to remain In existence under the priiicl. 
pics of paragraph (a) of $ 1.1562-5 be¬ 
fore such election or termination is 
made. In the case of an election with 
respect to December 31, 1963. if each 
corporation which is required to consent 
to the elecUon under the rules provided 
In Treasury Decision 6733. approved May 
11, 1964 (29 P R. 6320. C.B, 1964-1 (Part 
1), 635) gives its consent In the manner 
provided In such Treasury Decision be¬ 
fore December 31,1964, then a valid elec- 
tlon under secUon 1562(a)(1) shall be 
considered to have been made with re¬ 
spect to December 31.1963. 

(2) Examples, The provisions ot 
subparagraph (1) of tWs paragraph may 
be illuslrated by the following examples: 

Example (1). P CorpontloQ li the com- 
moo pareot of a pareot-eubaidiAry oootrolled 
gn)up of which corporailone P. S-1. and S-2 
are component membert on December 31. 
1965. On December 31. 1966. the controlled 
group ooneleta of the eamo component mem- 
ben ae on December 31. 1965. except that 8-1 
la no longer a component member oo Decem¬ 
ber 81. 1966. On December 31, 1967. the 
oootrolled group of oorpormtlons oooalita of 
the same component memben ae on Decem¬ 
ber 31, 1966. except that corporation 8-3 la 
alao a component member on December 31, 
1967. In January 1968. the controlled group 
dealrea to make an election under eection 
1583(a)(1) with reepect to December 31. 
1985. Such elecUon may be made only If P. 
8-1 (even though 8-1 waa not a cctaj^aent 
member of the group on December 81. 1966. 
or December 31, 1967). 8-3. and 8-3 (even 
though 8-8 waa not a component member of 
the group on December 81. 1965. or Decem¬ 
ber 81. 1966) conaent to the elecUon. 

Example (2). Areume the aame facta mm In 
example (1) and further aaaume that In 
January 1968, the controlled group makes a 
valid election with reepect to December 31, 
1965. If, in July 1968. the controlled group 
deetrea to terminate the election with reepect 
to December 31. 1986. P. 8-2. and 8-3 must 
oonaent to the terminaUon. 


<b) Time for consents —(1) Consents 
to Ejection, The consent of each compo¬ 
nent member of a controlled group of 
corporaUons which is required with re¬ 
spect to an clecUon for a particular 
December 31. shall be made at any ttme 
after such December 31 and before the 
expiration of 3 years after the date on 
which the Income tax return, for the 
taxable year of the component member 
of tbe group on such December 31 which 
has the taxable year ending first on ^ 
after such date. Is required to be filed 
(determined without regard to any ex¬ 
tensions of time for the filing of such 
return). See section 1562(c)(1). 

(2) Consents to termination. The 
consent of each component member of a 
controlled group of corporaUons wmch 
is required with respect to a termination 
for a particular December 31. shwl he 
made at any time after such December 3i 
and before the expiration of 3 years after 
such date. Sec s^ion 1562(c) <2). 

(3) Examples. The provisions of wls 
paragraph may be lllustmted by the fol¬ 
lowing examples: 


impU (i). The componcnl 
trolled group of corporation* on Decra* 
1 , 1965. conalat of 2 calendar-ye^ ear- 
ions, X and T. The group 
an elecUon under aectlon 1682(S)(i) 

_ . M, TlnA&T 












Thursday, February 25, 1965 

QulnKl conaenta to the election mutt be mode 
gfter December 31. 1(^66. end on or before 
llijfh 15. 1969. The result la the same 
ebriher or not X or Y (or both) ceases to 
Oe s component member of the group after 
December 31.1965. and whether or not X or T 
(or both) is granted an extension of time for 
the filing of Its Income tax return for 1965. 

BrampU (3). Asfume the same facts as 
in example (1) except that X dies Ita Income 
Ux return on the basis of a fiscal year end- 
log January 31. and Y Ales its Income Ux re- 
turn on the bs^ls of a fiscal year ending on 
June 30. Under subparagraph (1) of this 
parft(rraph« the last day on which the re¬ 
quired consenU may be made with respect to 
an election for December 31, 1965. is April 
15.1909. 

Kz mple (3), Asnime the same facts as in 
txample (1) or (2) except that an election 
under s« 3 tton 15e2(a)(l) Is effective for X’s 
and Y*s Uxable years Including December 31. 
1965 Arsume further that the group de¬ 
sires to terminate the election with respect 
to December 81, 1965. Under subparagraph 
(2) of this paragraph, the required conrenU 
to the termination must be made after De- 
eeoiber 31. 1965. and on or before December 
81.1066. 

(c> Manner of consenting—(I'i Oen- 
era! rule. The consent of a corporation 
to an election or tcrmlnat’on with re¬ 
spect to a particular December 31 (other 
than a corporation which Is a wholly- 
owned subsidiary In respect of such elec¬ 
tion or termination) shall be made by 
means of a statement, signed by any 
person who is duly authorised to act on 
behalf of the consenting corporation, 
stating that such corporation consents 
to an election or termination (as the case 
may be) with respect to such December 
Jl. Each such statement shall set forth 
the name, address, taxpayer account 
number, and taxable year of each corpo¬ 
ration which was a component member 
of the electing (or terminating) group 
on such December 31 (including wholly- 
owned subaidlarics). If the particular 
December 31 Is a December 31 other than 
the December 31 Immediately preceding 
the date on which such statement is filed, 
the statement shall also set forth the in¬ 
formation required in the preceding sen¬ 
tence with respect to each other corpo¬ 
ration which was a component member 
of the group (or a successor group) on 
any December 31 occurring after the 
particular December 31 on which the 
consenting corporation was a component 
member of such group. The consent of 
more than one component member may 
be Incorporated in a single statement. 
The original of the statement (or state¬ 
ments) shall be filed with the district di¬ 
rector with whom the component mem¬ 
ber of the group on the particular De¬ 
cember 31 whlc^ has the taxable year 
ending first on or after such date filed 
its return for such taxable year. (If two 
or more comxx>nent members have the 
came such taxable year, the statement 
^or statements) may be filed with the 
district director with whom the return 
for any such taxable year is filed.) Each 
other corporation which was a compo- 
hent member of the electing (or termi¬ 
nating) controlled group (or a successor 
croup) on a December 31 falling within 
the period beginning on the particular 
t)ecember 31 and ending on the most 
recently past December 31 (other than a 
wholly-owned subsidiary In respect of 
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such election or termination) should at¬ 
tach a copy of Its consent (or a copy of 
Uic statement Incoiporating its consent) 
to each income tax return, amended re¬ 
turn. or claim for refund filed for a tax¬ 
able year w’hlch Includes any such De¬ 
cember 31. 

(2) Wholly-owned subsidiaries. Each 
corporation which Is a wholly-owned 
subsidiary of a controlled group of cor¬ 
porations In respect of an election or 
termination with respect to a particular 
December 31 shall be deemed to consent 
to such election or termination (as the 
case may be). For purposes of this sec¬ 
tion. a corporation shall be considered to 
be a wholly-owned subsidiary of a con¬ 
trolled group In respect of an election 
or termination with respect to a particu¬ 
lar December 31 If. on each day falling 
within the period beginning on the first 
day of such corporation's taxable year 
wlilch includes such December 31 and 
ending on the day on which such election 
or termination is made (or. if such cor¬ 
poration was not in existence on each 
day of such period, on each day falling 
within such period during which the cor¬ 
poration was in existence), all the stock 
of such corporation is owned directly by 
one or more corporations which arc com¬ 
ponent members of such group (or a 
successor group) on any December 31 
falling within such period. EUu^h wholly- 
owned subsidiary should attach a state¬ 
ment to an income tax return, amended 
return, or claim for refund for each tax¬ 
able year which contains a December 31 
falling within the period described In the 
preceding sentence, stating that an elec¬ 
tion or termination (as the case may 
be) is effective for such taxable year and 
containing the information which would 
be required to be set forth in a statement 
of consent to the election or termination 
filed pursuant to subparagraph (1) of 
th^s paragraph. 

(d) Effect of consent. Under section 
1562(e> • any consent to an election under 
section 1562(a) (1) or a termination 
under section 1562(c) (1) Is deemed to 
be a consent to the application of section 
1562(g) (1) (relating to tolling of statute 
of limitations on assessment of deficien¬ 
cies) . See 1 1.1562-7. 

§ 1.1562—i Elcctlofi after lermination, 

(a) In general. Under section 1562 
(d) • if a controlled group of corporations 
has made a valid election under section 
1562(a)(1). and such election Is termi¬ 
nated by any one of the occurrences de¬ 
scribed in paragraph (b) of § 1.1562-2, 
then such group (or any controlled group 
which Is a successor to such group within 
the meaning of paragraph (c) of 11.- 
1562-5) is not eligible to make an elec¬ 
tion under section iS62<a)(l) with re¬ 
spect to any December 31 before the sixth 
December 31 after the particular Decem¬ 
ber 31 with respect to which such termi¬ 
nation was effective. For the particular 
December 31 with respect to which a 
termination is effective, see paragraph 
(c) of i 1.1562-2. 

(b) Example. The provisions of this 
section may be Illustrated by the follow¬ 
ing example: 

Xxample. In 1965. a controUad group of 
oorporatlODs makes a valid eleetlOQ under 
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■action t562<a)(l) with reapect to Decem¬ 
ber 31. 1964. In 1967. the eleeUon U termi¬ 
nated with respect to December 81, 1964. by 
ooment pureuent to paragraph (b)(1) of 
I 1.1663-3. The group (or any fucceaaor 
group) U not eligible to make another elec¬ 
tion with retpect to any December 81 be¬ 
fore December 31. 1970 (te., the aixth De¬ 
cember 31 after December 81. 1964, the par¬ 
ticular December 31 with respect to which 
■uch termination wme effective). If in thU 
example the election had been terminated 
with respect to December 81. 1965. instead 
of December 31, 1964. the group (or any 
sucoemtor group) wculd not be eligible to 
make another election with respect to any 
December 31 before December 31,1071. 

§ 1,1562-5 Continuing and eucrestor 
controlled groups. 

(a) Controlled group continuing in 
existence. For purposes of 11.1561-3, 
and 1.1562-1 through 1.1562-4— 

(1) Parent-subsidiary group. A par¬ 
ent-subsidiary controlled group of corpo¬ 
rations shall be considered as rcmaln- 
Int; in existence as long as (1) such group 
is not considered, under paragraph (c) 

(3) of lh!8 section, to be a successor con¬ 
trolled group in respect of another con¬ 
trolled group, and <li) its common parent 
corporation remains as a common par¬ 
ent and satisfies the requirements of 
paragraph (a)(2)<i)(b) of $ 1.1563-1 
with respect to the ownership of stock 
of at least one corporation. 

(2) Brother-sister group. A brother- 
sister controlled group of corporations 
shall be considered as remaining in ex¬ 
istence as long as the common owner of 
such group (i) remains as a common 
owner, and (ID satisfies the requirements 
of paragraph (a) (3X1) of I 1.1563-1 
with respect to the ownership of stock 
of at least two corporations. 

(3) Combined group. A combined 
group of corporations shall be consid¬ 
ered as remaining In existence as long as 
(I) the brothcr-slstcr controlled group 
of corporations referred to in paragraph 
(a) (4) (i) of I 1.1563-1 In resp^ of such 
combined group remains In existence 
(within the meaning of subparagraph (2) 
of this paragraph). and (ii) at least one 
such corporation is a common parent of 
a parent-subsidiary controlled group of 
corporations referred to In such para¬ 
graph (a)(4)(l). 

(4) Insurance group. If. by reason of 
paragraph (a)(5)(i) of $ 1.1563-1, two 
or more insurance companies subject to 
taxation under section 802 are treated as 
an insurance group separate from any 
corporations which are members of a 
controlled group described in paragraph 
(a) (2). (3). or (4) of $ 1.1563-1, such 
Insurance group shall be considered as 
remaining in existence as long as (1) the 
controlled group described In paragraph 
(a) (2), (3), or (4) of such section, 
as the case may be. remains in existence 
(within the meaning of subparagraph 
(1), (2), or (3) of this paragraph), and 
(U) there are at least two Insurance com¬ 
panies which satisfy the requirements of 
paragraph (a)(5)(i) of such section. 

(b) Controlled group no longer in ex¬ 
istence —(1) General. Except as pro¬ 
vided in subparagraph (3) of this para¬ 
graph. a controlled group of corporations 
is considered as going out of existence 
with respect to a December 31 if such 
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ffroup ceases to remain In existence 
under the principles of paragraph (a> 
of this section during the calendar year 
ending on such date. 

(2) Examples. The provisions of sub* 
paragraph (1) of this paragraph may be 
illustrated by the following examples. In 
which each corporation referred to uses 
the calendar year as its taxable year: 

Example (/). Corpomtloo P wbb organised 
on January 1. 1964. and acquired all the 
slock of corporation 8*1 on Fehruary 1. 
1964, and all the stock of corporation 8*2 
on March 1. 1966. On AprU 1.1065. P sold all 
its S’'! stock to the public. Beginning on 
February 1, 1964. P Is the common parent 
corporation of a parent-subsidiary controlled 
group of corporations. Under paragraph (a) 
(1) of this section, the controlled group re¬ 
mains in existence throughout the remainder 
of 1964 and throughout 1968 even though 
after April 1. 1966. P satisfies the stock own¬ 
ership requlremenu of paragraph (a)(2)(0 
(b) of I 1.1663-1 only with reaped to the 
stock of 8-2. a corporation which was not a 
member of the group at the time the group 
waa formed, and even though 8*1 ceased to 
be a member of the group after the group 
was formed. Accordingly. If the controlled 
group makes a valid election under eecUon 
166a(a)(l) with respect to December 31. 
1964. such election will remain in effect with 
respect to December 31. 1965. unless termi¬ 
nated under section 1662(e) (1). (2). or (3). 
Moreover, If such election were made and 
•ubeequenUy terminated with respect to 
December 31. 1964. the group would not be 
eligible (by reason of section 1662(d)) to 
make an election under section 1662(a)(1) 
with respect to December 31.1966. 

Example (2), Assume the same facte aa 
in example (1) except that corporation 8*2 
le a franchlaed corporation as defined In sec¬ 
tion 166S(f)(4) for Its 1965 taxable year. 
On December 31. 1966, 8-2 Is treated as an 
excluded member of the parent-subsidiary 
controlled group of which P U the com¬ 
mon parent. See aectton 1563(b)(2)(B). 
Kevertheless. such oontrolled group Is con¬ 
sidered aa remaining In existence through¬ 
out 1965. 

Example (3). Assume the same facts as 
in example (1) except that P aoki Ste 8-1 
stock on February 26. 1966, instead of April 
1. 1965. Under the principles of paragraph 
(a)(1) of this section, the paront-subeldlary 
controlled group ceasee to remain In exist¬ 
ence on February 26. 1966. Accordingly, 
under subparagraph (1) of thU paragraph, 
such group Is considered as going out of 
existence with respect to December 31, 1966. 
Thus, if the group makes a valid election 
under aecUon 15e2<a)(l) with respect to 
December 31. 1964, such election terminates 
with respect to December 31, 1966. More¬ 
over. the new controlled group of corpora¬ 
tions consisting of P and 8-2 Is not precluded 
(by reason of section 156a<d)) from making 
an elecUon under section 1662(a) (1) with 
respect to December 31.1966. 

Example (4). Smith, an Individual. <ywns 
60 percent of the only class of stock of cor¬ 
porations W and X on each day of 1966 and 
1967. W. In turn, onens 80 percent of the 
only class of stock of corporation Y on each 
day of 1966. On AprU 16. 1967, X purchases 
60 percent of the only class of stock of cor¬ 
poration Z and on April 30. 1967, W sells aU 
Its stock In Y, Under paragraph (a)(3) of 
this sectloD, the combined group of which 
Smith Is the common owner remains in ex¬ 
istence throughout 1966 and 1967 since (1) 
the brother-sister controlled group of cor¬ 
porations referred to in paragraph (a) (4) (1) 
of f 1.1663-1 In respect of such combined 
group remains In eiUtence. and (11) at least 
one corporation la a common parent of a 
parent-subaldlary controlled group referred 
to In such paragraph. 


Example (5). Assume the tame facte at 
in example (4) except that Y and Z are life 
Insurance oompanlea subject to taxation 
under aeoUon 802 of the Code. Further 
assume that throughout 1966 and 1967 Y 
owns all the stock of corporation 8. and Z 
owns all the stock of corporation T. 8 and 
T are life insurance oompanlea subject to 
Uxstlon under secUon 802. Before AprU 
16. 1967, under paragraph (a)(6)(l) of 
I 1.1663*1, Y and 8 are treated aa an Insur¬ 
ance group of corporations. After April 80. 
1967. Z and T are treated as an Insurance 
group. Nevertheless, under paragraph (a) 
(4) of this section the Insurance group con¬ 
sisting of Z and T is treated as the same In¬ 
surance group as the group consisting of Y 
and 8, since the combined group of which 
Smith Is the common owner remains in ex¬ 
istence within the meaning of paragraph (a) 
(3) of thla section throughout 1966 and 
1967, and there are at all times at least two 
insurance companies which satisfy the re¬ 
qulremenu of paragraph (a)(5)(l) of 
f 1.1563*1. Therefore, such Insurance group 
remains In existence throughout 1966 and 
1967. 

Example (6). Jones, an Individual, owns 
all the stock of corporations M and N on 
each day of 1966. On February 1. 1967. he 
ffiv®* sll the stock of M to his 18-year-old 
son who continues to hold the M stock 
throughout the remainder of 1967. Since 
Jones (or his son) owns, or is considered aa 
owning under paragraph (b)(6)(l) of | 1.- 
1663-3. aU the stock of M and N on each day 
of 1067, Jonea (or his son) Is considered to 
be the common owner of the brother-elster 
oontrolled group consisting of M and N on 
each such day. Therefore, under paragraph 
(a)(3) of this section, the controlled group 
remains in existence throughout 1967. 

(3) Special rule. If— 

Cl) Under subparagraph (1) of this 
paragraph, a controlled group of corpo¬ 
rations would (without regard to this 
subparagraph) be considered as going 
out of existence with respect to a De¬ 
cember 31 because two or more corpo¬ 
rations cease to be members of such 
group during the calendar year ending 
on such date. 

<li) Under paragraph (c) of this sec¬ 
tion, there is no successor group in re¬ 
spect of such group, and 

(111) At least two of such corporations 
are considered to be component members 
of such group on such December 31 by 
reason of the additional member rule of 
paragraph (b)(3) of } 1.15«3-1. 

then such group shall be considered as 
going out of existence with respect to the 
December 31 Immediately succeeding 
such December 31. For example, mmume 
that corporations P and 8 flic their re¬ 
turns on the basis of the calendar year. 
P owns all the stock of S from January l, 
1965, through December 1, 1965. On 
December 2. 1965, P scUs the stock of S 
to the public. Under subparagraph (1) 
of this paragraph the controlled group 
consisting of P and S would (without re¬ 
gard to this subparagraph) be considered 
as going out of existence with respect to 
December 31. 1965. because P and 8 
ceased to be members of the group on 
December 2. 1965. However, since there 
is no successor group In respect of the 
controlled group, and P and 8 are con¬ 
sidered to be component members of such 
group on December 31. 1965. by reason 
of the additional member rule of para¬ 
graph (b)(3) of 1 1 1563-1. under this 
subparagraph the group is considered os 


going out of existence with respect to 
I>ecember 31. 1960, and not Decexnber 
31. 1965. 

(c) Successor groiipt—(1) TronMc- 
tions involving a common owner, if, as 
a result of the transfer of stock of a 
corporation or corporations (whether by 
sale, exchange, distribution, contribution 
to capital, or otherwise), a controlled 
group of corporations goes out of exist¬ 
ence and a new controlled group eom« 
into existence, then the new controlled 
group shall be considered to be a suc¬ 
cessor in respect of the controlled group 
which went out of existence, provided 
one of the following applies: 

(1) A person who Is a common owner 
of the new controlled group was a com¬ 
mon owner of the controlled group which 
went out of existence; 

(11) A person who is a common owner 
of the new controlled group owned, di¬ 
rectly and with the application of the 
rules contained In paragraph (b) of 
9 1.1563-3, more than 50 percent of the 
fair market value of the stock of the 
corporation which was the common par¬ 
ent of the controlled group which went 
out of existence: or 

(ill) A person who was a common 
owner of the controlled group which 
went out of existence owns, directly and 
with the application of the rules con¬ 
tained In paragraph (b) of 9 1.1563-3, 
more than 50 percent of the fair market 
value of the stock of the common parent 
of the new controlled group. 

For purposes of this subparagraph, if, as 
a result of the transfer of stock, a parent- 
subsidiary oontrolled group or a brother- 
sister controlled group becomes a part 
of a combined group, then such parent- 
subsidiary or brother-sister group shall 
be considered as going out of existence 
as a result of such transfer. Also for 
purposes of this subparagraph, if, as a 
result of the transfer of stock, a com¬ 
bined group goes out of existence and a 
parent-subsidiary or brother-sister group 
which was part of such combined group 
remains, then such i>arent-8ubaidlary or 
brother-sister group shall be considered 
to be a new controlled group which came 
Into existence as a result of such transfer. 

(2) Examples. The provisions of sub- 
paragraph (1) of this paragraph may be 
Illustrate by the following examples: 

Example (i). Brown, an Individual, own# 
80 percent of the only class of itock of cor¬ 
porations X and Y, corporation Y owna 80 
percent of the only claaa of stock of corpora- 
Uon Z. Y sells all iU stock in Z to the 
public. The brother-sister oontrolled group 
consisting of X and Y (which was part of 
the combined group conalsUng of X. Y. and 
Z) Is considered to be a new controlled group 
which came Into existence as a result of the 
transfer of Z stock. Furthermore, since 
Brown Is the common owner of the new 
brother-sister controlled group consisting of 
X and Y. and he was the common owner of 
the combined group consisting of X. Y, and 
Z. such new brother-sister controlled group 
Is a successor In respect of the combined 
group. 

Example (2). Jones, an individual, owns 
80 percent of the only class of stock of cor¬ 
porations M. N, and O. He transfers all his 
stock In M and N to O. As a result of the 
transfer, the brother-sister controlled group 
consisting of M. N. and O goes out of 4*^*^ 
enco and a parent-subsidiary controlled 
group consisting of M. N, and O comes Into 
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tx)»tenc«. 81oee Jones, the common owner 
ot the hrother-slster controlled group which 
MS out of erltunce as a result of the 
tiaiufer. owns mors than 50 percent of the 
{air market value of the stock of O (the 
common parent of the new controlled group). 
the new parent-subaldlary controlled group 
n a Bucoessor in respect of the brolher-alster 
eontri>Ued group. 

trample <J). Assume the same facts as 
ID example (2) except that Jones transfers 
0 QI 7 hts stock in M to O. As a resiUt of 
the transfer, the brother-sister controlled 
^oup of which Jones was the common owner 
before the transfer becomes a part of a new 
combined group (consisting of M. N. and O). 
Accordingly, the brother-sister controlled 
group of which Jones was the common owner 
la considered as going out of existence ss a 
result of such transfer* Purtbermore. since 
Jones U the common owner of the new com- 
Moed group and was the common owner of 
the brother-sister controlled group which 
sent out of exUtence as a result of the 
transfer, the new combined group Is constd- 
tred to be s successor to the brother-sister 
eon trolled group. 

Example (4). Corporation P Is the com¬ 
mon parent of a parent-eubaldlary con¬ 
trolled group of corporations constating of 
member corporations P. &-1. 8-2, W-l, and 
W-a. Smith, an Individual, owns 60 percent 
Cf the only class of stock of P, and White, 
an Individual, owns the remaining 40 per¬ 
cent of the P etock* P distributee all the 
stock of 8-1 and 8-2 to Smith and all the 
stock of W-l and W-2 to White. As a re¬ 
sult of the transfer, two new brother-stater 
conuolled groups come into existence (Smith 
being the common owner of one and White 
being the common owner of the other >* 
Blnce Smith, the common owner of the new 
brother-staUr controlled group oonatatlng 
of 8-1 and 8-2. owned more than 60 percent 
of the (air market value of the stock of P 
(the common parent of the parent-sub¬ 
sidiary controlled group which went out of 
ezUtenoe ae a rsault of the transfer) such 
new brother-stater controlled group ta a sue- 
ooseoT In respect of the parent-subsidiary 
controlled group. On the other hand. White 
did not own more than 60 percent of the fair 
market value of the stock of P and. there¬ 
fore, the new brotber-ctater controlled group 
consisting of W-1 and W-2 of which White 
Is the common owner ta not considered to 
be a lucceeaor group In respect of the par¬ 
ent •subaldlary group. 

(3) Transactions tnvdving two com¬ 
mon parents. If. as a result of the trans- 
ter of stock of a corporation or corpora¬ 
tions (whether by sale, exchange, dis¬ 
tribution. contribution to capital, or 
othervtae)— 

<l) A parent-subsidiary controlled 
ffxoup of corporations goes out of exist¬ 
ence because its common parent corpo¬ 
ration ceases to be a common parent, and 

(ii) The stockholders (immediately 
before the transfer) of such common 
parent corporation, as a result of owning 
stock in such common parent, own (im¬ 
mediately after the transfer) more than 
W percent of the fair market value of 
the stock of a corporation which Is the 
common parent corporation of a con¬ 
trolled group of corporations Immedi¬ 
ately after the transfer. 

the resulting controlled group shall be 
considered to be a successor group In 
aspect of the controlled group which 
went out of existence as a result of the 
transfer. 

<4) Example, The provisions of sub- 
J^agraph (S) of this paragraph may be 
Illustrated by the following example: 
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Example. Oorporatloo T. the common 
paroDt of a porent-eubaidlaiy con trolled 
group, acqulrea the omu of corporatkm X, 
the common parent of another controlled 
group. In a statutory merger. The stock¬ 
holders of X exchange their X stock for 
60 percent of the fair market value of all 
of the outstanding shares of Y. Slnee, as 
a result of the exchange, (1) the parent- 
subsidiary controlled group of which X 
was the common parent goes out of exist¬ 
ence because X cc&jms to be a common 
parent, and (11) the stockholders of X. as 
a result of owning stock In X, own imme¬ 
diately after the exchange more than 50 
percent of the fair market value of the stock 
of T (the common parent of a controlled 
group of oorporatlona immediately after the 
exchange), the controlled group of which Y 
ta the common parent after the merger ta 
oonstdered to be a successor group In respect 
of the controlled group of which X eras the 
oommon parent, and the group of which Y 
was the coxnmon parent before the merger 
ta oonstdered. under paragraph (a)(1) of this 
soetlon. as no longer In existence. Thus, (or 
example. If before the merger the controlled 
group of which X was the oommon parent 
was not eligible, by reason of the application 
of section 1502(d). to moke an election under 
section 1562(a)(1) with respect to a Decem¬ 
ber 31 occurring before December 31, 1070, 
then the sucocasor controlled group would 
also be ineligible to moke an election with 
respect to a December 31 occurring before 
December 81. 1970. whether or not the con¬ 
trolled group of which Y sms the common 
parent before the merger had an election In 
affect pureuant to sectioa 1663(a)(1), 

§ 1.1562-A Flection for sliort taxable 
years. 

(a) Application of election to short 
taxable years —(1) General, If the re¬ 
turn of a corporation ia for a short period 
which does not include a December 31. 
and if such corporation U a component 
member of a controlled group of corpora¬ 
tions with respect to such short period, 
then an election under section 1562(a) 

(1) by such Rtoup shall apply with re¬ 
spect to such short period if— 

(1) Sucli election is in effect with re- 
siiect to both the December 31 immedi¬ 
ately preceding such short period (here¬ 
inafter in this section referred to as the 
“preceding December 31“) and the De¬ 
cember 31 immediately succeeding such 
short period (hereinafter in this section 
referred to as the “succeeding December 
31“).or 

(11) Such election Is in effect with re¬ 
spect to either the preceding December 
31 or the succeeding December 31. and 
each corporation which Is a component 
member of such group with respect to a 
short period falling between such dates 
consents to the application of such elec¬ 
tion to such short period. 

(2) Component members. For pur¬ 
poses of this section, the determination 
of whether a corporation is a component 
member of a controlled group of corpora¬ 
tions with respect to a short period shall 
be made by applying the deflnlUon of 
component member contained In section 
1563fb) and paragraph (b) of i 1.1563-1 
as If the last day of such short period 
were a December 31 occurring after De¬ 
cember 31. 1963. 

f3) Example. The provisions of this 
paragraph may be Illustrated by the fol¬ 
lowing example: 

Example, On December 31. 1964, corpora- 
tSoDs P. 8-1. and 8-3 ore component members 
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of a parent-subsidiary controlled group of 
oorporations. P. 8-1. and 8-2 each uses the 
calendar year as Its taxable year. On Feb¬ 
ruary 1.1065. 8-1 transfers property to newly 
formed corporation 8-3 (which begins biisl- 
neea on that date) and receives all the stock 
of 8-3 In return. 8-3 adopts a fiscal year 
ending on November 30 as Its taxable year 
and. therefore, filea a return for the short 
taxable year beginning on February 1. 1065. 
and ending on November 30. 1065. On De* 
oember 5. 1065, 8-2 ta liquidated, and there¬ 
fore files a return for the short taxable year 
beginning on January 1. 1065, and ending on 
December 6. 1065. 8-2 and 8-3 are com¬ 
ponent members of the controlled group of 
corporations srtth respect to their short tax¬ 
able years falling between December 31. 1064. 
and December 31. 1065. srlthln the meaning 
of subparagraph (2) of this paragraph. As- 
sume that the controlled group has an elec¬ 
tion under section 1563(a) (I) In effect with 
respect to either December 31. 1064. or De¬ 
cember 31. 1065. but not both such dates. 
Under subparvgrs''h (l)(lt) of this para¬ 
graph. 8-2 end 8 3 must both file conaents 
to the application of the eecUon 1662(a)(1) 
election with rrepect to their short periods 
In order for the election to be effecUve srlth 
respect to either such short period, 

(b) Status at time of fiVng return. If, 
on the dntc a corporation files Its Income 
tax return for a short period falling be¬ 
tween a preceding and succeeding De¬ 
cember 31 (with respect to which period 
It Is a component member of a controlled 
group of corporations) — 

(1) Election not effective. An elec¬ 
tion under section 1562(a)(1) Is not 
effective with respect to either such pre¬ 
ceding or succeeding December 31, then 
such member shall determine Its surtax 
exemption for purposes of such return In 
accordance with section 1561<b). 

(2) Election effective for preceding 
December 31. An election under section 
1562(a) <l) te effective with respect to 
such preceding December 31, and If on 
the date the return Is filed the election 
has not been terminated with resi>ect to 
such succeeding December 31, then such 
member may compute its tax for purpose 
of such return on the assumption that 
the conditions of paragraph (aXlXl) 
of this section are satisfied with respect 
to such short period. 

(3) Election effective for preceding or 
succeeding December 31. An election 
under section 1562(a) (1) is effective with 
respect to cither (but not both) such 
preceding or succeeding December 3i. 
and the return is filed after such suc¬ 
ceeding December 31, then the member’s 
surtax exemption for purposes of such 
return shall be determined In accordance 
with section 1561(b) unless— 

(i) It attaches to such return Its con¬ 
sent to the application of such election 
to such short period, and 

(U) Each other corporation which is 
a component member of the group with 
respect to a short period falling between 
such December 31’s files, within 30 days 
after such return is filed, a consent to the 
application of such election to its short 
period falling between such December 
318 . 

<c) Election or termination after re¬ 
turns filed —(1) Election. If, after each 
component member of a controlled group 
with respect to a short period falling be¬ 
tween a preceding smd succeeding De¬ 
cember 31 files its return for such short 
period, the group makes an election un- 
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der section lS62(a)(l> with respect to 
such succeeding December 31. then the 
election shall apply with respect to each 
such short period only II each such mem¬ 
ber ales, within 30 days alter such elec¬ 
tion is made, a consent to the applicaUoh 
of such election to its short period. 

(2) Termination. If, after each com¬ 
ponent member of a controlled group 
with respect to a short period falling be¬ 
tween a preceding and succeeding De¬ 
cember 31 files its return for such short 
period, an election under section 1562 
(a)(1) which is effective with respect to 
such group with respect to such preced¬ 
ing December 31 is terminated with re¬ 
spect to such succeeding December 31. 
then such election shall apply with re¬ 
spect to each such short period only if 
each such member flics, within 30 days 
after the termination occurs, a con¬ 
sent to the application of such election 
to its short period. For purposes of 
the preceding sentence. <i) the tennl. 
nation of an election by consent under 
section 1563(c)(1) shall be considered 
to occur on the date the termination 
is made, and (ii) the termination of 
an election imder section 1562(0 (2), 
(3). or (4) shall be considered to oc¬ 
cur on the date the event causing ter¬ 
mination occurs (for example, on the 
date a new member files a refus^ to con¬ 
sent, or on the date a consolidated return 
is filed) unless the election is made after 
such date, in which case the termination 
shall be considered to occur on the date 
the election is made. 

<d) Manner of consenting, A consent 
referred to in paragraph (b) (3) or (c) 
of this section shall be made by means of 
a statement, signed by any person who 
is duly authorised to act on behalf of 
the consenting corporation, stating that 
such corporation consents to the appli¬ 
cation of an election under section 1562 
(a)(1) with respect to its short period. 
Each such statement shall set forth the 
name, address, taxpayer account num¬ 
ber. and taxable year of (1) each cor¬ 
poration which Ir a component member 
of the electing controlled group with re¬ 
spect to a short period falling between 
the preceding December 31 and the suc¬ 
ceeding December 31, and (2) each cor¬ 
poration which is a component member 
of such group on either the preceding or 
•succeeding December 31. Each consent¬ 
ing corporation shall file such statement 
with the District director with whom it 
files (or filed) its Income tax rctxxm for 
the short period. 

§ 1.1562—7 Exlm«ioti of AUitutory po- 
riodii of Itmiuilion. 

(a) ( 1 ) Under section 1562<g)(l), the 
statutory period for assessment of any 
deficiency against a corporation which is 
a component member of a controlled 
group of corporations with respect to any 
taxable year, to the extent such defi¬ 
ciency is attributable to an election under 
section 1562(a)(1) or a termination b^ 
consent under section 1562(c)(1). shall 
not expire before the expiration of one 
year after the date such cl(^ction or ter¬ 
mination is made. 

(2) Under section 1562(g)(2), U)e 
statutory period for aUowlng or making 
credit or refund of any overpayment of 


tax by a corporation which is a compo¬ 
nent member of a controlled group of 
corporations with respect to any tax¬ 
able year, to the extent such overpay¬ 
ment is attributable to an election under 
section 1562(a)(1) or a termination by 
consent under section 1562(c)(1), shall 
not expire before the expiration of one 
year after the date such election or 
termination is made. 

(b) For purposes of this section, the 
deflclcncy or overpayment in tax at¬ 
tributable to an election under section 
1562(a)(1) or a termination by consent 
under section 1562(c)(1) shall be that 
amount of the increase or decrease in 
tax over the amount previously deter¬ 
mined (as defined In section 1314(a)) 
for any taxable year which results from 
the application or nonapplication of sec¬ 
tion 1562, as the case may be. In deter¬ 
mining the amount of such increase or 
decrease, due regard ^all be given to the 
effect of any change in the amount of 
the surtax exemption (or the applica¬ 
tion or nonapplication of the additional 
Ux under section 1562(b)) on credits 
allowable for any taxable year. Thus, 
for example, as a result of such change 
it may be necessary to recompute the 
amount of the Investment credit allow¬ 
able under section 38 for a taxable year 
for which the election or termination 
is effective and for other taxable years 
affected, or treated as affected, by an in¬ 
vestment credit carryback or carryover 
(as defined in section 46(b)) determined 
with reference to the Uxable years with 
respect to which su(ih election or termi¬ 
nation is effective. 

(c) The provisions of this section shall 
not be construed to— 

(1) Shorten the period within which 
an assessment of a deficiency may oUier- 
wise be made or the credit or refund of 
an overpayment may otherwise be al¬ 
lowed or made, or 

(2) Apply to a deficiency or overpay¬ 
ment for a taxable year if the tax liability 
for such taxable year has b(>en com¬ 
promised under section 7122. or is the 
subject of a closing agreement under 
section 7121. 

§ 1.15^ StAtiiiory provi»ioii»; defini¬ 
tions and special rulea. 

Sac. 1563. Deftnitiont and special rtilea— 
(a) Controlled group of corporations. Far 
purpoaea ot this part, the term **eontrolle<l 
group of corporations** means any group 
of— 

(1) Farent•subsidiary controlled group. 
One or more chains of corporattonj con¬ 
nected through stock ownership with a com¬ 
mon parent corporation If— 

(A) Stock possessing at least 80 percent of 
the total combined voting povrer of all classes 
of stock entitled to vote or at least 80 percent 
of the total value of shares of all classea of 
stock of each of the oorporations. except the 
common parent corporation, is owned (within 
the meaning of subaecUon (d)(1)) by one 
or more of the other corporations; and 

(B) The common parent corporatlona 
owns (within the meaning of subsection (d) 
(1)) stock possessing at least 80 percent of 
the total combined voting power of aU classes 
of stock entitled to vote or at least 60 percent 
of the total value of shares of all classes of 
stock of at least one of the other corporations, 
excluding, in computing such voting power or 
value, stock owned directly by such other 
corporations. 


(2) Brother-sister controlled group. Two 
or more corporations If stock posscssiog at 
least 80 percent of the total combined toitoa 
power of all classes of stock enuued to 

or at least 80 percent of the total value of 
shares of all classes of stock of each of the 
corporaUons Is owned (within the meaniiw 
of subsection (d)(a)) by one person who to 
an individual. esUte. or trust. 

(3) Combined group. 7*hree or more cor¬ 
porations each of which Is a member of a 
group of corporatlona described in paragraph 

( 1 ) or (3), and one of which— 

(A) la a common parent corporation In¬ 
cluded In a group of oorporations described 
in paragraph ( 1 ). and also 

(B) Is included In a group of corporations 
described In pamgraph ( 2 ). 

(4) Certain insurance companies. Two or 
more insurance companies subject to taxs- 
Uoo under section 802 which are members of 
a controlled group of corporations described 
In paragraph ( 1 ). (2). or (3). Such Uwur- 
ance companies ahall be treated as a con- 
troUed group of corporaUons separate from 
any other corporations which are memben 
of tb4 controlled group of oorporaUons de- 
aciibed In paragraph <I). (2), or (2). 

(b) Component member—(i) Oeneral 
rule. For purpoaea ot this pan, a oorpora- 
Uon Is a component member of a oontroUed 
group of oor^ratlons on a December 31 of 
any taxable year (and with respect to the 
taxable year which Includes such December 
31) If such corporaUon— 

(A) Is a member of such oontrotled group 
of oorporations on the December 31 Included 
in such year and Is not treated as an excluded 
member under paragraph ( 2 ), or 

(B) la not a member of such controlled 
group of oorporations on the December 31 
Included In such year but Is treated ai an 
additional member under paragraph ( 3 ). 

(2) Excluded members. A corporation 
v^)Uc h la a member of a controlled group of 
corporatlona on December 81 of any taxable 
year shall be treated as an excluded member 
of such group for the taxable year including 
such December 31 If such oorporaUoo— 

(A) la a member of such group for Ism 
than one-half the number of days In such 
taxable year which precede such December II. 

(B) Is exempt from taxation under section 
601 (a) (except a corporaUon which is subject 
to tax on Its unrelated business taxable in¬ 
come under secUon 611) for such taxable 
year. 

(C) Is a foreign corpo r aUon subject to tax 
under section 831 for such taxable year. 

(D) Is an Insurance company subject to 
taxaUon under aecUon 602 or secUon 321 
(other than an Insurance company which Is 
a member of a controlled group described In 
subsection (a) (4)). or 

(E) Is a franchised corporation, as defined 
In subsecUon <f)(4). 

(3) Additional members. A corporaUon 
which— 

(A) Was a member of a controlled group 
of corporaUons at any Ume during a calen¬ 
dar year, 

(B) Is not a member of such group on 
December 81 of such calendar year, and 

(C> Is not described, with respect to such 
group. In subparagraph <B), (C). <D), or (E) 
ot paragraph ( 2 ). 

ahall be treated as an addiUonal member of 
such group on December 31 for its taxable 
year Including auch December 81 if It was a 
member of such group for one-half (or more) 
of the number of daya to such taxable year 
which precede such December 31. 

(4) Overlapping groups. It a corporaUon 
Is a component member of more than one 
controlled group of corporations with respect 
to any taxable year, such corporaUon shall be 
treated as a component member of only one 
oontroUed group. TTie determination as to 
the group of which such corporation is a 
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eomponont member shall b« made under 
olatlons prescribed by the Secretary or his 
delegate which are conststent with the pur- 
po» 4 » of thU part. 

(c) Certain stock excluded —<1) General 
fair. For purposes of this part, the term 
*ftock** does not include— 

^A) NoneoUng stock which Is limited and 
prercirsd as to diridends, 

(B) Treasury stock, and 
(O) Stock which is treated as *^excluded 
itock'* under paragraph ( 2 ). 

<2) Stock treated ms •’excluded $toek”~^ 
(A) Parent •suMdiary controlled group. 
Tor purposes of subsection (a)(1). If a cor- 
poraUOD (referred to In this paragraph as 
**parent corporation**) owns (within the 
meaning of subsections (d)( 1 ) and (e) 
( 4 )). 50 percent or more of the total com¬ 
bined voting power of all classes of stock 
eotltled to vote or 50 percent or more of the 
total value of shares of all classes of stock 
in another corporation (referred to In this 
paragraph as **subsidlary corporation**), the 
following stock of the subsidiary corporation 
shall be treated as excluded stock— 

( I ) Stock In the subsidiary corporation 
held by a trust which U part of a* plan of 
deferred compensation for the benefit of ths 
tmployese of the parent corporation or the 
lubnidiary corporation. 

(II) Stock In the subsidiary corporaUon 
owned by an individual (within the mean¬ 
ing of subsecUon (d) ( 2 )) who is a principal 
stockholder or odicef of the parent oorpora- 
tloQ. For purposes of this clause, the term 
-principal stockholder- of a oorporaUon 
means an Individual who owns (within the 
manning of subsection (d)(2)) 5 percent or 
more of the total combined voting power of 
all dastee of stock enUUed to vote or 6 per- 
cent or more of the total value of shares of 
an classes of stock in such corporation, or 

(III) Stock In the subsidiary corporation 
owned (within the meaning of subsecUon 
(d) ( 2 )) by an employee of the subsldlsry 
corporation If such stock la subject to ooo- 
dltions which run In favor of such parent 
(or subsidiary) corporaUon and which sub¬ 
stantially restfiot or limit ths employee’s 
right (or if the employee oonstrucUvely owns 
txich stock, the direct owner's right) to dis¬ 
pose of such stock. 

<B) Broiher^sister controlled group. Tor 
purposes of subsection (a) ( 2 ). If a person 
who Is an individual, estate, or trust (re- 
ferrsd to In this paragraph as -common 
owner**) owns (within the meaning of sub- 
•ectlon (d)( 2 )). 50 percent or more of the 
total combined voting power of all elasscs of 
stock entitled to vote or 50 percent or more 
Of the total value of shares of all clssses of 
stock In a corporaUon, the following stock of 
such corporaUon shall be treated as excluded 
stock— 

(1) Stock In such corporation held by an 
employees* trust described In section 401(a) 
which Is exempt from tax under secUon 501 
4k). if such trust Is for the benefit of the 
eoiployess of such corporation, or 
(U) Stock In such corporation owned 
(wiUiln the meaning of subsecUon (d)(2)) 
by an employee of the oorporatton if such 
stock Is subject to conditions which run in 
laroT of such common owner (or such cor¬ 
poration) and which substantially restrict 
or limit the employee's right (or If the em- 
ployse oonstrucUvely owns such stock, the 
direct owner's right) to dispose of such stock. 
U a oondiUon which limits or restricts the 
rmployee's right (or the direct owner’s right) 
to dispose of such stock also applies to the 
stock held by the common oamer pursuant 
to a bona fide reciprocal stock purchase ar¬ 
rangement. such condlUon shall not be 
treated as one which restricts or limits the 
ttuployee's ri^t to dispose of such stock. 

(d) Rules for determining stock otrncr- 
( 1 ) Pmrent^subsidiarp controOed 
ffroup. Tor purposes of determining whether 
k corporation Is a member of a parent-sub- 
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sidlary oontroUed group of eorporaUons 
(within the meaning of subsection (a)<l)). 
stock owned by a corporaUon mean^- 

(A) Stock owned direcUy by such corpo¬ 
ration. and 

(B) Stock owned with the application of 
subsection (e) (1). 

(2) Brother-sister controlled group. Tor 
purposes of determining whether a corpora¬ 
Uon Is a member of a brother-sister oon¬ 
troUed group of corporations (within the 
meaning of subsection (a) (2)). stock owned 
by a person who is an Individual. esUte, or 
trust means— 

(A) Stock owned directly by such person, 
and 

(B) Stock owned with the application of 
subsection (s). 

(e) Constructive oamerihlp—(1) Options. 
If any person has an opUon to acquire stock, 
such stock shell be considered as owned by 
such person. Tor purposes of this paragraph, 
an option to acquire such an option, and 
each one of a series of such options, shall be 
considered as an option to acquire such stock. 

(2) Attribution from partnerships. Stock 
owned, directly or IndlrecUy. by or for a 
partnership shall be considered as owned by 
any partner having an Interest of 5 percent 
or more In either the capital or profits of the 
partnership in proportion to his Interest in 
capital or profits, whichever such proportion 
Is the greater. 

(8) Atlrfbulion from estates or trusts. 
(A) Stock owned, dlrecUy or IndlrecUy, by 
or for an estate or trust ahall be considered 
as owned by any beneficiary who has an ac¬ 
tuarial Interest of 6 percent or more In such 
stock, to the extent of such actuarial Inter¬ 
est. For purposes of this subparagraph, the 
actuarial Interest of each beneficiary ahoU 
be determined by assuming the maximum 
exercise of discretion by the fiduciary tn favor 
of such beneficiary and the maximum use of 
auch stock to satisfy his rights as a benefi- 
olary. 

(B) Stock owned, dlrecUy or IndlrecUy. by 
or for any portion of a trust of which a per¬ 
son Is considered the owner under subpart 
E of part 1 of subchapter J (relstlng to grant¬ 
ors and others treated as substantial owners) 
shall be considered as owned by such person. 

(C) This paragraph shall not apply to 
stock owned by any employees' trust de¬ 
scribed in secUon 401(a) which Is exempt 
from tax under section 501(a). 

(4) Atfnbufion from corporatUms. Stock 
owned, directly or IndlrecUy, by or for a cor¬ 
poraUon shall be considered as owned by any 
person who owns (within the meaning of 
subsecUon (d)) 5 pensent or more in value of 
its stock in that proportion which the value 
of the stock which such person so owns bears 
to the value of all the stock In such 
corporaUon. 

(5) Spouse. An Individual shall be con¬ 
sidered as owning stock In a oorporaUon 
owned, direcUy or Indirectly, by or for his 
spouse (other than a spouse who Is legally 
separated from the Individual under a decree 
of divorce whether interlocutory or final, or 
a decree of separate maintenance), except tn 
the case of a oorporaUon with respect to 
which each of the following conditions is 
satisfied for Its taxable year— 

(A) The Individual does not, at any Ume 
during such taxable year, own direcUy any 
stock in such oorporaUon; 

(B) The Individual is not a director or em¬ 
ployee and docs not participate In the man¬ 
agement of such corporaUon at any time 
during such taxable year; 

(O) Not more than 50 percent of such 
oorpormUon*s gross Income for such taxable 
year was derived from royalties, rents, div¬ 
idends. interest, and annuities; and 

(D) Such stock In such corporaUon Is not. 
at any time during such taxable year, sub¬ 
ject to conditions which substantlaily re¬ 
strict or limit the spouse's right to dUpose 
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Of such stock and which run In favor of the 
individual or his children who have not at¬ 
tained the age of 21 yean. 

( 6 ) Children, grandchildren, parents, and 
grandparents —(A) kfinor children. An in¬ 
dividual shall be considered as owning stock 
owned, directly or indirectly, by or for bis 
chUdren who have not attained the age of 
21 yean, and If the Individual has not at¬ 
tained the age of 21 yean, the stock owned. 
dlrecUy or IndlrecUy. by or for his parents. 

(B) Adult children and grandchildren. An 
individual who owns (within the meaning 
of subeecUon (d)(2). but without regard to 
Uils subparagraph) more than 60 percent of 
the total combined voUng power of an classes 
of stock enUUed to vote or more than 50 
percent of the total value of sharee of all 
classes of stock In a corporation shaU l>e 
considered as owning the stock in such cor¬ 
poraUon owned, dlrecUy or IndlrecUy. by or 
for his parents, grandparents, grandchildren, 
and children who have attained the age of 21 
years. 

(O) Adopted child. Tor purposes of thU 
section, a legally adopted child of an Indi¬ 
vidual shall be treated as a child of such In¬ 
dividual by blood. 

(f) Other definitions and rules —(1) Em¬ 
ployee defined. For purposes of this section 
the term "employee** has the same meaning 
such term Is given In secUon 330g(l), 

(2) Operating rules —(A) In general. 
Except as provided In subparagraph (B). 
stock oonstrucUvely owned by s person by 
reason of the appllcsUon of paragraph (1). 
( 2 ). ( 8 ). ( 4 ), ( 5 ), or ( 8 ) of subsection (e) 
shall, for purposes of applying such para¬ 
graphs. be treated as actually owned by mch 
person. 

(B) Members Of family. Block construo- 
ttvely owned by an Individual by reason of 
the appllcaUon of paragraph (5) or ( 8 ) of 
subsecUon (e) shall not be treated os owned 
by him for purposee of again applying such 
paragraphs In order to make another the 
oonstrucUve owner of such stock. 

( 8 ) Special rules. Tor purposes ot this 
secUon— 

(A) If stock may be consldored as owned 
by a person under subaectlon (e) ( 1 ) and 
under any other paragraph of sube^lon (e). 
It shall be considered as owned by him under 
•ubtection (e)( 1 ). 

(B) If stock Is owned (within the mean¬ 
ing of subsection (d)) by two or more per¬ 
sons. such stock shall be considered as owned 
by the person whose ownership of such stock 
results in the corporaUon being a component 
member of a controlled group. If by reason 
of the preceding sentence, a corporation 
would (but for this sentence) become a 
component member of two controlled grcnipe. 
It shall be treated am a component member of 
one controlled group. The determlnauon 
as to the group of which such corporaUon ti 
s component member shall be made under 
regulaUoni prescribed by the Secretary or hU 
delegate which are consistent with the pur¬ 
poses of this part. 

(C) If stock is owned by a person within 
the meaning of subsecUon (d) and such 
ownership resulU In the oorporaUon being a 
component member of a controlled group, 
such stock shall not be ueated as excluded 
stock under subsecUon (c)(2). If by reason 
of treaUng such stock as excluded stock the 
result Is that such corporation Is not a com¬ 
ponent member of a controlled group of 
oorporaUons. 

(4) Franchised corporation. If— 

(A) A parent corporation (as defined In 
subsecUon (c)(2)(A)). or a common owner 
(as defined In subsecUon (c) (2) (B)). of 
a corporation which is a member of a con- 
troUed group of oorporaUons Is under a duty 
(arising out of a written agreement) to sell 
stock of such corporaUon (referred to in thia 
paragraph as "franchised oorporaUon") 
which la franchised to seU the products of 
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ABfitticT OMiaber* or tlio common owner, of 
nicli controlled grotip; 

<B) Such stock Is to be sold to an sm* 
ployM (or employees) of such fnmchSsed 
corponuion puimusint to a bona Ado plan 
dssli^aed to slhnlnstfl the stock o wne rs hip at 
the parent ourporation or of the common 
owner in the franchised corporation; 

(C) Such plan— 

(i) ProTldes a reasonable selling price for 
such stock, and 

(li) Bequlres that a porUon of the em- 
ployse*a share of the proAta of such corpor a * 
tlon (whether received as oompensatlon or 
as a dividend) be applied to the purchase ot 
such stock (or the purchase of notes, bonds, 
debentorss or other similar evldenoe of In- 
debcsdnesB of such franchised corporation 
held by such parent corporation or common 
owner); 

(D) Such employee (or employees) owns 
directly more than 20 percent of the total 
value of shares of all rlsiws of stock In such 
franchised corporation; 

(K) More than 50 percent of the inventory 
of such franchised corporation la acquired 
from members of the oontroUed group, the 
common owner, or both; and 

(F) All of the oonditlons contained In 
subparagraphs (A). (B). (C), <D). and (S) 
have been met for one*haLf (or more) of the 
number of days preceding the December 31 
Included within the taxable year (or If the 
does not Include December 31. 
the last day of such year) of the franchised 
oorporaiion. 

then such franchised eorporaUon shaU be 
treated as an excluded member erf such group 
under subsection {h){2), for such taxable 
year, 

ISec. 1563 as added by see. 23S(s), Rev. Act. 
l»64(78 8Ui.ll6)) 

§ l.loiSS—1 iXennitlon of controlled 
AToup of corporslions and com* 
poneni members. 

fa) Controlled proup of corpo ra • 
Cions —<l) In ocneral. For purposes of 
aectlons 1561 through 1663 and the regu¬ 
lations thereunder, the term ‘'controlled 
group of corporations'^ means any group 
of corporations which is either a "parent- 
subsidiary controlled group" (as defined 
in subparagraph (2) of this paragraph), 
a "brother-sister controlled group" (as 
defined In subparagraph (3) of this para¬ 
graph). a "combined group" (as defined 
In subparagraph (4) of this paragraph), 
or on "Insurance group" (as defined In 
subparagraph (6) of this paragraph). 
For the exclusion of certain stock for 
purposes of applying the definlUons con- 
talned In this paragraph, see section 
1563(c) and 1 1.1563-2, 

(2) Pareni-svi)MidUiTy con tr oiled 
group. (1) The term "parent-subsidi¬ 
ary controlled group" means one or more 
chains of corporations connected throu^ 
stock ownership with a common parent 
corporation If— 

(a) Stock possessing at least 80 per¬ 
cent of the total combined voting power 
of all classes of stock enUUed to vote or 
at least 80 percent of the total value of 
shares of all classes of stock of each of 
the corporations, except the common 
parent corporation. Is owned (directly 
and with the application of paragraph 
<b) (1) of 5 1,1563-3. relating to options) 
by one or more of the other corpora¬ 
tions; and 

(b) The common parent corporation 
owns (directly and with the application 
of paragraph (bXl) of 1 1.1563-3. relat¬ 
ing to oxTtlons) stock possessing at least 


80 percent of the total combined voting 
power of an classes of stock entitled to 
vote or at least 80 percent of the total 
value of shares of all classes of stock of 
at least one of the other corporations, 
excluding, in computing such voting 
power or value, stock owned directly by 
such other corporations, 

(ii> The definition of a parent-subsid¬ 
iary controlled group of corporations 
may be Ulustrated by the following 
examples: 

Exotnple (i). P C^orporatloQ owns stock 
poBMulng 30 percent of the total combined 
voting power of all clanee of xtock enUUed 
to vote of 8 Corporation, P le the common 
parent of a parent-aubeldiary oontroUed 
group co n el a ti n g of member eorporatioox 
PandS. 

Example (2). Aaeume the same facts as In 
sxampls (1). Assume further that 8 owns 
stock possessing 30 percent of the total value 
of shares of aU classes of stock of T Corpora¬ 
tion, P Is the common parent of a parent- 
subsidiary controlled group consisting of 
member oorporations P. 8. and T. The result 
would be the same If P, rather than 8. ovmed 
the T stock. 

Example (3). L CorpormUon owns 80 per¬ 
cent of the only clast of stock of M Corpora- 
tlon and M. In turn, owns 40 percent of the 
only clasa of stock of O Corporation. L also 
owns 80 percent of the only class of stock of 
N Oorporaiion snd N, In turn, owns 40 per¬ 
cent of the only class of stock of O. L Is the 
common parent of a parent-subaldlary oon- 
trolled group consist!^ of member oorpora- 
Uons L. M, N. and O. 

Example (4). X Corporation owna 75 per¬ 
cent of the only class of stock of T and Z 
Oorporations; T owns an the rexnalnlng stock 
of Z; and Z owns all the remaining stock of 
T. Since intercompany stockholdings are 
excluded (that Is. are not treated ss out¬ 
standing) for purposes of determining 
Whether X owns stock possessing at Isast 60 
percent of the voting power or value of at 
least one of the other corporations, X is 
treated ss the owner of stock possessing 100 
percent of the voting power and value of Y 
and of Z for purposea of subdivision (l)(b) 
of this subpan&graph. Also, stock possessing 
100 percent of the voting power and value of 
T a^ Z Is owned by the other cdporations 
in the group within the meaning of subdivi¬ 
sion (l)(a) of this subparagraph, (X and 
Y together own stock possessing 100 percent 
of the voting power and value of Z. and X and 
Z together own stock posseating 1(X) percent 
of the voting power and value of Y,) There¬ 
fore, X Is the common parent of a parent- 
subsidiary controUed group of corporations 
ooniOstlng of member corporations X, Y, snd 
Z. 

(3) Brother^sister controlled group, 
<l) The term "brother-aister controlled 
group" means two or more corporations 
If stock possessing at least 80 percent of 
the total combing voting power of all 
classes of stock entitled to vote or at least 
80 percent of the total value of shares 
of all classes of stock of each of the 
oorporations is owned (directly and with 
the application of the rules contained 
In paragraph (b) of 4 1.1563-3) by one 
person who to an individual. esUte. or 
trust. For purposes of this section and 
4 I.1S62-5 (relating to continuing and 
successor controlled groups), such person 
shall be referred to as the "common 
owner" of the brother-sister controlled 
group. 

(11) The definition of a brother-sister 
controlled group of corporations may be 
illustrated by the following example: 


Example. XndlvldUAl A owna itock ixu- 
amoing at leoat 80 percent of the total 
Pined voting power of mil timmem of itock 
entitled to vote of oorporaiion W. A olio 
own* stock p o si—i tin g at toast 80 percent of 
tha total value of sharti of ail chuiea of 
stock of corporaUons X. Y. and Z, A is ms 
oommon owner of a brother-sUter cootrollrd 
group conatoUng of member corporaUons W. 
X, Y. and Z. 

^ (4) Combined group. (1) The term 
'combined gToup" means any group of 

three or more corporations. U_ 

(o) Each such corporation Is a mera- 
^r of cither a parent-subsidiary con- 
^lled group of corporations or a 
brother-sister oontroned group of como- 
ratlons, and 

(b) At least one of such corporaUons 
to toe common parent of a parent-sub¬ 
sidiary controlled group *rid j. . 

member of a brother-sister controlled 
group, 

11,1562-5, the common owner of such 
broiher-gJster controlled group fholl be 
retmed to as the common owner of the 
combined group. 

(ID The definition of a combined 
group of corporations may be lUustraUd 
by the following examples: 

rmmpto (7), Smith, an Individual, owns 
percent of the total com- 
blnod voting power of all olaases of the stock 
uf corporations X and Y. Y, In turn, owns 
sto^ posaeoslng 80 percent of the total com¬ 
bined voting power of aU ctosses of the slock 
of ooiporatiOQ Z. Since— 

U) X. Y. and Z are each memberi of 
eltber a parent-substdlary or brother-sister 
oontrollcxl group of oorporations. and 
^) T to the oommon parent of a parent- 
subsidiary controlltd group of oorpomUona 
conatoting of Y and Z, and also is a member 
Of a brother-siater controlled group of eorpo- 
ratlons conoistlng of X and Y. 

floiith Is the common owner of s oombitied 
group constotlng of member eorporaUons X, 
Y, and Z. 

Example (2). Assume the same facts ts 
Ine^mpto (1), and further assume that 
corporation X owns 80 percent of the total 
vslue of oharss of all elassee of itock of cor- 
pormtion T, Smith la the oommon owner of 
a combined group of oorpor a tiona ooDsiotiog 
of member oorporattoos X. Y, Z, and T. 

(5) Insurance group. (1) The term 
"Insur-group" means two or more insur¬ 
ance companies subject to taxation under 
section 802 each of which to a member 
of a controlled group of eorporotlons 
described in subparagraph (2), (S>, or 
(4) of this paragraph. Such Insurance 
companies shall be treated as a controlled 
group of corporations separate from any 
other corporations which are members 
of the controlled group described In such 
subparagraph (2). (3) or (4). For pur¬ 
poses of this section and 4 1.1562-5. the 
common parent of the controlled group 
described in subparagraph (2) of this 
paragraph, or the common owner of the 
controlled group described in subpara¬ 
graph (3) or (4) of this paragraph, 
shall be referred to as the common parent 
or the common owner of the Insurance 
group, as the case may be. 

(U) The definition of an Insurance 
group may be illustrated by the follow¬ 
ing example: 

Example. OorporoUon P owns all Uio stock 
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0 toc)c of corporation X. P also owns ail the 
itock of corporation T which. In txim. owns 
tU the stock of corporation J. X and J are 
Ufe tx^suranoe companies subject to taxation 
undor section 803 of the Code. Since I and J 
are members of a parent-suheidiary con¬ 
trolled group of corporations, such oompa- 
ntefl are treated as members of an Instuwnce 
group separate from the parent-subsidiary 
centred group consisting of P. X. and T. 
for purposes of this section and I 1.1582-8. 
p u referred to as the common parent of the 
Iciurance group even though P Is not a 
member of such group. 

(6) Voting power of stock. For pur¬ 
poses of S M562-8. this section, and 
II 1.1563-2 and 1.1563.3. In determining 
whether the stock owned by a person (or 
persons) possesses a certain percentage 
of the total combined voting xx>wer of all 
classes of stock entitled to vote of a cor- 
porntlon. consideration will be given to 
ill the facts and circumstances of each 
case. A share of stock will generally be 
considered as possessing the voting power 
accorded to such share by the corx>orate 
charter, by-laws, or share certificate. On 
the other hand. If there is any agree¬ 
ment. whether express or Implied, that 
a shareholder will not vote his stock in 
a corporation, the formal voting rights 
possessed by his stock may be disregarded 
in determining the percentage of the 
total combined voting power possessed by 
the stock owned by other shareholders 
in the corporation. If the result is that the 
corporation becomes a component mem¬ 
ber of a controlled group of corporations. 
Moreover, if a shareholder agrees to vote 
his stock in a corporation in the manner 
specified by another shareholder In the 
corporation, the voting rights possessed 
by the stock owned by the flr^ share¬ 
holder may be considei^ to be possessed 
by the stock owned by such other share¬ 
holder if the result is that the corpora¬ 
tion becomes a component member of a 
controlled group of corporations. 

<b) Component members —(1) In gen- 
eral. For purposes of sections 1581 
through 1563 and the regulations there¬ 
under. a corporation Is a comx>onent 
member of a controlled group of corpora¬ 
tions on a December 31 (and with respect 
to the taxable year which includes such 
December 31) If such corporation— 

il) Is a member of such controlled 
Sroup on such December 31 and is not 
treated as an excluded member under 
subparagraph (2) of this paragraph, or 

(ii> Is not a member of such controlled 
group on such December 31 but is treated 
ss an additional member under subpara¬ 
graph (3) of this paragraph. 

<2) Excluded members, (i) A corpo- 
railon, which Is a member of a con¬ 
trolled group of corporations on the 
December 31 included within its taxable 
year, but was a member of such group for 
less than one-half of the number of days 
in such taxable year which precede such 
December 31. shall be treat^ as an ex¬ 
cluded member of such group on such 
December 31. 

<U) A corporation which is a member 
of a controlled group of corporations on 
ally December 31 shall be treated as an 
excluded member of such group on such 
date If, for Its taxable year including such 
date, such corporation is— 
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(a) Exempt from taxation under sec¬ 
tion SOI (a) (except a corporation which 
has unrelated business taxable income 
for such taxable year which is subject to 
tax under secrUon 511) or 621, 

(b) A foreign coiporation not engaged 
In trade or business within the United 
States. 

(c) An electing small business cor¬ 
poration (as defined In section 1371 <b)). 

(d> A franchised corporation (as de¬ 
fined in section 1563(f) (4) and I 1.1583- 
4). or 

(e) An insurance company subject to 
taxation under section 802 or 821. except 
that an insurance company taxable under 
section 802 which (without regard to this 
subdivision! is a component member of 
an insurance group described In para¬ 
graph (a) (5) of this section shall not be 
treated as an excluded member of such 
Insurance group. 

(ill) A corporation which has a tax¬ 
able year ending on December 31. 1983. 
shall be treated as an excluded member 
of a controlled group on such date. 

(3) Additional members. A corpora¬ 
tion which— 

(i) Is not a member of a controlled 
group of oonxirations on the December 
31 included within its taxable year, and 

(il) Is not described, with respect to 
such taxable year, in subparagraph 
(2)(li) (a), (b), (c), id), or (e). or (2) 
(ill) of this paragraph. 

shall be treated as an additional member 
of such group on such December 31 If it 
was a member of such group for one- 
half (or more) of the number of days in 
such taxable year which precede such 
December 31. 

(4) Examples. The provisions of this 
paragraph may be Illustrated by the fol- 
lowl^ examples: 

Example (I). Brown, an individual, owns 
all the stock of corporations W and X on 
each day of 1964. W and X each uses the 
calendar year os Its taxable year. On Janu¬ 
ary 1, 1964. Brown also owns all the stock of 
corporation T (a fiscal year corporaUon with 
a taxable year beginning on July 1. 1964. and 
ending on June 30. 1965) which stock he 
sells on October IS. 1964. On December 1. 
1964. Brown purchases all the stock of cor¬ 
poration Z (a fiscal year oorparation with a 
taxable year beginning on September 1. 1964. 
and ending on August 31. 1965). On De¬ 
cember 31. 1964, Brown Is the common owner 
of a brother-sister controlled group of cor¬ 
porations consisting of member corporations 
W. X and Z. However, the component mem- 
bm of the group on such December 31 are 
W, X. and Y. Under subparagraph (2)(i) 
of this paragraph. Z Is treated as an excluded 
member of the group on December 31. 1964. 
since Z was a memlxr of the group for less 
than ont-half of the number of days (29 out 
of 121 days) during the period beginning on 
September 1. 1964 (the first day of its taxable 
year) and ending on December 30. 1964. 
Under subparagraph ( 8 ) of this paragraph. T 
is treated as an additional member of the 
group on December 81. 1964. since T was a 
member of the group for at least one-halt of 
the number of days (107 out of 183 days) 
during the period beginning on July 1. 1964 
(the first day of Its taxable year) and ending 
on December 80,1964. 

Example (2). On January 1. 1964. corpo¬ 
ration P owns aU the stock of corporation 8 . 
which in turn owns all tbs stock of corpora¬ 
tion 8-1. On November 1. 1964. P purchases 
all of the stock of corporation X from the 
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public and sells all of the stock of 8 to the 
public. Corporation X owns all the stock 
of corporation T during 1964. P, 8 , 8-1. X. 
and Y fils their returns on the basis of the 
calendar year. On December 81, 1964. P. X. 
and Y are members of a parent-sub^diary 
controlled group of corporations; also, cor¬ 
porations 8 and S -1 are members of a dif¬ 
ferent parent-subsidiary controlled group on 
such date. However, since X and Y have 
been members of the parent-subsidiary con¬ 
trolled group of which P Is the common 
parent for less than one-half the number of 
days during the period January 1 through 
December 80. 1964. they are not component 
members of such group on such dale. On 
the other hand. X and Y have been members 
of a parent-subsidiary controlled group of 
which X la the common parent for at least 
one-half the number of days during the 
period January I through December 30. 1964. 
and therefore they are component members 
of such group on December 81, 1964. Also 
since 8 and 8-1 were members of the parent- 
subsidiary controlled group of which P Is 
the common parent for at least one-half 
the number of days in the taxable years of 
each such eorpomtlon during the period 
January 1 through December 30. 1064. P, 8 . 
and 8-1 are component members of such 
group on December 81. 1964. 

Example (S). Throughout 1964. corpora¬ 
tion M owns all the stock of corporaUon P 
which. In turn, owns all the stock of corpo¬ 
rations D-1. Ir-2. X. and Y. M Is a domestic 
mutual Insurance company subject to iax- 
aUon under secUon 821, F Is a foreign corpo¬ 
ration not engaged In trade or business with¬ 
in the United States. V-l and L-2 are do- 
mesUc life insurance companies subject to 
taxaUon under section 002, and X and Y are 
domesUe corporations subject to tax under 
section 11 of the Code. Each corporation 
uses the calendar year as Its taxable year. 
On December 31. 1964, M. F. D-1, Ij-2. X. and 
Y are members of a parent-subsidiary eon- 
trolled group of corporations. However, 
under subparagroph ( 2 ) ( 11 ) of this para¬ 
graph. M. P. Ir-l. and L-2 ars treated as ex¬ 
cluded memberi of the group on December 
31. 1964. Tbmi. on December 81. 1964. the 
component members of the parent-sub- 
Bldlmry controlled group of which P Is the 
common parent include only X and Y. Fur¬ 
thermore. since subparagraph ( 2 ) ( 11 ) (c) 
of this paragraph does not result In L-1 and 
L-2 being treated u excluded membera of an 
Insurance group. L-1 and L-2 are component 
members of an insurance group on December 
31. 1964. 

(6) Application of constructive oumer- 
ship rules. For purpo6e8 of subpara¬ 
graphs <2><i) and (3) of this paragraph, 
it Is necessary to determine whether a 
corporation was a member of a con¬ 
trolled group of corporations for one- 
half (or more) of the number of days In 
Its taxable year which precede the De¬ 
cember 31 falling within such taxable 
year. Therefore, the constructive oaner- 
shlp6 rules contained In paragraph (b) 
of § 1.1563-3 (to the extent applicable 
in making such determination) must be 
applied on a day-by-day basis. For ex¬ 
ample. If P Corporation owns all the 
stock of X Corporation on each day of 
1984, and on December 30. 1984, acquires 
an option to purchase all the stock of Y 
{>}rporatlon (a calendar-year taxpayer 
which has been in existence on each day 
of 1984). the application of paragraph 
(b)(1) of 1 1.1563-3 on a day-by-day 
basis results in Y being a member of the 
brother-sister controlled group on only 
one day of Y’s 1964 year which precedes 
December 31.1984. Accordingly, since Y 
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15 not a tnembor of such aroup for one- 
half or more of the number of di^s tn 
ita 19M year preoedlna December 31, 
1964. Y Is treated as an excluded member 
of such group on December 31.1964. 

( 0 ) Overlapping groups. If on a De¬ 
cember 31 a corporation is a component 
member of a controlled group of corpo¬ 
rations by reason of ownership of stock 
possessing 80 percent or more of the total 
value of shares of all classes of stock of 
the corporation, and la also a component 
member of another controlled group of 
corporations by reason of ownership of 
other stock (that Is. stock other than 
stock taken into account under the 80- 
percent-or-more total value test) of the 
corporation possessing 80 percent or 
more of the total combined voting power 
of an classes of stock of the corporation 
entitled to vote, then such corporation 
shall be treated as a component member 
only of the controlled group of which it 
is a component member by reason of the 
ownership of 80 percent or more of the 
total value of its shares. 

S 1.1563-2 Excluded stock. 

(a) Certain stock excluded. For pur¬ 
poses of sections 1561 through 1563 and 
the regulations thereunder, the term 
•‘stock” docs not include— 

(1) Nonvoting stock which Is limited 
and preferred as to dividends, and 

(2) Treasury stock. 

(b) Stock treated as excluded stock _ 

(1) Parent ^subsidiary controlled group. 
If a corporation (hereinafter in this 
paragraph referred to as ''parent corpo¬ 
ration”) owns 60 percent or more of the 
total combined voting power of all classes 
of stock entitled to vote or 50 percent or 
more of the total value of shares of all 
classes of stock in another corporation 
(hereinafter in this paragraph referred 
to as “subsidiary corporation”), the pro¬ 
visions of subparagraph (2) of this para¬ 
graph shall apply. For purposes of this 
subparagraph, stock owned by a corpora¬ 
tion means stock owned directly plus 
stock owned with the appllcaUon of the 
constructive ownership rules of para¬ 
graph (b) (1) and (4) of i 1.1563-3. re¬ 
lating to options and attribution from 
corporations. In determining whether 
the stock owned by a corporation pos¬ 
sesses the requisite percentage of the 
total combined voting power of all classes 
of stock enUtlcd to vote of another cor¬ 
poration. see paragraph (a)(6) of 
11.1563-1. 

(2) Stock treated as not outstanding. 
If the provisions of this subparagraph 
apply, then for purposes of determining 
whether the parent corporation or the 
subsidiary corporation is a member of a 
parent-subsidiary contron<}d group of 
corporations within the meaning of para¬ 
graph (a) (2) of 1 1.1563-1. the foDowlng 
stock of the subsidiary corporation shall, 
except as otherwise provided In para¬ 
graph (c) of this section, be treated as if 
it were not outstanding: 

(1) Plan of deferred compensation. 
Stock in the subsidiary coiDoratlon held 
by a trust which is part of a plan of de¬ 
ferred compensation for the benefit of 
the employees of the parent corporation 
or the subsidiary corporation. The term 
“plan of deferred compensation” shall 
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have the same meaning such term has 
In secUoQ 406(a) (3) and the regulations 
thereunder. 

(11) Principal stockholders and offi¬ 
cers, Stock in the subsidiary corporation 
owned (directly and with the application 
of the rules contained in paragraph (b) 
of f 1.1563-3) by an individual who is 
a principal stockholder or ofllecr of the 
parent corporation. A principal stock¬ 
holder of the parent corporation is an 
individual who owns (directly and with 
the application of the rules contained tn 
paragraph (b) of ( 1.1563-3) 5 percent 
or more of the total combined voting 
power of all classes of stock entitled to 
vote or 5 percent or more of the total 
value of shares of all classes of stock of 
the parent corporation. An officer of the 
parent corporation includes the presi¬ 
dent, vice-presidents, general manager, 
treasurer, secretary, and comptroller of 
such corporation, and any other person 
who peilorms duties correspoi^lng to 
those normally performed by persons oc- 
cupsrlng such positions. 

(ill) Employees, Stock in the sub¬ 
sidiary corporation owned (directly and 
with the application of the rules con¬ 
tained in paragraph (b) of I 1.1563-3) by 
an employee of the subsidiary corpora¬ 
tion if such stock Is subject to conditions 
which substantially restrict or limit the 
employee's right (or If the employee con¬ 
structively owns such stock, the direct 
owner's right) to dispose of such stock 
and which run In favor of the parent or 
subsidiary corporation. In general, any 
condition which extends, directly or In¬ 
directly, to the parent corporation or the 
subsidiary corporation preferential 
rights with respect to the acquisition of 
the employee's (or direct owner’s) stock 
will be considered to be a condition de¬ 
scribed in the preceding sentence. It Is 
not necessary, in order for a condition 
to be considered to be In favor of the 
parent corporation or the subsidiary 
corporation, that the parent or subsidi¬ 
ary be extended a discriminatory con¬ 
cession with rcs];>ect to the price of the 
stock. For example, a condition whereby 
the parent corporation is given a right 
of first refusal with respect to any stock 
of the sxibsldlary corporation offered by 
an employee for sale Is a condition which 
substantially restricts or limits the em¬ 
ployee's right to dispose of such stock 
and runs in favor of the parent corpora¬ 
tion. Moreover, any legally enforceable 
condition which prohibits the employee 
from disposing of his stock without the 
consent of the parent (or a subsidiary 
of the parent) will be considered to be 
a substantial limitation running in favor 
of the parent corporation. 

(3) Brother-sister controlled group. 
If a person (hereinafter In this para¬ 
graph referred to as common owner) who 
is an Individual, estate, or trust owns 
stock possessing 50 percent or more of 
the total combined voting power of all 
classes of stock entitled to vote or 50 per¬ 
cent or more of the total value of all 
classes of stock In a corporation, the 
provisions of subparagraph (4) of this 
paragraph shall apply, ^r purposes of 
this subparagraph, stock owned by a 
person means stock owned directly phis 
stock owned with the application of the 


rules contained in paragraph (b) of 
5 L-15 63-3. In dcterc^nlng whether the 
stock owned by a person possesses the 
roqtilslte percentage of the total com¬ 
bined voting power of all classes of stock 
entitled to vote of a corporation see 
paragraph (a) (6) of 1 1.1563-1. 

(4) Stock treated as not outstanding 
If the provisions of this subparagraph 
apply, then for purposes of determlnins 
whether a corporation is a member of a 
brother-sister controlled group of cor¬ 
porations within the meaning of para¬ 
graph (a) (3) of I 1.1563-1. the following 
stock of such corporation shall, except 
as otherwise provided In paragraph (c) 
of this section, be treated as if it wore 
not outstanding: 

(!) Exempt employees^ trust. Stock In 
such corporation held by an employees* 
trust described tn section 401(a) which 
is exempt from tax under section 501 (a). 
if such trust is for the benefit of the 
employees of such corporation. 

(ti) Employees. Stock In such corpo¬ 
ration owned (directly and with the ap¬ 
plication of the rules contained in para¬ 
graph (b) of } 1.1563-3) by an employee 
of such corporation if such stock Is sub* 
ject to conditions which run in favor of 
the common owner of such corporation 
(or in favor of such corporation) and 
which substantially restrict or limit the 
employee's right (or if the employee con¬ 
structively owns such stock, the direct 
owner's right) to dispose of such stock. 
The principles of sut^aragraph (2) (ill) 
of this paragraph shall apply In deter¬ 
mining whether a condition satisfies the 
requirements of the preceding sentence. 
Thus, in general, a condition which ex¬ 
tends, directly or Indirectly, to the com¬ 
mon owner or such corporation preferen¬ 
tial rights with respect to the acquisition 
of the employee's (or direct owner’s) 
stock will be considered to be a condition 
which satisfies such requirements. For 
purposes of this subdivision. If a condi¬ 
tion which restricts or limits an employ¬ 
ee’s right (or the direct owner's right) 
to dispose of his stock also applies to 
the stock in such corporation held by 
the common owner pursuant to a bona 
fide reciprocal stock purchase arrange¬ 
ment, such condition shall not be treated 
as one which restricts or limits the em¬ 
ployee's right to (ll^x)6c of such stock. 
An example of a reciprocal stock pur¬ 
chase arrangement Is an mgreemimt 
whereby the common owner and the em¬ 
ployee are given a right of first refusal 
with respect to stock of the employer 
corporation owned by the other party. 
If. however, the agreement also provides 
that the c<Mnmon owner has the right to 
purchase the stock of the employer cor¬ 
poration owned by the employee in the 
event that the corporation should dl^ 
charge the employee for reasonable 
cause, the purchase arrangement would 
not be reciprocal within the meaning ox 
this subdivision. 

(5) Other controlled groups. The pro¬ 
visions of sutH^aragraphs (1), (2), (3), 
and (4) of this paragraph shall apply m 
determining whether a corporation U 
a member of a combined group (within 
the meaning of paragraph (a)(4) oi 
§ 1.1663-1) or an Insurance group (within 
the meaning of paragraph (a)(5) of 
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11.1563- 1). For example, under para- 
graph (a) (4) of I 1.1563-1, In order for a 
corporation to be a member of a com- 
Uned firroup such corporation must be a 
member of a parent-aubsidlary group or 
I brolher-atster group. Accordingly, the 
excluded stock rules provided by this 
paraprraph are applicable in determining 
whether the corporation is a member of 
such group. 

(6) Afcaning of employee. For pur¬ 
poses of this secUoD and 1.1563-3 and 

1.1563- 4 , the term ’‘employee*’ has the 
lame meaning such term is given in sec¬ 
tion 3306(i) of the Code (relating to def¬ 
initions for purposes of the Federal Un¬ 
employment Tax Act). Accordingly, the 
term employee as used in such sections 
includes an officer of a oorporatiom 

(7) Examples. The provisions of this 
paragraph may be illustrated by the fol¬ 
lowing examples: 

gsampls (I). CorporaUoD P owns 70 of 
100 Mharea of tho only class of stock of 
corpomtion B. The remaining shares of fi 
are owzMd as follows: 4 shares by Jones (the 
feneral manager of P), and 26 ahares by 
South (Who also owns S percent of the total 
oomblnad roting power of the stock of P). 
P ftaUsflss the 60 percent stock ownership 
requirement of subparagraph (1) of thU 
pamf^raph with respect to 8. Since Jonea Is 
tn om:er of P and Smith is a principal stock- 
bolder of P, under subparagraph (2) (II) of 
this p.-vragraph the 8 stock owned by Jones 
ijid Hmlth la treated as not outstanding for 
porpoces of determining whether P and 8 
are members of a parent-subsidiary oontrolUd 
group at corporaUons within the meaning 
ol paragraph (a)(2) of f 1.1663-1. Thus, P 
Is coc^siderod to own stock possessing 100 
percent (70-f-70) of the total voting power 
and value of aU tho 8 stock. Accordingly. P 
and 8 are members of a parent-subsidiary 
controlled group of corporattona. 

Cximple (2) • Assume the same facts as in 
czunple (1) and further assume that Jones 
owns 15 shores of U)e 100 shares of the only 
eUaa of stock of corpor a tion 8-1. and corpora¬ 
tion 8 owns 76 shares of such stock. P satls- 
fits the 60-peroeot stock ownership require- 
ttent of subparagraph (1) of this paragraph 
with respect to 8-1 since P Is considered os 
owning 52A percent (70 percent x 75 percent) 
of the 8-1 stock with the application of para¬ 
graph <b)(4> of 1 1.1563-8. Since Jones is 
an omoer of P« under subparagraph (3) (U) of 
this paragraph, the 8-1 stock owned by Jones 
b treated as not outstanding for purposes of 
determining whether 8-1 la a member of the 
parent-subsidiary controlled group of cor¬ 
porations, Thus. S la considered to own stock 
poftccssing 68 J percent (76 ^85) of the voting 
power azKl value of the 8-1 stock. Accord- 
iiigly. P, 8, and 8-1 are members of a parent- 
•ubaldlarv controlled group of corporations. 

Example (2). Corporatlou X owns 60 per¬ 
cent of the only class of stock of oorporatlon 
T. Davis, the president of T. owns the re¬ 
maining 40 percent of the stock of Y. Davis 
Ima agreed that If he offers his stock in Y for 
■ale ho will tint offer the stock to X at a pries 
equal to the fair market value of the stock 
cn the Orat date the stock Is offered for sale. 
Since Davis Is an employee of Y within the 
meaning of section 8306(1) of the Code, aiKl 
bis stock In Y is subject to a condition which 
aubiitantially restricts or limits his right to 
cUspoae of such stock and runs in favor of X. 
under subparagraph (2) (ill) of this para¬ 
graph, such stock Is treated as if it were not 
ouutanding for purposes of determining 
whether X and Y are members of a parent- 
•ubsldlary controlled group of corporations, 
^us, X Is oonsidsred to own stock possessing 
1 (K) percent of the voting power and value 

the stock of Y. Accordingly, X and Y ore 
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membsrs of a parant-sxibsldlary controlled 
group of corporations. 'The result would be 
the same If Davlak wife. Instead of Davis, 
owned directly the 40-peroent stock Interest 
in Y and such stock was subject to a right of 
first refusal running In favor of X. 

(e) Exception —(1) General. If stock 
of a corporation Is owned by a person 
directly or with the application of the 
rules contained In paragraph (b) of 
1 1.1563-3 and such ownership results 
in the corporation being a component 
member of a controlled group of cor¬ 
poraUons on a December 31, then the 
stock shall not be treated as excluded 
stock under the provisions of paragraph 
(b) of this section if the result of apply¬ 
ing such provisions Is that such corpora¬ 
tion is not a component member of a 
controlled group of corporaUons on such 
December 31. 

(2) Illustration. The provisions of 
this paragraph may be Illustrated by the 
following example: 

Kxampie. On each day of 1065. corpora¬ 
tion P owns directly 50 of the 100 aharee of 
the only claaa of atock of corporation 8. 
Jonea. an officer of P, owns directly 80 aharea 
of 8 atock and P haa an option to acquire 
Buch 80 aharea from Jonea. The remaining 
rhorea of 8 are owned by unrelated persona. 
If. purauant to the provialona of paragraph 
(b)(2) (11) of Uiia aection, the SO aharea of 
8 rtock owned directly by Jonea la treated 
aa not outstanding, the result la that P 
would be treated aa owning atock poeaeasing 
only 71 percent (50^70) of the total voting 
power and value of 8 atock. and 8 would 
not be a component member of a controlled 
group of corporationa on December 81, 1065. 
However, alnce P la considered as owning 
the 30 Ebarea of 8 etock with the application 
of paragraph (b)(1) of this section, and 
such ownership plua the 8 atock directly 
owned by P'(50 sharea) results tn S being 
a comp<ment member of a controlled group 
of corporations on December 81, 1965, the 
provUlona of UiU paragraph apply. There¬ 
fore. the provialona of paragraph (b)(2) (11) 
of thla section do not apply with respect to 
the 80 aharae of 8 Block, and on December 31. 
1065. 8 la a component member of a con¬ 
trolled group of oorporaUona oonalatlng of 
P and 8. 

§ 1.1563-3 Rules for delrrminSng stock 
ownership. 

(a) In general. In determining stock 
ownership for purposes of IS 1.1562-5, 

1.1563-1. 1.1563-2. and this section, the 
constructive ownership rules of para¬ 
graph (b) of this section apply to the 
extent such rules are referred to in such 
sections. The application of such rules 
shall be subject to the operaUng rules and 
special rules contained In paragraphs <c) 
and (d) of this secUon. 

(b) Constructive ownership —(1) Op- 
tUms. If a person has an option to ac¬ 
quire any outstanding stock of a corpora¬ 
tion. such stock shall be considered as 
owned by such person. For purposes of 
this subparagraph, an option to acquire 
such an option, and each one of a scries 
of such options, shall be considered as 
an option to acquire such stock. For ex¬ 
ample, assume Smith owns an option to 
purchase 100 shares of the outstanding 
stock of M Corporation, Under this sub¬ 
paragraph, Smith is considered to own 
such 100 shares. The result would be the 
same if Smith owned an option to acquire 
the option (or one of a series of options) 
to purchase 100 shares of M stock. 


2ir>5 

(2) Attribution from partnerships. 
(1) Stock owned, directly or Indirectly, 
by or for a partnership shall be con¬ 
sidered as owned by any partner having 
an Interest of 5 percent or more in either 
the capital or profits of the partnership 
in proportion to his Interest in capital 
or profits, whichever such proportion is 
the greater. 

(U) The provisions of thlB subpara¬ 
graph may be illustrated by the following 
example: 

Example, Green, Jonea. and White, un¬ 
related Indivldusaa, are partners in the OJW 
portnerahip. The partners* interests in the 
capital and proAta of the partnership are aa 
foUows: 


rinner 

Capital 

ProCif 

Oreva_....... .. 

While. 

Pnernt 

86 

00 

4 

PtrenU 
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The OJW partnership owns the entire out¬ 
standing stock (100 aharea) of X Gorpora- 
UoQ, Under thla aubparagraph. Green la 
oonaldered to own the X atock owned by the 
portnerahip In proportion to bia interest In 
capital (36 percent) or proflta (25 percent), 
whichever such proportion la the greater. 
*rherefore. Green U oonaldered to own 36 
aharea of the X atock. However, alnce Jonea 
haa a greater interest In the proflta of the 
portnerahip, he la considered to own the X 
Block In proportion to hia Lntereat in auch 
proflta. Therefore, Jonea la conaidered to 
own 71 aharea of the X atock. Since White 
does not have an Interest of 5 percent or 
more in either the capital or profits of the 
portnerahip. he la not considered to own 
any aharea of the X atock. 

(3) Attribution from estates or trusts. 
(1) Stock owned, directly or Indirectly, 
by or for an estate or trust shall be con¬ 
sidered as owned by any beneficiary who 
has an actuarial Interest of 5 percent or 
more in such stock, to the extent of such 
actuarial interest For purposes of this 
subparagraph, the actuarial interest of 
each beneficiary shall be determined by 
assuming the maximum exercise of dis¬ 
cretion by the fiduciary In favor of such 
bencfiolary and the maximum use of 
such stock to sat'sfy his rights as a bene¬ 
ficiary. A beneficiary of an estate or 
trust W’ho cannot under any circum¬ 
stances receive any interest in stock held 
by the estate or trust. Including the pro¬ 
ceeds from the disposition thereof, or the 
income therefrom, docs not have an ac¬ 
tuarial interest in such stock. Thus, 
where stock owned by a decedent’s estate 
has been specifically bequeathed to cer¬ 
tain beneficiaries and the remainder of 
the estate is bequeathed to other bene¬ 
ficiaries. the stock Is attributable only 
to the beneficiaries to whom It is spe- 
cdfically bequeatlied. Similarly, a re¬ 
mainderman of a trust who cannot un¬ 
der any circumstances receive any 
interest in the stock of a corporation 
which is a part of the corpus of the trust 
(including any accumulated Income 
therefrom or the proceeds from a dis¬ 
position thereof) does not have an ac¬ 
tuarial interest in such stock. How¬ 
ever, an Income beneficiary of a trust 
does have an actuarial Interest in stock 
if he has any right to the income from 
such stock even though under the terms 
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of the trust instrument such stock can 
never be distributed to him. 

(11) For the purposes of this subpara¬ 
graph. property of a decedent shall be 
considered as owned by his estate If 
such property is subject to administra¬ 
tion by the executor or administrator for 
the purposes of paying claims against 
the estate and expenses of administra¬ 
tion notwithstanding that, under local 
law, legal title to such property vests in 
the decedent's heirs, legatees or devisees 
Immediately upon death. With respect 
to an estate, the term "beneflclaiT" in¬ 
cludes any person entitled to receive 
property of the decedent pursuant to a 
will or pursuant to laws of descent and 
distribution. A person shall no longer 
be considered a beneficiary of an estate 
when all the property to which he is 
entitled has been received by him. when 
he no longer has a claim against the 
estate arising out of having been a bene¬ 
ficiary. and when there is only a remote 
possibility that it will be necessary for 
the estate to seek the return of property 
or to seek payment from him by con¬ 
tribution or otherwise to satisfy claims 
against the estate or expenses of ad¬ 
ministration. When pursuant to the 
preceding sentence, a person ceases to 
be a beneficiary, stock owned by the 
estate shall not thereafter be consid¬ 
ered owned by him. 

(ill) Stock owned, directly or indi¬ 
rectly. by or for any portion of a trust 
of which a person Is considered the owner 
under subpart E. part I. subchapter J 
of the Code (relating to grantors and 
others treated as substantial owners) 
is considered as owned by such person. 

(iv) This subparagraph does not ap¬ 
ply to stock owned by any employees* 
trust described in section 401(a) which 
is exempt from tax under section 501(a). 

(4) Attribution from corporations. 

(i) Stock owned, directly or indirectly, 
by or for a corporation shall be consid¬ 
ered as owned by any person who owns 
(within the meaning of section 1563(d)) 

5 percent or more In value of its stock 
In that proportion which the value of the 
stock which such person so owns bears 
to the value of all the stock in such 
corporation. 

(li) The provisions of this subpara¬ 
graph may be illustrated by the follow¬ 
ing example: 


Example. Brown, an Individual, owns 60 
shares ot the 100 aharea of the only class of 
ouutandlng stock of corporation P. Smith, 
an Individual, owns 4 shares of the P stock, 
and corporation X owna 36 shares of the P 
stock. Corporation P owns, directly and in¬ 
directly. 50 ahares of the stock of corpora* 
Uon 8. Under this subparagraph. Brown is 
considered to own 30 shares of the 8 stock 
(^ooX50). and X is considered to own 18 
shares of the 8 stock (*4iooX50). Since 
Smith does not own 5 percent or more in 
value of the P stock, he is not considered as 
owning any of the 8 stock owned by P. If, 
in this example. Smith's wife had owned di¬ 
rectly 1 share of the P stock. Smith (and his 
wife) would each own 5 shares of the P 
stock, and therefore Smith (and his wife) 
would be considered as owning 26 shares 
of the 8 stock (^opX 50). 

(5) Spotut, (i) Except as provided 
in subdivision (11) of this subparagraph, 
an individual shall be considered to own 
the stock owned, directly or indirectly, by 


or for his spouse, other than a spouse 
who U legally separated from the in¬ 
dividual under a decree of divorce, 
whether interlocutory or final, or a de¬ 
cree of separate maintenance. 

(ii) An individual shall not be consid¬ 
ered to own stock in a corporation owned, 
directly or indirectly, by or for his spouse 
on any day of a taxable year of such 
corporation, provided that each of the 
following conditions are satined with 
respect to such taxable year: 

(a) Such individual does not, at any 
time during such taxable year, own di¬ 
rectly any stock in such corporation. 

(b) Such individual Is not a member 
of the board of directors or an employee 
of such corporation and does not partici¬ 
pate in the management of such corpora¬ 
tion at any time during such taxable 
year. 

(c) Not more than 50 percent of such 
corporation's gross Income for such tax¬ 
able year was derived from royalties, 
rents, dividends, interest, and annuities. 

id) Such stock in such corporation Is 
not. at any time during such taxable year, 
subject to conditions which substantially 
restrict or limit the spouse's right to dis¬ 
pose of such stock and which run in favor 
of the individual or his children who 
have not attained the age of 21 years. 
The principles of paragraph (b)(2) (Hi) 
of S 1.1563-2 shall apply in determining 
whether a condition is a condition de¬ 
scribed In the preceding sentence. 

(ill) For purposes of subdivision (H) 
(c) of this subparagraph, the gross In- 
(xxne of a corporation for a taxable year 
shall be determined under section 61 and 
the regulations thereunder. The terms 
"royalUes", •‘rents'*, “dividends*', ••inter¬ 
est". and “annuities" shaU have the same 
meanings such terms arc given for pur¬ 
poses of section 1244(c). See paragraph 
(g)(1) (H). (lU), (Iv). (v). and (vl) of 
11.1244 (c)-l. 

(6) Children, grandchildren, parents, 
and grandparents, (i) An individual 
shall be considered to own the stock 
owned, directly or Indirectly, by or for his 
children who have not attained the age 
of 21 years, and. If the Individual has not 
attained the age of 21 years, the stock 
owned, directly or indirectly, by or for 
his parents. 

(li) If an individual owns (directly, 
and with the application of the rules of 
this paragraph but without regard to this 
subdivision) stock possessing more than 
50 percent of the total combined voting 
power of all classes of stock entitled to 
vote or more than 60 percent of the total 
value of shares of all cla&ies of stock In 
a corporation, then such individual shall 
be considered to own the stock in such 
corporation owned, directly or indirectly, 
by or for his parents, grandparents, and 
children who have attained the age of 
21 years. In determining whether the 
stock owned by an individual possesses 
the requisite percentage of the total com¬ 
bined voting power of all classes of stock 
entitled to vote of a corporation, see 
paragraph (a) (6) of i 1.1563-1. 

(UJ) For purposes of section 1563. and 
89 1.1563-1 through 1.1563-4. a legally 
adopted child of an individual shall be 
treated as a child of such individual by 
blood. 


(Iv) The provisions of this subpara¬ 
graph may be lUustrated by the foUowlnE 
example: 

Example —(a) TacU. IndlYldiul p ovni 
directly 40 sharw of the 100 sham ol the 
only clan of stock of 2 OorporsUon. HU 
son. M (20 years of age), owns directly 3o 
•hares of euch etock. and his eon, A (30 
years of age), owna dlrectty 20 shares o( 
•vich stock. The remaining lo shares of 
the Z stock are owned by an unrelated 
person. 

(b) ownership. IndiTidoal P owns 40 
•hares of the Z stock directly and U con* 
aldered to own the 30 ahares of 2 stock 
owned directly by M. Since, for purposes 
of the more-tiian-SO-percent stock ownership 
test oonUined In aubdlrUion (ii) of this sub- 
paragraph, P is treated ae owning 70 ahares 
or 70 percent of the total voUng power and 
value of the Z stock, he ii also considered 
n owning the 20 shares owned by his adult 
•on. A. Accordingly. F u considered as own¬ 
ing a total of 00 aharee of the Z stock. 

(c) Jf's ownership. Minor eon. M. owns 
SO sharee of the Z stock directly, and is con¬ 
sidered to own the 40 ahares of Z stock 
owned direcUy by hU father. P. However. U 
la not considered to own the 20 sharw of Z 
stock owned direcUy by bis brother. A. and 
oonatrucUvely by P, because etock construe- 
Uveiy owned by F by reason of family at¬ 
tribution la not considered as owned by him 
for purposes of making another member of 
hla famUy the constructive owner of such 
stock. Sec paragraph (c) (3) of this tecUon. 
Accordingly, M owna and la considered aa 
owning a total of 70 shares of the Z stock. 

id) oumership. Adult aon, A. owna 
20 aharoa of the Z stock direcUy. Since, for 
purpoeee of the more-than-60-pcrcent stock 
ownership test contained in subdivision (U) 
of this subparagraph. A is treated aa own¬ 
ing only the Z stock which be owns directly, 
he does not aatlafy the condition precedent 
for the attribution of Z stock from his fa¬ 
ther, Accordingly, A is treated as owning 
only the 20 shares of Z stock which be owns 
direcUy. 

(c) Operating rules and special rules-— 
(1) In generaL Except as provided In 
kubparagraph (2) of this paragraph, 
stock constructively owned by a person 
by reason of the applicaUon of subpara¬ 
graph (1). (2). (3), (4). (5), or (6) of 
paragraph (b) of this section shall, for 
purposes of applying such subpara¬ 
graphs, be treated as actually owned by 
such penKin. 

(2) Members of family. Stock con¬ 
structively owned by an individual by 
reason of the application of subpara¬ 
graph (5) or (6) of paragraph (b) of 
this section shall not be treated as owned 
by him for purposes of again applying 
such subparagraphs in order to make 
another the constructive owner of such 
stock. 

(3) Precedence of option attribution. 
Pot purposes of this section, if stock may 
be considered as owned by a person un¬ 
der subparagraph (1) of paragraph (b) 
of this section (relating to option at¬ 
tribution) and under any other subpara¬ 
graph of such paragraph, such stock 
shi^ be considered as owned by such 
person under subparagraph (1) of such 
paragraph. 

(4) Examples. The provisions of this 
paragraph may be illustrated by Ibc 
following examples: 

ExampU (1). A. 80 jean at age. hM a W 
percent Inteijeat in the capital and proflU 
of a partnerahip. The partncrehlp own* •!! 
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tiM cuuUDdlof Stock of ootrpormtloD X mnd 
X owns 60 tharoi of the 100 ouUtaodUif 
iliaret of corpormtloo T. Under enhparm- 
mph (1) ot this permgreph. the GO theres 
of T coQstruoUYely owned by the pertiker- 
ibJp by reason of rubporagroph (4) of pora- 
mpb (b) Of this sectton U treated as 
ichiAlly owned by the portncrthSp for pur- 
poece Of applying aubporograph (3) of para¬ 
graph (b) of this aecUon. Therefore, A le 
oonttcUa^ os owning M ahorea of the Y 
■lode (90 percent of 60 ahorea). 

Xjample (2). Assume the aame facte ae 
Izt rxample (1). Aeaume further that B, 
vho la 30 years of age and the brother of A, 
directly owns 40 aharee of T etock. Although 
the stock of Y owned by D la considered oa 
owned by C (the father of A and B) under 
pom^raph (b) (G)(1) of this section, under 
iubparagraph (2) of this paragraph such 
stork may not be treated as owned by C for 
purpoMS of applying paragraph (b) (G) (II) of 
this scctlOQ in order to make A the oon- 
atrucUire owner of such stock, 

Siampte (J). Asaume the aame facta as¬ 
sumed for purposes of example (2). and fur¬ 
ther .utsume that C has an option to acquire 
the 40 aharee of Y stock owned by bla son. B. 
The rule contained In subparagraph (2) of 
this paragraph does not prevent the reattrl- 
bntum of such 40 shores to A because, under 
subparagraph (8) of this paragraph. C Is con¬ 
sidered SB owning the 40 shares by reason of 
option attribution and not by reason of 
family attribution. Therefore, olnoe A sat- 
ItGet the more-than-50-percent stock owner¬ 
ship test contained In paragraph (b)(G)(U) 
of this section with respect to Y, the 40 
shares of Y stock constructively owned by C 
ire reattributed to A. and A Is considered as 
owning a total of 04 shares of Y stock, 

(d) ^pgciol rule of nection 1S63 
if) (3) (B) —(1) In general. If the same 
stock of a corporation Is owned (within 
the meaning of section 1663 <d)) by two 
or more persons, then such stock shall 
be treated as owned by the person whose 
ownership of such stock results in the 
corporation being a component member 
of a controlled group on a December 31 
which has at least one other component 
member on such date, 

(2) Component member of more than 
one group. (1) If. by reason of subpara¬ 
graph (1) of this paragraph, a corpora¬ 
tion would (but for this subparagraph) 
become a component member of more 
than one controlled group on a Decem¬ 
ber 31, such corporation shall be treated 
ks a component member of only one such 
controlled group on such date. The dc- 
temiinatlon as to which group such cor¬ 
poration is treated as a component mem¬ 
ber of shall be made in accordance with 
the rules contained in subdivisions (li), 
<iU), and (iv) of this subparagraph, 

<ii) In any case in which a corpora¬ 
tion Is a component member of a con¬ 
trolled group of corporations on a De¬ 
cember 31 as a result of treating each 
6bare of its stock as ownc^d only by the 
Person who owns such share directly, 
then each such share shall be treated as 
owned by the person who owns such 
5bare directly. 

(ill) If the application of subdivision 
<ii) of this subparagraph docs not result 
in a corporation being treated as a com¬ 
ponent member of only one controlled 
i^roup on a December 31. then the stock 
of such corporation described in sub- 
paragraph (1) of this paragraph shall be 
treated as owned by the one person de¬ 
scribed in such subparagraph who owns, 
and with the application of the 
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rules contained in paragraph (b) <!)• 
(2). (3). and (4) of this section, the 
stock possessing the greatest percentage 
of the total value of shares of all classes 
of stock of the corporation. 

(iv) If the application of subdivision 
(U) or (ill) of this subparagraph does not 
result in a corporation being treated as 
a component member of only one con¬ 
trolled group of corporations on a De¬ 
cember 31, then the determination as to 
which group such corporation is treated 
as a component member of shall be made 
by the district director with whom such 
corporation flics Its Income tax return for 
the taxable year which Includes such 
date, unless the common owner (or the 
common parent) of each controlled 
group of which such corporation is a 
component member (determined without 
regard to this subparagraph), flics an 
agreement within the time and in the 
manner provided in this subdivision. 
The agreement shall be in the form of 
a statement, signed by each person who 
is the common owner (or a person au¬ 
thorized to act on behalf of the common 
parent) of each such controlled group, 
stating that such corporation Is assigned 
to one such controlled group by agree¬ 
ment of the parties in accordance with 
the provisions of this subdivision. The 
statement shall, in addition, provide all 
the information with respect to stock 
ownership by each of the common own¬ 
ers (or common parents) and other per¬ 
sons which is reasonably necessary in 
order to satisfy the district director with 
whom the statement is flled that the 
provisions of this paragraph have been 
properly applied. The statement shall 
be flled on or before the due date (in¬ 
cluding extensions of time) for the flUng 
of the income tax return of such corpora¬ 
tion for the taxable year Including such 
December 31. (However, in the case of 
an agreement with respect to December 
31,1963. or December 31.1984, the state¬ 
ment shall be considered as timely flled 
if filed within 90 days after the pub¬ 
lication of this regulation In the FsckRAL 
Rsgistxr as a Treasury decision,) An 
agreement under this subdivision once 
flled is irrevocable and elTcctIvc for such 
taxable year and all subsequ^^nt taxable 
years of the corporation, unless subdivi¬ 
sion (li) or (Ui) of this subparagraph 
applies or there Is a substantial change 
in the stock ownership of such corpora¬ 
tion. 

(3) Examples. The provisions of this 
paragraph may be illustrated by the fol¬ 
lowing examples. In which each corpora¬ 
tion referred to uses the calendar year 
as its taxable year and the stated facts 
are assumed to exist on each day of 
1965 (unless otherwise provided in the 
example): 

Example (I). Jones owns aU the stock of 
corporation X and has an option to purchase 
from Smith aU the ouutandlng stock of cor¬ 
poration Y. Smith does not own stock In 
any other corporation. Since the Y stock Is 
considered as owned by two or more persons, 
under subparagraph (I) of this paragraph 
the Y stock Is treated as owned only by Jones 
since hts ownership results In Y being a 
component member of a controlled group odt 
oorporaUoDB on December 31. 1965, The re¬ 
sult in this example would not be changed 
If smith also owned all the stock of corpora¬ 
tion Z an December 81, 1965. but hod owned 
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such stock for less than one-half of the num¬ 
ber of days In Z*b 1965 taxable year, since, 
under paragraph (b)(2)(l) of I 1.1563-1, Z 
would be treated as an excluded member of 
the brother-sister controUed group of which 
Smith Is the common owner. Therefore. If 
Smith were treated as the owner of the Y 
stock, Y would not be a component member 
of a ooDirolled group of corparatioos on De¬ 
cember 31, 1065. which lias at least one other 
component member on such date. Accord¬ 
ingly. the role oonUlned In subparagraph 
(1) of this paragraph requires that the Y 
stock be treated os owned by Jones. 

Example (2). Individual W (the wife of 
H) owns directly aU the stock of M Corpora¬ 
tion. and such stock Is not considered os 
owned by H because each of the conditions 
prescribed In paragraph (b)(5) (11) of this 
section are satlsned with respect to M’s 1965 
year. Also. H owns directly 80 percent of the 
only class of stock of K CorporaUon and W 
owns the remaining 20 percent of the N stock. 
H does not own stock in any other corpora¬ 
tion, Under the general spouse attribution 
rule of paragraph (b)(5)(l) of this section, 
n and W are each considered as owning 100 
percent of the stock of K. Under the rule 
contained In subparagraph (1) of this para¬ 
graph, however. W wilt be treated as owning 
all the N stock during 1965. since only If the 
H stock owned directly by H is treated os 
owned by W (and W Is treated as owning 
the stock she owns directly in N) will N be a 
component member of a controlled group 
with respect to its 1965 year. 

Example (2). Assume the same facts as 
In example (2) except that H also owns di¬ 
rectly all the stock of P CorporaUan, The P 
stock oimed by H la not considered as owned 
by W because each of the conditions pre¬ 
scribed In paragraph (b)(5)(U) of this sec¬ 
tion ore tsUsaed with respect to Pa 1965 
year. Under subparagraph (2) (11) of this 
paragraph, the stock of N CorporaUon owned 
directly by H and construcUvely by W (80 
percent of the N stock) is treated as owned 
only by H since direct ownership of stock 
in N resulu In N being a component m«*mber 
of a brother-sister controlled group consist¬ 
ing of N and P. Accordingly, on December 
31. 1965. N Is treated as a component member 
of a brother-sister group of which R Is the 
common owner and Is not treated os a mem¬ 
ber of a brother-sister group consisting of 
N and M of which W would be the common 
owner. 

Example (4). Assume the same focU as¬ 
sumed for purposes of example (3). except 
that H owns directly 25 percent of the only 
class of stock of corporation N. and W owns 
directly 36 percent of such stock. Further 
assume that P CorporaUon owns directly the 
remaining 49 percent of the N stock. Under 
section 1563(d) (2), H Ofwns and la considered 
as owning 100 percent of the N stock (25 per¬ 
cent dlrecUy. plus 49 percent with the appll- 
caUon of paragraph (b)(4) of this section 
(relaUng to attribution from corporaUons). 
plus 36 percent with the application of para¬ 
graph (b)(5)(l) of this section (relating to 
general rule of spouse attribution)). Also 
under secUon 1563(d)(2). W owns and is 
considered as owning 100 percent of the N 
stock (26 percent directly, plus 74 percent 
with the appllcsUon of paragraph (b) (5) (1) 
of this section (relating to general rule of 
spouse attribution)). However, since H 
owns. dlrecUy and with the application of 
the rules contained In paragraph (b)(1). (2). 
(3), and (4) of thle section. 74 p#rc»*nt of the 
N stock, and W owns, directly and with the 
appllcaUon of such rules, only 36 percent of 
the N stock, under subparagraph (2) (111) of 
this paragraph 100 percent of the N stock Is 
Ueated as owned by R Accordingly, on 
December 31. 1965. N Is treated as a compo¬ 
nent member of a brother-sister controUed 
group consisting of N and P and U not treated 
•s a member of a brother-sister group oon- 
slsUng of N and M of sTblch W would be the 
common owner. 
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§ Franrhtfted rorporaliont. 

<a) In general. For t>urpoees of para¬ 
graph (b>(2)(ti)(d) of fl.1563-1. a 
member of a controlled group of corpora¬ 
tions shall be considered to be a fran¬ 
chised corporation for a taxable year If 
each of the following conditions are sat¬ 
isfied for one-half (or more) of the niun- 
ber of days preceding the December 31 
included within such taxable year (or. 
if such taxable year does not include a 
December 31, for one-half or more of the 
number of days in such taxable year pre¬ 
ceding the last day of such year): 

(1) Such member Is franchised to sell 
the products of another member, or the 
common owner, of such controlled group. 

(2) More than 50 percent (determined 
on the basis of cost) of all the goods 
held by such member primarily for sale 
to its customers are acquired from mem¬ 
bers or the common owner of the con¬ 
trolled group, or both. 

(3) The parent corporation (as de¬ 
nned in paragraph (bXD of i 1,1563-2) 
or common owner (as dehned In para¬ 
graph (b)(3) of 5 1.1563-2) of such 
member is under a duty (arising out of 
a written agreement) to dispose of its 
stock Interest in such member pursuant 
to a bona nde plan which contemplates 
that 160 percent of the stock of such 
member will eventually be owned by an 
employee (or employees) of such 
member. 

(4) Such employee owns (or such em¬ 
ployees in the aggregate own) directly 
more than 20 percent of the total value 
of shares of all classes of stock of such 
member. For purposes of this subpara¬ 
graph. the determination of whether an 
employee (or employees) owns the requi¬ 
site percentage of the total value of the 
stock of the member shall be made with¬ 
out regard to paragraph (b) of 5 1.- 
1663-2. relating to certain stock treated 
as excluded stock. Furthermore, if the 
corporation has more than one class of 
stock outstanding, the relative voting 
rights as between each such class of 
stock shall be disregarded in making 
such determination. 

(b) Plan for disposition of stock, (1) 
A plan referred to in paragraph (a)(3) 
of this section mustr— 

(I) Provide a reasonable selling price 
for the stock of the member, and 

(II) Require that a portion of the em¬ 
ployee’s compensation or dividends, or 
both, from such member be applied to 
the purchase of such stock (or to the 
purchase of notes, bonds, debentures, or 
similar evidences of Indebtedness of such 
member held by the parent corporation 
or the common owner). 

It la not necessary, in order to satisfy 
the requirements of subdivision (li) of 
this subparagraph, that the plan require 
that a percentage of every dollar of the 
compensation and dividends be applied 
to the purchase of the stock (or the In¬ 
debtedness). The requirements of such 
subdivision are satisfied If an otherwise 
(piallfled plan provides that under cer¬ 
tain specified conditions (such as a re¬ 
quirement that the member earn a 
specified profit) no portion of the com- 
pensaUon and/or dividends need be ap¬ 
plied to the purchase of the stock (or 


indebtedness), provided such conditions 
are reasonable. 

(2) A plan for the disposition of stock 
of a member will satisfy the require¬ 
ments of paragraph (a)(3) of this sec¬ 
tion and subparagraph (1) of this para¬ 
graph even though It does not require 
that the stock of the member be sold to 
an employee (or employees) if it pro¬ 
vides for the redemption of the stock 
of the member held by the parent or 
common owner and under the plan the 
amount of such stock to be redeemcKi 
during any period is calculated by ref¬ 
erence to the profits of such member 
during such period. 

(F.R. Doc. 65-1042: Filed. Feb. 24, 1065; 

8:45 Ajn.) 
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t 14 CFR Port* 25, 37, 121 1 

(Docket No. 6486; NoUce No. 85-4] 

AIRCRAFT FLIGHT RECORDERS 

Installation Requirements and Re¬ 
vised Minimum Performance Stand¬ 
ards 

The Federal Aviation Agency is con¬ 
sidering amending Parts 25. 37. and 121 
of the Federal Avlatton Regulations to 
set forth installation requirements and 
revised minimum performance standards 
for aircraft filght recorders. Tlie pur¬ 
pose of the proposed amendments Is to 
provide for the increased accuracy of 
recorded information and to improve the 
“crash survivability” of this Information. 

Interested persons are Invited to par¬ 
ticipate in the making of the proposed 
rule by submitting such written data, 
views, or arguments as they may desire. 
Communications should identify the 
docket or notice number and be sub¬ 
mitted In duplicate to the Federal Avia¬ 
tion Agency. Gfllce of the General 
Counsel; Attention Rules Docket. 800 
Independence Avenue SW., Washington. 
D.C.. 20553. All communications re¬ 
ceived on or before April 26, 1965. wriU be 
considered by the Administrator before 
taking action on the propK>sed rule. The 
proposal contained in this notice may 
be changed In the light of comments re¬ 
ceived. All comments submitted will be 
available, both before and after the 
closing date for comments, in the Rules 
Do<;ket for examination by interested 
persons. 

1. Installation reguirements. The 
Agency presently has no requirements 
that govern the Installation of flight re¬ 
corders In airplanes. With the adoiHlon 
of Part 25 (Airworthiness Standards: 
Transport Category Airplanes), the pro¬ 
visions of CAM 4b.606-2 that set forth 
policy guidelines for the installation of 
flight recorders in airplanes are being 
deleted. The amendments to Part 25 
proposed herein would update CAM 4b.- 
606-2 and set forth requirements for the 
installation of flight recorders on air¬ 
planes that are required by the operating 
rules to be so equipped. The proposed 
requirements follow as closely as prac¬ 
ticable the Installation requirements for 
cockpit voice recorders In I 25.1457. 


A principal difference between the pro¬ 
posal and CAM 4b.606-2 concerns the 
location of the record container In the 
airplane. Experience gained from acci¬ 
dent investigations since the adoption 
of that CAM has indicated that a non- 
ejectable record container stands the 
best chance of surviving crash Impact 
forces, and of avoiding severe static 
crushing loads and fire damage, if it U 
installed in locations aft of the pressur¬ 
ized compartment, but not where it may 
be crushed by aft mounted engines. Ac¬ 
cordingly. it Is proposed herein to require 
that each nonejectable record container 
must be installed aft of the pressurized 
compartment, and otherwise looted and 
mounted to minimize the probability of 
rupture, and consequent heat damage 
from fire. 

With regard to the accuracy of re¬ 
corded information, the proposal would 
require that air speed. alUtude, and 
heading data must be obtained from 
sources other than the first pilot’s flight 
and navigation Instrument systems, and 
that the data so obtained must meet the 
accuracy requirements prescribed for the 
first pilot’s systems. Also, in this regard, 
and to assist in the readout of the re¬ 
corded information, it Is proposed to re¬ 
quire that tests must be conducted to 
correlate flight recorder readings of air 
speed, altitude, and heading with the 
corresponding readings of the first pilot s 
instruments, and that this daU be in¬ 
cluded in the Airplane Flight Manual. 

Since an operating flight recorder Is 
a reqiUred item of equipment, it Is also 
proposed to require that there must be a 
means of prefiight checking of the re¬ 
corder for prop<^ operation. Also, and 
as Is now required for cockpit voice re¬ 
corders, the proposal would require that 
the recorder container must be bright 
orange or bright yellow. 

With regard to the effective dates of 
the proposed installation requirements, 
it is anticipated that the amendment to 
Part 25 would be effective 30 days after 
the publication of any final rule In the 
Fedxiul Rxgistvr. It is also proposed 
to amend Part 121 to require that flight 
recorders on airplanes operated under 
that part would have to be Installed in 
accordance with Part 25 (§ 25.1479, as 
proposed herein) after June 1. 1966. 
’This requirement would also apply to op¬ 
erations under Part 91 by Part 121 cer¬ 
tificate holders, since § 91.35 requinjs. 
for operations conducted under that part, 
that flight recorders must be installed 
as required by Part 121. 

2. Minimum performance standards. 
T^O-C51 contains minimum perform¬ 
ance standards' that an aircraft flight 
rc(X)rder must meet In order for its man¬ 
ufacturer to be authorized to Identify It 
with the applicable TSO marking. The 
amendments proposed herein would re¬ 
vise the impact test for *ryi)e I and n re¬ 
corders. add Impact shear, and static 
crush test reqiilrements applicable to 
each type, and require that the humidity. 


* Copies of these sundjirds. enUtled 

CAB Instrument Standard for Aircraft Flight 
Recorder**, may be obtained upon 
addressed to: Federal Aviation Agency. DU- 
trlbuUon Section. HQ-436. Waahlngton. D C., 
20553. 
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impact, impact shear, crush, and Arc 
protection test be conducted In that or¬ 
der on the same recorder without the 
need for repairs. 

In addition to the foregoing. It Is pro¬ 
posed to revise 9 37.150 to make it clear 
Uiat the performance standards of the 
T80 arc those that the manufacturer 
must meet in order to be authorized to 
identify his product with the applicable 
T80 marking. Also, after the effective 
date of the revised TSO. if It is adopted, 
new models of aircraft flight recorders 
would have to meet the revised minimum 
performance standards proposed herein 
in order to be IdenUfled with the appli¬ 
cable TSO marking. 

In consideration of the foregoing, it is 
proposed to amend Parts 25, 37, and 121 
of the Federal Aviation Regulations as 
follows: 

1. By amending Part 25 of the Fed¬ 
eral Aviation Regulations by adding a 
new I 25.1459 to read as follows: 

{ 2S.14S9 Flight recorder*. 

<a) Each flight recorder required by 
the operating rules of this chapter must 
be Instidled so that— 

(1) Air speed, altitude, and heading 
data are obtained from sources other 
than the first pilot’s flight and naviga¬ 
tion Instrument systems, and meet the 
accuracy requirements of 59 26.1323. 25.- 
1325. and 25.1327. as appropriate; 

(2) The vertical acceleration sensor Is 
rigidly attached, and located longitudi¬ 
nally either within the approved center 
of gravity llxnits of the airplane, or at a 
dUtanoe forward or aft of these limits 
that does not exceed 25 percent of the 
airplane’s mean aerodynamic chord: 

<3) It receives its electrical power from 
the bus that provides the maximum re¬ 
liability for operation of the flight re¬ 
corder without jeopardising service to 
essential or emergency loads; and 
(4) There is an aural or visual means 
for preflight checking of the recorder for 
proper operation. 

(b) Each nonejectable record container 
must be aft of the pressurized compart¬ 
ment and located and mounted to mini¬ 
mize the probability of rupture of the 
container as a result of crash Impact and 
consequent heat damage to the record 
from Are, In meeting this requirement 
the record container may not be where 
aft mounted engines may crush the con¬ 
tainer during Impact. 

<c) Tests must be conducted to corre¬ 
late flight recorder readings of air speed, 
altitude, and heading with the corre¬ 
sponding readings (taking Into account 
correction factors) of the first pilot’s 
mstnunents, and the correlation data 
must be included In the Airplane Flight 
Manual. 

<d) Each recorder container must be 
either bright orange or bright yellow. 

2. By amending 9 37.150 of Part 37 of 
the Federal Aviation Regulations to read 
as follows: 

S 37.150 Aurrafl fliglil recorder—^TStV- 
CSla. 

(a) AppUcabilUy, This technical 
standard order prescribes minimum per¬ 
formance standards tliat aircraft flight 
recorders must meet in order to be iden- 
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tlfled with the applicable TSO marking. 
New models of flight recorders that are 
to be 60 identified and that arc manu- 
factiired on or after the effective date of 
this section must meet the requirements 
of the "Federal Aviation Agency Mini¬ 
mum Performance Standards for Air¬ 
craft Plight Recorders" dated-- 

(b) Afarkinp. In addiUon to the mark¬ 
ings required by 9 37.7, the rating (nomi¬ 
nal voltage and wattage) must also be 
marked on the recorder. 

(c) Data reQuirements. The manu¬ 
facturer must furnish the Chief, Eingl- 
neerlng and Manufacturing Branch in 
the case of the Western Region, the Chief, 
Aircraft Ekiglneerlng Division). Flight 
Standards Division, Federal Aviation 
Agency. In the region where the manu¬ 
facturer is located, the following tech¬ 
nical data: 

(1) Six copies of the manufacturer’s 
operating Instructions, equipment limita¬ 
tions. and installation procedures. 

(2) One copy of the manufacturer’s 
test report. 

3. By amending the "CAA-CAB Instru¬ 
ment Standard for Aircraft PUghl Re¬ 
corder". dated June 12. 1958, as follows: 

(a) By changing the title to read "Fed¬ 
eral Aviation Agency Minimum Perform¬ 
ance Standards for Aircraft Flight 
Recorders", 

(b) By amending section 7.8 to read as 
follows: 

7.S Humidity^ icater, impact, impact shear, 
crush, and flre protection tests. The humid¬ 
ity, Impact, impact aheor, crumb, and flra 
protocUoo temtm ahaU b© made In the follow¬ 
ing eequenoe on the same recorder without 
the need for repairs. 

(c) By amending section 7.8.2 to read 
as follows: 

7.S.2 Impact. The IntelUgenoe on the 
record medium shall be cap^le of being 
analysed after the recorder has been sub¬ 
jected to the following Impact shock: Types 
I and n— Half sine wave Impact shocks ap¬ 
plied to each of the three i^n orthogonal 
axes and having a peak acceleration magni¬ 
tude of 1.000 g with a time duration of at 
least ftve mlUleeconds. Type ni—Accelera¬ 
tion not leas than the shocks developed on 
contact with a borlxontal rock surface, con¬ 
sidering the direction of ejection and any 
provisions for sllovlstlon of shock. With re¬ 
gard to the former, the aircraft shaU be as- 
■umed to be tilted at least 80 degree* trom 
horlsontal In the moat critical direction. 

(d) By redesignating sections 7.8.3 
and 7.8.4 os sections 7.8.5 and 7.8.6, re¬ 
spectively, and by adding new sections 
7.8.3 and 7.8.4 to read as follows: 

7.8J Impact shear. The InteUlgence on 
the record medium shall be capable of being 
analysed after the recorder has been sub¬ 
jected to an Impact shear force equal to a 
600-paund steel bar which is dropped from 
a height of 10 feet to strike each side of the 
enclosure In the most critical plane. The 
point of contact of the bar shall have a croes- 
scctlonal area that Is no greater than a cylin¬ 
drical rod 3J4-lnch In diameter. The longi¬ 
tudinal axis of the bar shaU be verUcal at the 
time of Impact. 

7,8.4 Static crush. The Intelligence on 
the record medium shaU be capable of being 
analysed after the recorder has been sub¬ 
jected to a static crush force of 5,000 pounds 
applied continuously, but not simultaneously 
to each of the three main orthogonal axes 
for a test p«1od of five minutes. 
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4. By amending 9 121.343 of Part 121 of 
the Federal Aviation Regulations by 
adding a new paragraph (d) to read as 
follows: 

B 121,3^13 Flighl recorder*. 

* • • • • 

(d) After June 1. 1966, each flight re- 
conier must be installed In accordance 
with the requirements of Part 25 of this 
chapter. 

These amendments arc proposed under 
the authority of sections 313(a>. 601. 603, 
604, 605. 607, Of the Federal Aviation Act 
of 1958 (49 U.8.C. 1354, 1421, 1423, 1424. 
1425, and 1427). 

Issued in Washington. D.C.. on Febru¬ 
ary 16,1965. 

C.W. Walker, 

Actinp Director, 
Flight Standards Service. 

ir.n. Doc. 65-1882: Piled, Feb. 24. 1965; 
8:45 am.l 

I 14 CFR Part 39 1 

IDocket No. 64001 

AIRWORTHINESS DIRECTIVES 

Beech Model 23 Aircraft 

The Federal Aviation Agency has un¬ 
der consideration a proposal to amend 
Part 39 of the Federal Aviation Regula¬ 
tions to Include an airworthiness direc¬ 
tive for Beech Model 23 aircraft. It has 
been determined that the pitot static 
tubes on certain B(^ech Model 23 aircraft 
were installed In such a way that water 
could enter the lines at the static buttons 
and accumulate In low areas of the lines, 
rendering the system Inoperative* To 
prevent water from entering the static 
lines through the fuselage sUtlc air ports 
and causing a system malfunction, an 
airworthiness directive is being proposed 
to require rerouting of the static lines 
on such Beech aircraft. 

Interested persons are invited to par- 
Ucipate in the making of the proposed 
rule by submitting such written data, 
views, or arguments as they may desire. 
Communications should identify the 
docket number and be submitted in du¬ 
plicate to the Federal Aviation Agency, 
OfSce of the General Counsel, Attention: 
Rules Docket. 800 Independence Avenue 
SW., Washington, D.C„ 20553. All com¬ 
munications received on or before March 
29, 1965, will be considered by the Ad¬ 
ministrator before taking action upon 
the proposed rule. The proposals con¬ 
tained in this notice may be changed 
In the light of comments received. All 
comments will be available, both before 
and after the closing date for comments, 
in the Rules Docket for examination by 
interested persons. 

This amendment is proposed under the 
authority of sections 313(a). 601 and 603 
of the Federal Aviation Act of 1958 (72 
8Ut. 762. 775, 776; 49 UB.C. 1354(a>, 
1421.1423). 

In consideration of the foregoing, it is 
proposed to amend 9 39.13 of Part 39 (14 
CFR Part 39). by adding the following 
airworthiness directive: 

Bxacu. Applies to Model 23 aircraft Serial 
Number* M-1 through M-334, except 
M-62. 
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OomplUx> 0 € required wlthtn 100 houre* 
time lo eervice After the effective dele of 
thle AD, unleee alreAdj mcoocnplUbed. 

To prevent water from entering the ctetlo 
linee through the fUBclege etetlo air ports 
and OAUstng a epiteiii mailVuictlon, Accon- 
plUh the following or an FAA-npproved 
equivalent: 

(A) Remove the tee fitting from the itatlo 
Uns connection just eft of the rear oobin 
bulkhcAd. 

(b) Conneot a A2-inch length of 0:26>inoh 
OD. bj 0.040>lnch wall poijethylene tub¬ 
ing to the static line running under the 
floorboard with a 263-P-^ union. 

(e) Place the pack nut and plastic ferrule 
not used with the union on the other end 
of the tubing and connect the tee fitting. 

(d) Remove the clips which orlgtnally 
secured the static lines to the cabin bulk¬ 
head and use one to attach the atatlc line to 
the top of the bulkhead jtist aft of the cabin 
bulkhead Station 330.00. 

(e) Shorten the tubing from each static 
port to provide gentle curves and to prevent 
any tow places tn the line that could trap 
water between the static ports and the tee. 
Reconnect the two shortened static port Hoes 
to the tee fitting using either the original 
plastio ferrules and pack nuta or new like 
parts. 

(Beech Service Bulletin No. 7 covers thU same 
subject.) 

Issued In Washington* D.C.. on Feb¬ 
ruary 18,1965. 

Ha**T a. TUkNPAUCH, 

Actino Director, 
Flight Standard! Service. 

IFJt. Doc. 68-1883; FUed. Feb. 24, 1065; 

8:45 AJn.J 


C 14 CFR Part 39 ) 

(Docket No. 04011 

AIRWORTHINESS DIRECTIVES 

Boeing Models 707 and 720 Series 
Aircraft 

The Federal AvlaUon Agency has un¬ 
der consideration a proposal to amend 
Part 39 of the Federal Aviation Regu¬ 
lations to Include an airworthiness di¬ 
rective for Boeing Models 707 and 720 
Scries aircraft. There has been an In¬ 
stance of failure of the nose gear drag 
brace lock rod upper attachment bolt at¬ 
tributable to fatigue. To correct this 
condition, this AD requires inig>ection 
and replacement of the nose gear drag 
brace lock rod upper attachment bolts. 

Interested persons are invited to par¬ 
ticipate in the making of the proposed 
rule by submitting such WTitten data, 
views, or arguments as they may desire. 
Communications should Identify the 
docket number and be submitted in 
duplicate to the Federal Aviation Agency, 
Office of the Genera] Counsel, Attention: 
Rules Docket, 800 Independence Avenue 
SW., Washington, D.C. 20553. All com¬ 
munications received on or b^ore March 
29. 1965, will be considered by the Ad¬ 
ministrator before taking action upon 
the proposed rule. The proposals con¬ 
tained in this notice may be changed in 
the light of comments received. All com¬ 
ments will be available, both before and 
after the closing date for comments, in 
the Rules Docket for examination by in¬ 
terested persons. 


PROPOSED RULE MAKING 

This amendment is proposed under 
the authority of sections 313(a), 601 and 
603 of the Federal Aviation Act of 1958 
<72 Stat. 752, 775,776; 49 U-8.C. 1354(a), 
1421,1423). 

In consideration of the foregoing. It Is 
proposed to amend f 39.13 of Part 39 (14 
CFR Part 39), by adding the following 
airworthiness directive: 

Boeino. Appllca to ModvU 707 and 720 Seiiea 
aircraft notod In Booing Scnrlce Bulletin 
No.207a<Rr.i), 

OompUance requirod aa Indicated. 
InveaUgatlon of a recent failure of the 
noM gear d|ag broce lock rod upper attach¬ 
ment bolt, which reaulted In the affected air¬ 
craft landing with the note gear retracted, 
Indlcatea that thlx bolt U auaoepUble to 
fatigue faUurea and requlrea rtplooament. 

(A) Bolt p/K BAG B30ABP6-87 ahaU be re¬ 
placed aa foUowa: 

(1) Bolta having 5,400 or more houra* time 
in aervloe on the effective date of thia AD 
aholl be replaced In accordance with para¬ 
graph (8) wlthtn 600 houre' time In aervice 
after the effecUve date of this AD. 

(2) Bolta haring len than 5.400 houra* 
time In aervice on the effective date of thla 
AD ahall be replaced In accordance with par¬ 
agraph (S> prior to the accumulation of 6,000 
hours* time in aervloe. 

(3) Replace noae gear drog brace lock rod 
upper attachment bolta P/N BAG B30ABP6-. 
37 with a new bolt of the aoroe part number 
or with Standard Preaaed Steel Company bolt 
SFH 32-A-35, Vol-Shan Mfg. Co. bolt V8 
25 45H 6F35T, or a bolt approved by the Chief. 
Aircraft Engineering Dlviaton. FAA Weetem 
Region, 

(4) Bolta P/N BAC B30AfiP6-37 installed 
In accordance with paragraph (8) ahall be 
repetitively replaced thereafter within each 
6,000 houra* Um Id aervice tixim the laat re¬ 
placement unlesa they are replaced with 
Standard Preaaed Steel Co. bolt SFH 22-6-SS. 
Vol-Shan Mfg. Co. bolt VS 2545H6P35T. or a* 
bolt approved by the Chief. Aircraft Engi¬ 
neering Division, FAA Western Region. 

(b) Operatoia who have not kept records 
of houra* time in aervloe on noee gear drag 
brace lock rod upper attachment bolta ahaU 
wbstttuie airplane houra* time In aervlot in 
lieu thereof. 

(Boeing Service Bulletin No. 2073(R-1) oov- 
era UUa same aubjeot.) 

Issued in Washington, D.C., on Py^b- 
niary 18, 1965. 

Hamt a. Titenfauch. 

Acting Director, 
Flight Standards Service. 

(FR, Doc. 68-1884; Filed. Feb. 24, 1966; 
8:45 ana.| 


C 14 CFR Part 39 1 
(Docket No. 64831 

AIRWORTHINESS DIRECTIVES 

Sikorsky Model S-58 Helicopters 

Amendment 238, 25 FJL, 13955. AD 61- 
1-3, specifies a mandatory life limit for 
Input bevel gears salvaged in accordance 
with Sikorsky Service InformaUon Cir¬ 
cular No. 1635-1127 Revisions A and E. 
and gears reworked in accordance with 
the provisions of paragraph (b) of Uie 
AD. The Agency has subsequently de¬ 
termined that it Is necessary to specify 
a mandatory life limit for input bevel 
gears salvaged In accordance with para¬ 
graph (B) of Sikorsky Service Bulletin 
No. 58B35-3B. Therefore, it Is proposed 
to revise Amendment 238 by specifying a 


mandatory life limit for gears salvaged 
in accordance with paragraph (B) of 
Sikorsky Service Bulletin No. 58B35-aB 
Furthermore, it Is proposed to permit 
certain gears to be resalvaged in accord¬ 
ance with paragraph (A) of Sikorsky 
Service Bulletin No. 5aB35-3B as in 
alternative to the resalvaging method 
now specified in paragraph (b) of the 
A^l. 

Interested persons arc invited to par¬ 
ticipate in the making of the proposed 
rule by submitUng such wHtten data, 
views, or argumenU as they may desire. 
Communications should identify the 
docket number and be submitted In du¬ 
plicate to the Federal AvlaUon Agency, 
Office of the General Counsel. Attention; 
Rules Docket, 800 Independence Avenue 
SW.* Washmgtdn, D.C.. 20553. AU com- 
municaUoRS received on or before March 
29. 1965. will be considered by the Ad¬ 
ministrator before taking action upon 
the proposed rule. The proposals con¬ 
tained in this noUce may be chafed in 
the light of comments received. All com- 
ments will be available, both before and 
after the closing date for comments in 
the Rules Docket for examination by 
Interested persons. 

This amendment is proposed under the 
authority of secUons 31S(a), 601 and 
603 of the Federal AvlaUon Act of 1968 
<72 Stat 752. 775. 776; 49 UB.C. 1364(a). 
1421, 1423). 

In consideration of the foregoing. It b 
proposed to amend 139.13 of Part 30 
(14 CFR Part 30), as follows: 

Amendment 238, 25 F.R 13955. AD 
61-1-3, Sikorsky Model S-58 helicopters, 
is amended by: 

1. Amending the introductory Clause 
of paragraph (b) to read: *'Oear8 sal¬ 
vaged as outlined In paragraph (a) of 
this direcUve may be resalvaged. prior 
to accumulating l;300 hours’ Ume in 
service since that salvage. In accordance 
with paragraph (A) of Sikorsky Service 
BuUeUn No. 58B35-3B or the foUowlng:” 

2. Adding a new paragraph Cd) to 
read: 

(d) AH toput bevtl gevi (P/N 8163A- 
20011 -2) that Imva bocn aolvaged for tbe 
first tlzno In aocordanct with paragraph (Bi 
of Sikorsky Seryice BuUatln No. 56B35-8B 
•han be retired upon acctxmulaiton of 2.400 
hours* time in serxloe alnoe aalrage. 

3. Amending the parenthetical refer¬ 
ence statement to read: 

(Stkoraky Senrics Bulletin No. 68B38-3B 
oovora thla aubjeot) 

Issued in Washington. D.C., on Febru¬ 
ary 18, 1965. 

Harrt a. TmuiFAtioH. 

Acting Director, 
Flight Standards Service. 

(FR, Doc. 65-1885: Filed, Feb. 24. 1965; 
e:45am.| 


[ 14 CFR Part 71 1 

I Airspace Docket No. 64-WA-69| 

FEDERAL AIRWAY 

Proposed Extension 

The Federal AvlaUon Agency is con¬ 
sidering an amendment to Part 71 of 
the Federal Aviation Regulations that 
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would extend VOR Federal airway No. 
S4 from Rochester. N.Y., via the Inter¬ 
section of the Rochester VOR 309* and 
KI( inburg* Ontario. VOR 113* True ra- 
dials. to the Kleir4burg VOR. excluding 
that portion which is within Canada. 

Interested persons may participate In 
the proposed rule making by submitting 
such written data, views, or arguments 
%s Uiey may desire. Communications 
should identify the regulatory docket or 
notice number and be submitted in tiip- 
Ucate to the Federal Aviation Agency, 
omce of the Oeneral Counsel. Attention: 
Rules Docket. 300 Independence Avenue 
SW.. Washington, D C.. 20553. All com- 
nmnicattons received within 45 days af¬ 
ter publication of this notice In the Fed- 
CRAL Rkoxstu will be considered before 
action is taken on the proposed amend¬ 
ment. The proposal contained In the 
notice may be changed in the light of 
comments received. All comments sub> 
mttted will be available in the Rules 
Docket for examination by interested 
persons, both before and after the clos¬ 
ing date for comments. 

An extension of V-34. as proposed, is 
necessary to provide on airway for air 
carriers operating between the Toronto. 
Canada, terminal area and Rochester. 
N,Y. 

This amendment Is proposed under 
section 307(a) of the Federal Aviation 
Act of 1958 (49 U.8.C. 1343). 

Issued in Washington. D.C., on Febru¬ 
ary 15. 1935. 

H. B, Helstrom, 

Actino Chief, Airspace Regulations 
and Procedures Division, 

|FR. Doc. 05-1836; Filed. Feb. 24, 1065; 

8:46 a.m.] 


( 14 CFR Part 75 1 
[Alnpaco Docket No. 66-WA-51 
JET ROUTE 

Proposed Realignment 

The Federal Aviation Agency is con¬ 
sidering an amendment to Part 75 of the 
Federal Aviation Regulations that would 
realign Jet Routes Nos. 18 and 24 from 
Phoenix. Arlz.. to Las Vegas, N. Mex. 

Interested persons may participate in 
the proposed rule making by submitting 
such written data, views, or arguments 
as they may desire. Communications 
should identify the airspace docket num¬ 
ber and be submitted in triplicate to the 
Federal Aviation Agency. Office of the 
General Counsel. Attention: Rules 
Gocket, 800 Independence Avenue SW„ 
Washington. D.C.. 20553. All communi¬ 
cations received within 30 days after the 
publication of this notice in the Federal 
Hrcister will be considered before action 
is taken on the proposed amendment. 
The proposal contalnod in the notice may 
be changed in light of comments re¬ 
ceived. All comments submitted will be 
available in the Rules Docket for exami¬ 
nation by Interested persons, both before 
and after the closing date for comments. 

The Agency proposes to realign J-18 
^ J-24 from Phoenix. Ariz., via St. 
•Johns, Arlz.: intersection of the St. 
Johns 071* and the Las Vegas. N. Mex.. 
247* True radials; to Las Vegas. This 


realignment would place these Jet routes 
over the Albuquerque. N. Mex.. VORTAC 
and w’ould provide airspace in which to 
maneuver north of Albuquerque for air¬ 
craft arriving and departing Kirkland 
AFB. N. Mex. Realignment, as proposed, 
also would permit deletion of the Grants. 
N. Mex.. VORTAC from the Jet route 
structure. 

This amendment Is proposed under 
section 307(a) of the F^eral Aviation 
Act of 1958 (49 UB.C. 1348). 

Issued in Washington. D.C.. on Febru¬ 
ary 12. 1965. 

H. B. Helstrom, 

Acting Chief, Airspace Regulations 
and Procedures Division. 

IFR Doc. 65-1887; Filed, Feb. 24. 1965; 

8:45 AJD.) 


FEDERAL COMMUNICATIONS 
COMMISSION 

f 47 CFR Part 21 ) 

IDocket No. 15852; FCC 65-100] 

DOMESTIC PUBLIC RADIO SERVICES 
(OTHER THAN MARITIME MOBILE) 

Proposed Replacement of Equipment 

In the matter of amendment of 
I 21.121 of the Commission's rules con¬ 
cerning replacement of equipment by 
station licensees operating in the Domes¬ 
tic Public Radio Services (other than 
Maritime Mobile); Docket No. 15852. 

1. Notice of proposed rule making in 
the above-entitled matter is hereby 
given. 

2. Stations in the Domestic Public 
Radio Services operating on frequencies 
below 890 Mc/s have been authorized by 
the Commission on a power output basis. 
However, the practice has been to show 
only the rated input power of a trans¬ 
mitter on the instrument of authoriza¬ 
tion. Additionally, we note that licensees 
in the Domestic Public Land Mobile and 
Rural Radio Services (operating in the 
35-44 Mc/s. 152-162 Mc/s and 450-460 
Mc/s bands) have frequently been con¬ 
fronted with the problem of substituting 
or replacing transmitters for others op¬ 
erating at the identical authorized power 
input without increasing the system's 
effective radiated power. With improve¬ 
ments in the efficiencies of transmitters 
In recent years, it has become increas¬ 
ingly difficult to find replacement trans¬ 
mitters which have the same input and 
output powers as the authorized trans¬ 
mitter. Therefore, replacement of 
transmitters in the Dc^estic Public 
Radio Services under the ciurent provi¬ 
sions of 8 21.121 of the rules, which re¬ 
quires conformity to the terms specified 
in the current Instrument of authoriza¬ 
tion. is too often involved In a formal 
application procedure. In proposing a 
new rule which is tied to rated power 
output of transmitters, it also appears 
that an appropriate notification would 
satisfy the administrative necessities and 
minimize the filing of formal applica¬ 
tions. 


3. By reason of the foregoing, it is 
proposed to amend 8 21.121 of the Com¬ 
mission's rules and regulations, to pro¬ 
vide that licensees may replace trans¬ 
mitters without regard to make, type or 
power Input provided that the replace¬ 
ment transmitter Is type-accepted for 
use under Part 21 with a rated power 
output equal to the approved power out¬ 
put of the authorized transmitter and 
otherwise conforms to the frequency, 
class of station and emission specified in 
the current instrument of authorization. 
Further, it appears that at the time of 
installation, notification should be given 
to the Commission at Washington, DC. 
and the Engineer in Cliargc of the radio 
district wherein operation is to be con¬ 
ducted. which notification should in¬ 
clude: (a) The radio service ond station 
call sign: (b) the location of replacement 
transmitter as shown on current license: 
(c) the name of the manufacturer and 
model number of transmitter Installed, 
as it appears on the current type-accept¬ 
ance list: (d) the rated output power of 
such transmitter; Ce) the identification 
of the transmitter being replaced (and 
where applicable, point<s) of communi¬ 
cation) and the frequency on which such 
transmitter operates: and (f) the date 
of replacement. 

4. The proposed amendment of 8 21.- 
121 of the rules, as set forth below, is 
issued pursuant to the authority con¬ 
tained in sections 4(1) and 303 (f) and 
(r> of the Communications Act of 1934, 
as amended. 

5. Pursuant to applicable procedures 
set forth in 8 1.415 of the Commission's 
rules, interested persons may file com¬ 
ments on or before April 1. 1965, and 
reply comments on or before April 20, 
1965. All relevant and timely comments 
and reply comments will be considered 
by the Commission before final action is 
taken in this proceeding. In reaching 
its decision in this proceeding, the Com¬ 
mission may also take Into account other 
relevant information before it. In addi¬ 
tion to the specific comments invited by 
this Notice. 

6. In accordance with the provisions 
of 8 1.419 of the rules, an original and 
14 copies of all comments, replies, plead¬ 
ings, briefs and other documents shall 
be furnished the Commission. 

Adopted: February 17, 1965. 

Released: February 19, 1965. 

Federal Communications 
Commission, 

IssALl Ben P. Wapls. 

Secretary, 

Section 21.121 Is amended to read as 
follows: 

§ 21.121 RrplArernent of equipment. 

(a) The licensee of a station in this 
service may replace a transmitter with¬ 
out specific authorization by notifying 
the Commission at Washington. D.C.. 
20554. and its Engineer in Charge of the 
radio district wherein operation is to be 
conducted, at the time of the installation 
of the transmitter, if the replacement 
transmitter complies with the following 
conditions: 

(1) Appears on Commission's current 
type-acceptance Ust for use under Part 
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21 (sec I 21.120) and Is installed without 
modification. 

(2) lia type-accepted output power is 
equal to the authorized output power for 
the transmitter being replaced. 

(S) Conforms to the frequency* rlima 
of station and emission specified in the 
current instrument of authoiimtion and 
all oUier applicable rules and regulations. 

<b) For all transmitter replacements 
made pursuant to paragraph (a) of this 
section* any changes in input power, 
make and type of transmitting equipment 
must also be indicated on the next appU- 
cation for renewal of license or in the 
next application for modification of li¬ 
cense, whichever is filed first. Requests 
for authority to make other changes in 
equipment shall be submitted to the 
Commission in appropriate applications 
and replacements which require applica¬ 
tions may not be made untd an authori¬ 
zation hM been issued by the Commis¬ 
sion. Notification Is not required for a 
replacement which conforms in all re¬ 
spects to the authorized transmitter. 

<c) The notification required by para¬ 
graph (a) of this section shall include: 

( 1 ) Radio service and station can sign. 

(2) Location of replacement transmit¬ 
ter as shown on current license. 

(3) Name of the manufacturer and 
model number of transmitter instaU^, 
as it appears on the current tirpe-acccpt- 
ance Ust 

(4) Rated output power of such 
transmitter. 

(5) Identification of the transmitter 
being replaced (and where applicable, 
point(8) of communication) and the frt^- 
quency on which such transmitter 
operates. 

(6) Date of replacement 

I PR. Doc. eS-IMS; Filed. Feb. 24. 19C5: 

8:60 a.m.) 


t 47 CFR Ports 31, 33 1 
(Docket No. 16B51; FCC 65-1071 

UNIFORM SYSTEM OF ACCOUNTS 
FOR TELEPHONE COMPANIES 

Proposed Deletion of Certain 
Retirement Units for Pole Lines 

In the matter of amendment of Parts 
31 and 33 (Uniform System of Accounts 
for cnaas A and Class B Telephone Com¬ 
panies and Uniform System of Accounts 
for Class C Telephone Companies, re- 
q;>ectively) of the Commission's rules and 
regulations to delete crossarms, pole 
stubs and pole butts from the list of re¬ 
tirement units for pole lines; Docket No. 
158S1 (RM-105), 

1. Notice is hereby given of proposed 
rule making in the above-entitled 
matter. 

2. The American Telephone and Tele¬ 
graph Company (ATI^T). on behalf of 
itself and its associated operating tele¬ 
phone companies, by letter dated April 

3. 1959, requested that the Commission 
amend f 31.8 of Part 31 (Uniform Sys¬ 
tem of Accounts for Class A and Class 
B Telephone C^ompanies) of its rules and 
regiilatlons to delete croesarms. pole 
stubs and pole butts from the list of re¬ 
tirement units for telephone plant ac¬ 
count 241. Pole Lines. In letters dated 


November 20. 1059 and November 20, 
1963, the Commission reque^rted addi¬ 
tional information from AT&T with re¬ 
spect to its proposal. Tliis information 
was furnished by AT&T in its letters of 
August 17. 1960. and September 29. 1964. 
respectively. 

3. The present retirement units pre¬ 
scribed in 8 31A under account 241. Pole 
Lines, are as follows: 

A polo (1.0., lino pole, brace pole, gtqr stub, 
or polo fonnlng part of A or H future). a pole 
stub, or a pole butt, wltb or without aaao- 
clatou aoehora. guys, atepo. etc. 

A croaeann (1.0., a wooden croaaarm. guard 
arm. or cable croaaarm. Including extenalon 
anna), with or without asaocUted braces and 
other hardware. 

A special fljrture (Ijo., a bridge fixture, a 
tower or othor apodal rlver-eroaalng or long- 
span fixture), with or without aasodated 
anchors, guys, etc. 

AT&T proposed that the entire second 
item above be deleted; that “a polo stub, 
or a pole butt,** be deleted from the first 
item; and that the word "crossanns,** 
be added immediately after **guys** in the 
first and third items above. 

4. Crossanns are the major part of 
the proposed chaise in retirement units. 
AT&T, in its letter of April 3, 1959, 
stated that, due chiefly to the increased 
use of multiple pair wire and of cable. 
crossafRis arc an item of declining Im¬ 
portance and the actual number of them 
in service has been diminishing, in the 
Bell System, at the end of 1940 the esti¬ 
mated book investment in crossarms was 
14.1 percent of the balance In account 
241^ Pole Lines, and by September 30, 
1963, this percentage had dropped to 
5.4 percent. AT&T sUted that the pre¬ 
dominant use of crossarms is to support 
bare wire and, since the use of bare wire 
in new construction Is limited, it appears 
that both bore wire additions and cross- 
arm additions will soon be almost en¬ 
tirely non-existent. 

5. Under AT&T's proposal, the cost of 
replacement of crossaims when the sup¬ 
porting poles are not replaced would, for 
those oompanlca who exercise the option 
of eliminating crossarms as retirement 
units, be accounted for as maintenance 
expense. For retirement purposes the 
cost of crossanns would be included as 
a port of the cost of poles when the poles 
are ultimately retired. In these respects, 
the accounting for crossanns would be¬ 
come similar to that for other items of 
pole line plant which have in the past 
been treated as minor items as provided 
In i 31.2—25(b) (2) of the Commission's 
rules. 

6. It is proposed that if Part 31 of our 

rules is amended as a result of this pro¬ 
ceeding identical amendmenU wiU be 
made In Part 33 (Uniform System of 
Accounts for Class C Telephone Com¬ 
panies) of our rules. Section 81 of Part 
33 is the section which is now Identical 
to 4 31,8 80 far as pole con¬ 

cerned. 

7. Since It is not expected that any 
rule amendments which may be adopted 
as a result of this proceeding wlU involve 
alterations in the •‘required" manner or 
form of keeping accounts, the 6 months 
noUce provision of aecUon 220(g) of the 
Communications Act will not apply and 
any amendments will consequently be 


made effective the first day of the month 
immediately following their adoption 

8. This notice of proposed rule making 
is Issued under authority of sections 4(i) 
and 220 of the Communication Aa of 
1934. as amended. 

9. Pursuant to applicable procedures 
set forth in f 1.415 of the Commission^ 
rules, interested persons may file com¬ 
ments on or before April 5, 1965. and 
reply comments on or before April 23, 
1965. All relevant and timely oomments 
and reply comments will be considered 
by the Commission before final action is 
taken in this proceeding. In reaching Its 
decision in this proceeding, the Oommb- 
slon may also take into account other 
relevant information before it. in addi¬ 
tion to the specific comments invited by 
this notice. 

10. In accordance with the providons 
of 8 X.419 of the Commission's rules and 
regulations, an original and fourteen 
copies of all statements or briefs 

be furnished to the Commission. 

Adopted: February 17.1965. 

Released: February 19.1965. 

FEDnuL OOMinnciCATIONS 
CoiacissioN. 

rsXALl BxN F, Wafli, 

Secretary, 

(PR. Doc. 65-1947; Filed. Feb. 24. 19«; 
8:50 a.m.) 


[ 47 CFR Pori 73 1 

(Docket No. 156271 

MULTIPLE OWNERSHIP OF 
BROADCAST STATIONS 

Order Extending Time for Filing 

Comments and Reply Comments 

In the matter of amendment of 
88 73.35, 73.240 and 73.636 of the Com¬ 
mission's rules relating to Multiple 
Ownership of Standard. FM and Tele¬ 
vision Broadcast Stations; Docket No. 
15627. 

1. In a petition filed on February 12. 
1965. by Insurance Securities Incorpo¬ 
rated (I8I), it is requested, among other 
things, that the date for filing com¬ 
ments In this inquiry and proposed rule 
making proceeding be extended 60 days 
from the present date of February 23. 
1965 to AprU 24, 1965. and that Uie date 
for filing reply comments be extended 
from March 23, 1965 to May 23, 1965. 

2. We believe that good cause has been 
shown for this extension, How'cvcr, to 
aid the Commission In its consideration 
of the problem, parties are invited to sub¬ 
mit any factu^ data and statistics con¬ 
cerning ownership of broadcast facili¬ 
ties by mutual funds and other trust type 
entitles as soon as such data is available. 

3. Accordingly, it is ordered. This 19th 
day of February 1965. that the petition 
filed by Insurance Securities Incorpo¬ 
rated is granted Insofar as it Is consistent 
with the action taken herein, and that 
the time for filing comments is extended 
from February 23. 1965 to April 26.1965, 
and the time for filing reply comments is 
extended from March 23.1965 to May 26. 
1965. 

4. This action is taken pursuant to 
authority found in sections 4(1), 5(d) (1). 
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and 303 (r> of the Communications Act 
of 1934. as amended, and ( 0.281(d) (8) 
d the Commission's niles. 

Released: February 10.1965. 

PSOniAL COMICTTKICATIONS 
Commission. 
rsr\L] Ben P« Waple, 

Secretary. 

IPA. DOO. 6a-1948; Plied. Feb. 24. 1965; 
8:60 AJn.| 


£ 47 CFR Port 73 1 
IDocket No. 16850; PCC 65-131) 

FM BROADCAST STATIONS 

Proposed Table of Assignments; 

Plymouth and Goshen. Ind. 

In the matter of amendment of 
173 202 Table of Assignments. FM 
Broadcast Stations (Plymouth and Oo- 
sben, Indiana): Docket No. 15859. RM> 
678. 

1. Notice is hereby given of proposed 
rule making In the abovc«enUtled matter. 

3. The Commission has before it for 
coruilderation a petition filed October 30. 
1964. by Kenneth E. Kunxe. d/b/a Com¬ 
munity Service Broadcasters. The pe¬ 
tition requests rule making to reassign 
Channel 232A from Goshen. Ind.. to 
Plymouth. Ind.. and suggests, if the Com¬ 
mission considers it in the public interest, 
that Channel 232A be replaced in Goshen 
with Channel 249A presently assigned to 
Oowaglac. Mich. 

3. Plymouth, a community of 7.558 U 
located In Marshall County (population 
32.443). There are no FM channels as¬ 
signed to Plymouth and only one AM sta¬ 
tion. WTCA (a daytime only operation). 
The community of Goshen is located in 
Elkhart County; the community's popu¬ 
lation is 13.718 while the county's popu¬ 
lation is 106.790. FM Channel 232A. 
which is assigned to Goshen, is not occu¬ 
pied and there are no applications pend¬ 
ing for its use: however, there is a local 
PM educational service on Cliannel 216 
(WOCS). BtaUon WKAM Is authorized 
to provide an imiimlted time AM service 
In Goshen. Dowaglac has a population 
of 7.208 while Its county. Cass, has a 
population of 36.932. FM Channel 249A. 
assigned to Dowaglac, is not occupied and 
there are no applications pending for its 
nse: nevertheless, the community docs 
J^ceivc a dajrtlme only service from its 
AMsUtion.WDOW. 

4. This information demonstrates that 
Plymouth and Dowaglac are similar In 
tize and In the amount and nature of 
aural service received. Therefore, it ap¬ 
pears illogical to assume the need of 
Plymouth for additional service while at 
the same time denying a similar need In 
Dowaglac. lienee, we arc not consider¬ 
ing the replacement of Channel 232A In 
Ooshen with Dowaglac's only FM Chan¬ 
nel 249A, but arc only considering the 
rcRSKlgnment of Goshen's Channel 232A 
to Plymouth. 

5. Petitioner alleges that Plymouth, 
the couty scat of Marshall County, is Im¬ 
portant to its surrounding area In a gov¬ 
ernmental and economic sense. It sup¬ 
ports this allegation by pointing out the 
lacl that Plymouth had retail sales of 

No. 3T-^7 


$17,815,000. amounting to nearly half of 
the total retail sales in the county as a 
whole while the community's wholesale 
sales were $6,776,000 as compared to a 
county wide figure of $24.703.000.* Peti¬ 
tioner notes that Plymouth has only one 
daytime station. It also alleges that the 
county has no other local service. In 
view of Plymouth's significance to the 
county, petitioner feels that any new 
aural service should be located in that 
community and that first local aural 
early morning and nighttime service Is 
essential for the area which is primarily 
agricultural. It also points out that if 
crhannel 232A is reassigned to Plymouth 
from Ooshen. Ooshen will continue to 
receive unlimited time service from its 
local stations WKAM and WOCS. 

6. In light of these facts, we are of the 
view that it is in the public interest to 
institute a rule making proceeding in 
resp^ to the following proposal so as U> 
permit all interested parties to submit 
their views and other relevant data. 



CbAimfl number 

Praonit 

Propofled 

tod.—...-. 


233A 

Godini, tod.—. 

3^ 
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lUnlbUd •dumtloiul CiMumel 316 to to reauda in 
Ooabeo. 


7. Authority for the adoption of the 
amendments proposed herein Is con¬ 
tained In sections 4 (1) and <J), 303<r), 
and 3()7(b) of the Communications Act 
of 1934. as amended. 

8. Pursuant to applicable procedures 
set out in 4 1.415 of the Commission's 
rules and regulations, interested persons 
may file comments on or before March 
22,1965. and reply comments on or before 
April 6.1965. All submissions by parties 
to this proceeding or by persons acting on 
behalf of such parties, must be made in 
written comments, reply comments, or 
o^er appropriate pleadings. 

9. In accordance with the provisions of 
f 1.419 of the Commission's rules and 
regulations, an original and 14 copies of 
all comments, replies, pleadings, briefs, 
and other documents shall be furnished 
the Commission. 

Adopted; February 17,1965. 

Released: February 19.1965. 

FEDEIAL COMMinnCATIOKS 

Commission. 

[seal! Ben F. Waple. 

Secrctanf, 

IFJl. Doc. S5-194Q: FU«d. Feb. 24. 19SS; 

8:60 SJD.I 

£ 47 CFR Part 74 1 
(Docket No. 16S5S: FCC 65-1291 
TELEVISION BROADCAST 
TRANSLATOR STATIONS 

Proposed High Power Translators on 
Unoccupied Assignments 

In the matter of amendment of Part 
74. Subpart O. Television Broadcast 


• The BslM figures died are for the year 
1956. 


Translator Stations, to permit high 
power TV translators on unoccupied as¬ 
signments in the table of assignments; 
Docket No. 15858. 

1. Notice is hereby given of proposed 
rule making In the above-entitled matter. 

2. In conformance with its statutory 
obligation to promote an efficient broad¬ 
casting service to all the people of the 
United States, the Commission over the 
post years has been studying the problem 
of bringing television service to remote 
isolated communities and rural areas re¬ 
moved from stations in large centers or 
shadowed from these signals by Interven¬ 
ing terrain. It has In the past author¬ 
ized low power <l watt) VHP translators, 
high power (100 watts) UHF translators, 
UHF boosters, and satellite stations. 
While these types of stations in conjunc¬ 
tion with regular television broadcast 
stations have brought the benefits of tele¬ 
vision to the great bulk of the people, 
there are still places where additional 
stations would increase the service avail¬ 
able to the public. 

3. Inquiries and requests have recently 
been made con cerni ng the possible eco¬ 
nomical use of VHF channels which are 
stin available in some parts of the United 
States. Sec for example the comments 
filed In Docket 15586 by the Tri-State TV 
Translator Association. These Inqulrlea 
and request look toward the possible li¬ 
censing of una ttended TV translator sta¬ 
tions on VHF channels which are pre¬ 
sently unused but assigned In the televi¬ 
sion Table of Assignments. While there 
are very few such assignments in most of 
the country, there are a number of them 
available in the far west. For exa mple, 
there arc 11 commercial unoccupied VHF 
assignments in the State of Montana. 
The people of this state have utilized all 
the available m(^ans of obtai ning televi¬ 
sion service: VHF and UHF translators, 
community antenna television systems, 
and regular television broadcast stations. 
However, due to the small population in 
the prindpal cities of the State, it has 
not been foimd economically feasible to 
build and operate regular TV stations on 
the available channels. Often service 
from other states and even from Canada 
is brought in by the presently available 
means, as the only service available. 

4. The contention has been made that 
if an inexpensive method is found which 
would permit the building of TV stations 
in the communities in which channels 
are available, existing stations may find 
it feasible to construct stations In these 
communities to provide service to them 
and to the outlying areas. It is urged 
that such stations could eventually 
develop into regular broadcasting sta¬ 
tions just as in the case of satellite sta¬ 
tions. which have no means for \ocni 
programming but merely rebroadcast the 
programs of another station. Other ad¬ 
vantages are claimed for this type of 
operation: They would provide better 
service than available In cases where 
prognuns have to be brought in over 
long distances sometimes with one trans¬ 
lator rebroadcasUng the signal of an¬ 
other translator; they could result in 
the elimination of several low power 
translators: they could bring local state 
programming rather than out-of-state 
programs as is the case in many loca- 
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lions; and they would relieve many rural 
people of the economic burden of pro- 
rldlna funds for numerous small trans« 
lators. The parties point to the success¬ 
ful use of such hlah power unattended 
translator stations in other countries, 
notably Canada. 

5. It would appear that the use of 
such stations would serve the public In¬ 
terest. especially In those cases where It 
would provide the first direct off-the-alr 
TV service or a choice of service. Their 
operation and construction would be rel¬ 
atively inexpensive since they would not 
have to generate a standard TV signal, 
labor costs would be saved, etc. In fact, 
the only cost differential involved over 
and above that for a low power VHP 
translator Is that due to the higher 
power. Since they would operate on a 
channel In the table, there is no undue 
problem with interference to other TV 
stations. Because of the relatively low 
power used, which we believe should be 
100 watts transmitter peak output, the 
transmitter standards and specifications 
can be the same as for the low power 
VHP translators. While the requests 
have been for these stations to be op¬ 
erated on the VHP channels, we see no 
reason why such stations should not be 
authorized on the UHP channels as 
well.' In order to Insure the least 
danger of Interference and the most sat¬ 
isfactory operation, we are looking 
toward the ownership and operation of 
such stations by licensees of regular TV 
stations who have the personnel with 
the required knowledge of the equipment 
used. We will consider applications 
from other parties to operate such sta¬ 
tions if accompanied by a satisfactory 
showing that they will have available 
technical personnel qualified to insure 
that no Interference will occur to other 
radio services. We believe that these re¬ 
strictions are necessary since the possi¬ 
ble danger of Interference—particularly 
to other radio services such as the safety 
radio services and aeronautical serv¬ 
ices—was one of the primary reasons for 
previously limiting the power of VHP 
translators to 1 watt 

6. Another reason for limiting the VHP 
translators to 1 watt power was the Im¬ 
pact operation which higher power 
would have on other translators and the 
effect it would have on the ability of 
communities to find suitable frequencies 
which need such stations. Comments 
are invited on the question of whether 
operation of VHP translators with 100 
watts of power would adversely affect the 
ability of communities to find sufficient 
channels to operate low power trans¬ 
lators. 

7. We believe It desirable to permit 
nearby station licensees to operate high 
power translators even though they may 
be located beyond their predicted Grade 
B contours. First, in the areas In which 


* The present rules permit tJUP translators 
(up to 100 watts) on Channels 70 through 
83 only. Tht prop osed rule would also per¬ 
mit them on other UHF channels as assigned 
in the Tablt. 


VHP channels are unused this may well 
be the only manner in which such sta¬ 
tions will be constructed and operated, 
since these arc generally areas of sparse 
population and widely scattered small 
cities or communities. Purther. since 
the number of unused VHP assignments 
Is quite small (approximately 65 in the 
conterminous United 8Utes) we do not 
expect that the Impact of such operation 
by licensees will be very great In the 
event we receive objections to the use 
of high-powered translators from regiilar 
television stations, we will treat these on 
a ‘'casc-by-case" basts just as we do 
objections to other translators. 

8. Our present rules provide for t 3 rpe 
acceptance of translator transmitters In 
accordance with established procedures. 
We are not at this time proposing any 
changes in the requirements for the 100 
watt translators. If interested parties 
Indicate a need for changes in the neces¬ 
sary specifications we will consider them 
before finally adopting rules. 

9. In summary, the Commission pro¬ 
poses the adoption of rules whereby 
(after manufacturers have submitted In¬ 
formation needed for type acceptance) 
It would pr ocess applications for TV 
permits for VHP and UHP translators 
with powers up to 100 watts transmitter 
peak output, provld(^d they specify un¬ 
occupied commercial assignments pres¬ 
ently in the Table of Assignments. 
These stations will be licensed under 
Part 74 of the rules. They will be 
licensed to regular TV station licensees 
only or to other qualified parties upon 
a special showing. They will have a 
secondary status in that if and when an 
application is filed for a regular TV 
broadcast station, the latter will be proc¬ 
essed In the normal manner. The high 
power translator licensee will also be 
given an opportunity to file a competing 
application to convert the station to a 
regular broadcast station conforming to 
all the rules. If he does not elect to do 
so, his 100 watt operation must terminate 
upon grant of program test authority to 
the other applicant. In view of the 
above, comments are invited upon the 
propo^ made herein and the proposed 
rule amendments set forth below. 

10. Authority for the adoption of the 
proposed rules is contained In sections 
4 (i) and (j). 303, and 307(b) of the 
Communications Act of 1934, as amend¬ 
ed. 

11. Pursuant to applicable procedures 
set out In 11.415 of the Commission's 
rules. Interested parties may file com¬ 
ments on or before March 15. 1965. and 
reply comments on or before March 25. 
1965. All relevant and timely comments 
and reply comments will be considered 
by the Commission before final action is 
taken In this proceeding. In reaching Its 
decision in this proceeding, the Com¬ 
mission may also take into accoimt other 
relevant Information before it. in addi¬ 
tion to the specific comments invited by 
this Notice. 

12. In accordance with the provisions 
of 11.419 of the rules, an original and 
14 copies of all comments, replies, plead¬ 


ings. briefs, and other documents shall 
be furnished thr Commission. 

Adopted: JPebruary 17,1965. 

Released: February 19,1965 

Fboekal CoianmicaTiONs 
CoMinssioN, 

[seal] Ben P. Wafle. 

Secretary, 

It is proposed to amend Part 74. 8ub- 
part O—Television Broadcast Translator 
Stations, in the following respects: 

1. Add pararraph (g) to 174.702 as 
follows: 

§ 74.702 Frequency aMignmcni. 

• • • • • 

(g) A UHF translator will also be 
assigned on any UHF channel (includ¬ 
ing Channels 14-69) provided the as¬ 
signment *8 fisted in the Television Ta¬ 
ble of Assignments. 

2. It is proposed to add paragraph 
to I 74-732 as follows: 

§ 74.732 Eligibility and lieenaing rr- 
quire nienlii* 

• • • • • 

(1) VHP and UHP translators pro¬ 
posed to be operated on an assignment 
listed in the Television Tabic of Assign¬ 
ments (| 73.606) will normally be au¬ 
thorized to licensees of regular televi¬ 
sion broadcast stations. Other parties 
may be authorized to operate such sta¬ 
tions upon a satisfactory showing that 
they have personnel of sufficient tech¬ 
nical knowledge to insure that no inter¬ 
ference will occ ur to other radio services 
and that satisfactory signals will be pro¬ 
vided In the area, 

3. Amend paragraph (a) of 174.735 
to read as follows: 

6 74.735 Povrer limitations. 

(a) The power output of the final 
radio frequency amplifier of a VHP 
translator (except as provided for In 
subparagraph (4) of this paragraph) 
shall not exceed I watt peak visual 
power. This power may be fed Into a 
single transmitting antenna or may be 
divided between two or more transmit¬ 
ting antennas or antenna arrays In any 
manner found useful or desirable by the 
licensee. In Individual cases, the Com¬ 
mission may authorize the use of more 
than one 1-watt fin al r adio frequency 
amplifier at a single VHP translator sta¬ 
tion under the following conditions: 

(1) Each such amplifier shall be used 
to serve a different community or area. 
More than one final radio frequency 
amplifier will not be authorized to pro¬ 
vide service to all or a pert of the same 
community or area. 

(2) Each final radio frequency ampli¬ 
fier shall feed a separate transmitting 
antenna or antenna array. The 
mltUng antennas or antenna arrays shafi 
be so designed and Installed that the out¬ 
puts of the separate radio frequency 
amplifiers will not combine to reinforce 
the signals radiated by the separate 
tennas or otherwise achieve the effect or 
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radiated power In any direction In excess 
of that which ooukl be (Obtained with a 
single antenna of the same design ted by 
a 1-watt radio trecpiency amplUler. 

(3) VHP translators employing mul¬ 
tiple final radio frequency amplifiers will 
be licensed as a single station. The sep¬ 
arate final radio frequency amplifiers will 
not be l icens ed to different licensees. 

(4) VHP translators authorized on 
assignments lifted in the Table of As- 
signmenU in f 73.606(b) wlli be author¬ 
ized power output of the final radio fre¬ 
quency amplifier not to exceed 100 watts 
peak visual power. 


IPJH. Doe. ss-isao: PUed« Feb. 04. 19SS; 
8:60 aJBL| 
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Notices 


DEPARTMENT OF THE TREASURY 

Office of the Secretaiy 
IDept. Clrc. 670,1064 Supp. No. 17| 

KANSAS BANKERS SURETY CO. 

Termination of Authority To Qualify 
as Surety on Federal Bonds 

Fcbruaiy 19,1965. 

Notice is hereby idven that the cer¬ 
tificate of authority issued by the Secre¬ 
tary of the Treasury to the Kansas Bank¬ 
ers Surety Co., Topeka, Kans.. under the 
pro\islons of the act of Congress ap¬ 
proved July 30, 1947 (6 UB.C. 6-13), to 
qualify as sole surety on recognlzancos, 
stipulations, bonds and undertakings 
permitted or required by the laws of the 
United States Is hereby terminated. 

The Kansas Bankers Surety Co. has 
advised the Treasury that it no longer 
writes bonds running to the United 
States and has requested that the com¬ 
pany’s authority to act os surety on Fed¬ 
eral bonds be discontinued. 

Bond-approving officers of the Govern¬ 
ment should, in instances where such ac¬ 
tion is necessary, secure new bonds with 
acceptable sureties In lieu of bonds exe¬ 
cuted by the Kansas Bankers Surety Co., 
Topeka, Kans. 

[sEALl John K. Carlocx, 

Fiscal Assistant Secretary. 

|FJt. Doc. 6S-1943; FUed. Feb. 24. 1966: 

8:60 a.m.J 


DEPARTMENT OF THE INTERIOR 

Fish and Wildlife Service 
(Docket No. Sub-B 27) 

BOAT GANNEL INC. 

Notice of Hearing 

Boat Gannet Inc., New Bedford. Mass., 
has applied for a fishing vessel construc¬ 
tion differential subsidy to aid in the con¬ 
struction of a 96.5-foot overall steel ves¬ 
sel to engage In the fishery for ground- 
fish. flounders, and lobsters. 

Notice is hereby given pursuant to the 
provisions of the U.S. Fishing Fleet Im¬ 
provement Act iP.L. 88-498) a nd N otice 
and Hearing on Subsidies (50 CFR Part 
257) that a hearing in the above-entitled 
procce<lings will be held on March 25. 
1965. at 10:00 ajn.. eJLt.. In Room 3356, 
Interior Building, 18th and C Streets 
NW., Washington, D.C. Any person de¬ 
siring to intervene must fUe a petition 
of intervention with the Director, Bu¬ 
reau of Commercial Fisheries, as pre¬ 
scribed in 50 CFR Part 257 at least 10 
days prior to the date set for the hear¬ 
ing. If such petition of intervention Is 
granted, the place of the hearing may be 
changed to a field location. Telegraphic 
notice will be given to the parties in the 
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event of such a change along with the 
new location. 

H. E. CxOWTHElt. 

Acting Director, 

Bureau of Commercial Fisheries. 
Fsbruart 23.1965. 

(FJl. Doc. 66-2007; FUed. F^b. 24. 1966; 
8:M ajn.) 


(Docket No. 8ub-0-21 
A. IRVING AND EDNA E. TORMALA 
Notice of Hearing 

A. Irving Tormala and Edna K. Tor- 
mala. Fort Myers. Fla., have applied for 
a Ashing vessel construction differential 
subsidy to aid in the construction of an 
85-foot overall steel vessel to engage In 
the fishery for shrimp, snappers, 
groupers, and Atlantic tuna. 

Notice Is hereby given pursuant to the 
provisions of the U-8. Fishing Fleet Im¬ 
provement Act (P. L. 88-498) and Notice 
and Hearing on Subsides (50 CJPH. Part 
257) that a hearing In the above-entitled 
proceedings will be held on March 30. 
1965. at 10:00 ajs. e.s.t.. in Room 3356. 
Interior Building. 18th and C Streets 
NW., Washington. D.C. Any person de¬ 
siring to intervene must file a petition of 
intervention with the Director, Bureau of 
Commercial Fisheries, as prescribed tn 
50 CJP.R. Part 257 at least 10 days prior 
to the date set for the hearing. If such 
petition of intervention is granted, the 
place of the hearing may be changed to 
a field location. Telegraphic notice will 
be given to the parties in the event of 
such a change along with the new loca¬ 
tion. 

H. E- Crowther. 

Acting Director, 

Bureau of Commercial Fisheries. 

February 23,1965. 

(FJl. Doc. 66-2008; Filed. Feb. 24. 1866: 

8:60 ajn.) 


Bureau of Land Management 
ALASKA 

Notice of Filing Plat of Survey and Or¬ 
der Providing for Opening of Public 
Lands; Correction 

February 17,1965. 

In Federal Register Document 64- 
5527, appearing on page 7293 of the issue 
for June 4,1964, paragraph one Is hereby 
corrected to include the following: 
SxwAao Mjcrioun 

T. 16 N.. R. 4 W.. 

8eo. 1: Lot 8. 

James W. Scott. 
Manager, Anchorage District 
and Land Office. 

|FB. Doc. 86-1899: Filed. Feb. 24. 1966; 
8:46 ajn.) 


ARKANSAS 

IBLIf 080636; Surrey Group 68) 

Notice of Filing of Plat of Survey 
February 17, 1965 

The plat of survey of an omitted island 
in Spring River, described below, ac¬ 
cepted on January 22, 1965, will be of¬ 
ficially filed In this office effective at 10 
ajn., on March 17,1965. 

Fotth PaxKCtPAL lAnunuN. LAwaaNcs 
County, AaxANaAa 

T. 17 N., R, f W.. 

Sec. 4, lot 1 —8.66 acres. 

Sec. 6, lot 1—5.40 acrei. 

Containing an aggregate of 9.06 acre* 

The island is upland in character with¬ 
in the meaning of the swamp land acts 

The island is in the approximate posi¬ 
tion as shown on the plat of the 1824 
survey. Tlie stumps of the older timber 
growth also confirm that it was in ex¬ 
istence in 1836, the date Arkansas was 
admitted into the Union and at all sub¬ 
sequent dates. The Island Is therefore 
public land. 

Except for valid existing rights, the 
lands will not be open to applications 
for use and/or disposition under the pro- 
vlsiona of the public land laws. Includ¬ 
ing the mining and mineral leasing laws. 
untU a further order is issued. 

All inquiries relating to these lands 
should be sent to the Manager, Eastern 
States Land Office, Bureau of Land Man¬ 
agement. Washington. D.C., 20240. 

Doris A. Koxvula, 
Manager, Land Office. 

IF.R Doc. 66-1900; Filed. Feb. 24. 1066; 

8:46 ajn.J 


(Serial No. Idaho 016016) 

IDAHO 

Order Providing for Opening of 
Public Lands 

February 16. 1965. 

1. By deed of reconveyance the State 
of Idaho has reoonveyed the following 
described lands to the United States: 

Boiss XfxaiouN. Idaho 
T 7 8 R 19 B 

Scci s. SE^8W)4 and 8W%8S)4- 

The area deeciibcd totals 80 acres. 

2. The land Is located In Lincoln Coun¬ 
ty about 2‘/4 miles cast and 5 miles south 
of Dietrich. Idaho. The topography Is 
nearly level to gently undulating. The 
soils are a shallow, sandy loam with oc¬ 
casional lava outcrops. Vegetative cover 
is mainly an annual-bunchgrass type. 
The land has Umited agricultural po¬ 
tential. 

3. Pursuant to the authority delegated 
to me by Bureau Order No. 701 i 2.5, 
dated July 23, 1964, of the associate di¬ 
rector, the laiids described in paragraph 
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1 hereof shall become subject to applica¬ 
tion, pcUUon and selection generally, 
but accepting applications under the 
small Tract Act, subject to valid exist¬ 
ing rights, the provisiona of existing 
withdrawals and the requirements of ap¬ 
plicable law, effective 10:00 a.m. on 
March 23. 1965. All valid applications 
rccdved at or prior to that date shall be 
considered as simultaneously filled at 
that time. 

4. The lands shall be open to location 
under the United SUtes mining laws at 
10:00 ajn. of March 23. 1965. 

5. Inquiries should be addressed to the 
Manager, Land Office. Bureau of Land 
Management. Post Office Box 2237. Boise. 
Idaho, 83701. 

Orval O. Hadlxy, 
Manager, Land Office. 

(FB. Doc. es-ieoi; Filed, Feb. 24. 1966; 

8:46 ajn.| 


(BLM 080466; Siirvey Group 93] 
MINNESOTA 

Notice of Filing of Plat of Survey 

The plat of survey of two Islands in 
Gooee Lake, Pope County, Minnesota, 
accepted on December 16, 1964, will be 
officially filed in this office effective at 
10:00 am. on March 22, 1965. 

T. 133 N.. R. 87 W., 6th Principal Meridian 

8ae. 21. lot 7. 0J29 acree; 

Sec. 28. lot 5.8^4 acrce; 

Sec. 28. lot 6.168 scree. 

The areas deecrlbcd aggregate 561 acres. 

The character of the islands and the 
timber growth thereon Indicates their 
existence when Minnesota was admitted 
into the Union and at the time of the 
original survey. They are therefore de¬ 
termined to be public land. 

The islands are upland in character 
within the meaning of the swamp land 
acts. 

Ebccept for valid existing rights, the 
Islands will not be subject to use and/or 
disposition under the public land laws, 
including the mineral leasing and mining 
laws, until a further order Is issued. 

All inquiries relating to the islands 
should be sent to the Manager, Eastern 
States Land Office, Bureau of Land Man¬ 
agement, Washington, D.C., 20240. 

Doris A. Koivula, 
Afamiper, Land Office, 

PtBRUART 17, 1965. 

fFB. Doc. 66-1902; Filed, FVb. 24. 1968; 
8:46 AJn.] 


DEPARTMENT OF COMMERCE 

Maritime Administration 
IDocket Ho. &-181| 

MOORE-McCORMACK LINES, INC. 

Notice of Application and of Hearing 

Notice is hereby given of the applica¬ 
tion of Moore-McCormack Lines, Inc., 


for written permission of the Maritime 
Administrator, under section 805Ca> of 
the Merchant Marine Act. 1936, as 
amended. 46 UB.C. 1223. to permit its 
owned vessel, the SS Robin Mowbray,” 
which is under an extended time charter 
to States Marine Lines, Inc., for a period 
of about 2 to 4 months from December 
28.1964, to load general cargo at Hawai¬ 
ian ports for discharge at U.8. Gulf and/ 
or U.S. Atlantic ports, commencing about 
March 12, 1965. 

This application may be inspected by 
interested parties in the Chief Hearing 
Examiner's Office. Maritime Subsidy 
Board/Maritime Administration. Room 
3492. OAO Building, 441 O Street NW., 
Washington. D C. 

A hearing on the application has been 
set for March 11. 1965, at 10:00 in Room 
4519, General Accounting Office Build¬ 
ing. 441 G Street NW., Washington. D.C., 
20235. Any person, firm, or corporation 
having any interest (within the meaning 
of section 805(a) > in such application 
and desiring to be heard on issues perti¬ 
nent to section 805(a) must, before the 
close of business on March 8,1965. notify 
the Secretary, Maritime Subsidy Board/ 
Maritime Administration in writing, in 
triplicate, and file petition for leave to 
intervene which shall state clearly and 
concisely the grounds of interest, and 
the alleged facts relied on for relief. 
Notwithstanding an 3 rthing in I 201.78 of 
the rules of practice and procedure. Mar¬ 
itime Subsidy Board,^arltime Admlnls- 


DOW CHEMICAL CO. 

Notice of Filing of Petition Regarding 
Food Additives Adhesives 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
409(b)(6). 72 SUt. 1786; 21 U.S.C. 348 
(b)(5)), notice Is given that a petition 
(FAP 5B1666) has been filed by Dow 
Chemical Co.. Midland. Mich., 48640. 
proposing that I X21.2520 Adhesives be 
amended by adding to the list of sub¬ 
stances in paragraph (c) (5) the follow¬ 
ing new item for use as a preservative: 
“1 - (3 - CThloroallyl) - 3.5.7 - triaza - 1 - 
Bzonla-adamantane chloride.” 

Dated: February 16,1965. 

Malcolm R. Stkphcns. 
Assistant CommissioTter 
for Regulations. 

IFB. Doc. 68-1911; Filed. Feb. 24. 1965; 
8:47 am.] 


tration (46 CFR 201.78) petitions for 
leave to Intervene received after the close 
of business on March 8. 1965. will not be 
granted in this proceeding. 

Dated: February 23,1905. 

By Order of the Maritime Adminis¬ 
trator. 

Jamcs S. Dawson. Jr. 

Secretary. 

(FB. Doo. 68-2047; Fll^t Feb. 34. 1965; 
11:50 Ajn.| 


DEPARTMENT OF HEALTH. EDU¬ 
CATION. AND WELFARE 

Food and Drug Administration 
AMERICAN CYANAMID CO. 

Notice of Filing of Petition for Food 
Additive Chlortetracycline 

Pursuant to the provtsioxu of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
409(b)(5). 72 SUt. 1786; 21 U.SC. 
348<b)(5)). notice is given that a peti¬ 
tion (FAP 5C1616) has been filed by 
American Cyanamid Co.. Agricultural 
Division. Post Office Box 400. Princeton, 
NJ.. 08540, proposing an amendment to 
f 121.208(d) of the food additive regula¬ 
tions to provide for the safe use of chlor¬ 
tetracycline for calves by adding to table 
5 a new item, as follows: 


REACTION PRODUCTS CO. 

Notice of Filing of Petition for Food 
Additives Polysorbate 60 and Sor- 
bitan Monostearate 

Pursuant to the provisions of the Fed¬ 
eral Pood. Drug, and Cosmetic Act (see. 
409(b)(5), 72 Stat. 1786; 21 UJ5.C. 348 
(b)(5)), notice is given that petitions 
(PAP’S 5C1662. 5C1663), have been filed 
by The Reaction Products Co., 840 Mor¬ 
ton Avenue, Richmond. Calif., proposing 
an amendment to f 121.236 of the food 
additive regulations and the issuance of 
a new regulation to provide for the safe 
use of polysorbate 60 (polyoxyethylene 
(20) sorbltan monostearate), and sor- 
bitan monostearatc, alone or in oombi- 
nation, as emulsifiers in mineral pre¬ 
mixes and dietary supplements in animal 
feed. 


TiRCJK S-MacEUJAwaotrt 
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eolroa. 




Dated: February 16, 1965. 

Malcolm R. Stephens, 
Assistant Commissioner for Regulations. 
(FB. Doc. 68-1910; FUed. Feb. 24. 1965; 8:47 aju.] 
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Dated; February 16, 1965. 

Malcolm R. S i tp hcw s, 
Assistant Commissioner 
for Regulations, 

[FJL, Doc. 65-1013; Filed. Feb. 24. 1065; 
8:47 ajii.| 


RUBBER CORPORATION OF 
AMERICA 

Notice of Filing of Petition for Food 
Additive 

Pursuant to the provisions of the Fed¬ 
eral Food, Drug, and Cosmetic Act (sec. 
409(b)(5), 72 Stat. 1786; 21 U-S.C. 348 
(b)(5)), notice is given that a petition 
*PAP 4B1418) has been filed by Rubber 
Corporation of America, New South 
Road, fficksvllle, N.Y., 11802. proposing 
that paragraph (b) <3) (vil) of f 121.2514 
Resinous and polgmeric coatings, be 
amended in the following respects; 

1. By changing the introduction to the 
subdivision to read; 

(vil) Polyester resins (including alkyd- 
tirpe), as the basic polymer formed as an 
ester of acids listed in (a) and (b) of 
this subdivision by reaction with alcohols 
in (c) and (d) of this subdivision; 

i-NiTiicvriiij«njii«o)ac Aai> w Cour 


2. By adding (d) as follows: 

(d) Monohydrlc alcohols: 

Cetyl alcohol. 

Decyl alcohol. 

Lauryl alcohol. 

Myrlstyl alcohoL 
0^1 alcohol. 

Stearyl alcohoL 

Dated: Febtuary 16, 1965. 

Malcolm R, Stcphsks, 
Assistant Commissioner 
for Regulations. 

|F.R. Doc. 65-1913; Filed, Feb. 34. 1065; 
8:47 a.m.) 


DR. SALSBURY’S LABORATORIES 

NoHce of Filing of Petition for Food 
Additive 4-Nitrophenylarsonic Acid 

Pursuant to the provisions of the Fed¬ 
eral Pood, Drug, and Cosmetic Act (sec. 
409(b) (5>, 72 Stot. 1786; 21 UB.C. 348 
(b)(5)), notice is given that a petition 
(PAP 5C1672) has been filed by Dr. Sals- 
bury’s Laboratories, Charles City, Iowa, 
proposing the Issuance of a regulation to 
provide for the safe use of 4-nltTophenyl- 
arsonlc acid In chicken and turkey feed, 
as follows; 
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Dated; February 16,1965. 

Malcolm R. Stsphsns, 
Assistant CommissUmer for Regulations. 
IFJl. Doc. 86-1914: Filed, Feb. 24, 1965; 8:47 axn,l 


SHERWIN-WILLIAMS CO. 

NoHce of Filing of Petition for Food 
Additives 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and CosmeUc Act (sec. 
409(b)(5), 72 SUt. 1786; 21 UB.C. 348 
(b)(5)), notice is given that a petition 
(FAP SB1612) has been filed by Sherwin- 
Williams Co., 10909 Cottage Orove Ave¬ 
nue, Chicago, in., 60628. proposing an 
amendment to 1121.2514(b) (3) (xxli) 
(b) of the food additive regulations by 
InscrUng alphabetically therein the new 
item '*l5odecanoato.*' 

Dated: February 18, 1985. 

Malcolm R. Stkpbxns, 
Assistant Commissioner 
for Regulations. 

IF.B, Doc. 85-1915; Filed, Feb. 24, 1965; 
8:47 Ajn.J 


ROHM AND HAAS CO. 

NoHce of Filing of Petition for Food 
Additive Methacrylic Acid-Divinyl- 
benzene Copolymer 

Pursuant to the provisions of the Fed¬ 
eral Food, Drug, and CosmeUc Act (sec. 
409(b)(5), 72 Stat. 1786; 21 UB.C. 348 
(b)(5)), notice Is given that a petition 
(FAP 5A1620) has been filed by Rohm 
and Haas Co., Washington Square. Phila- 
de]i>hia 5, Pa., proposing an amendment 
to S 121.1136 MethacryUc acid^ivinyU 
benzene copolymer to provide for the safe 
use of the copolymer as a carrier of vita¬ 
min Bii in foods for special dietary use 
when the copolymer provides not more 
than 2.0 percent aqueous extractives 
after 24 hours cxtracUon at 25* C., and 
when the polymer Is produced with a 
minimum of 4 percent divinylbcnzene. 

Dated; February 18.1065. 

Malcolm R. STxpHxffs. 

Assistant Commissioner 
for Regulations. 

iFJL Doc. 85-1938; Filed. Feb. 24. 1965; 

8:40 Ajn.] 


GOODYEAR TIRE 8 RUBBER CO. 

NoHce of Filing of PeHHon for Food 
Additives Polyurethane Resins 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and CosmeUc Act (aec. 
409(b)(5), 72 Stat. 1786; 21 UBC. 348 
(b)(5)). notice is given that a petition 
(FAP 5B1681) has been filed by The 
Goodyear Tire k Rubber Co.. Akron 18. 
Ohio, proposing an amendment to § 121.- 
2522 Polyurethane resins to provide for 
the safe use of 4,4*-meihylcncbi5(2- 
chloroaniline) as a curing agent for * 
polyurethane resins Uiat contact dry bulk 
food. 

Dated: February 18. 1965. 

Malcolm R. Stcphzhs, 
Assistant Commissioner 
for Regulations. 

iPR. Doo. 65-1937; PUod, Feb. 34. 1965; 
8:49 AJn.l 
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GENERAL ELECTRIC CO. 

Notice of Filing of Petition for Food 
Additives Resinous and Polymeric 
Coatings 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
409(b)(5), 72 8Ut 1786; 21 VJ3.C. 348 
(b)(5)). notice is given that a petition 
(FAP 4B1339) has been filed by General 
Electric Co.. Silicone Products Depart¬ 
ment. Waterford, N.Y.. 12188. proposing 
that I 121.2514 Resinous and polymeric 
coatings be amended by adding to para- 
praph (b)(3)(xxvlU)(b) the following 
Item: 

retrabutyl UtimAt« for use only ss s esU- 
lyst for silicone coatings that contact food 
only of the types identified in paragraph 
<d) of this section, table 1. under types I. 
n. IV-B. VI-B, and Vin. 

Dated: February 18. 1965. 

MaLCOtM R. STEPKOfS. 
Assistant Commissioner 
for Regulations, 

[FJL Doc. 65-1M6: FUed. Feb. 24. 1965; 
8:49 ajn.) 


ATOMIC ENERGY COMMISSION 

NoHce of Filing of Petition for Food 
Additives Packaging Materials for 
Use in Radiation Preservation of 
Prepackaged Foods 

Pursuant to the provisions of the Fed¬ 
eral Food, Drug, and Cosmetic Act (sec. 
409(b)(5). 72 Stat. 1786; 21 U.S.C. 348 
(b)(5)). notice Is given that a petition 
(FAP 5B1670) has been filed by the UJB. 
Atomic Ebicrgy Commission. Washington, 
D.C.. 20545. proposing that 4 121.2543 
PackoQing materials for use in radiofion 
preservation of prepackaged foods be 
amended by changing paragraph (b) (1) 
to read as follows: 

(1) Nitrocellulose-coated or vinylldeno 
chloride copolymer-coated cellophane 
complying with S 121.2507. 

Dated: February 18. 1965. 

Malcolm R. Stephens. 
Assistant Commissioner 
for Regulations. 

IFJl. Doc, 68-19S4: FUed. Feb. 24. 1965; 
8:49 am.l 


TRANSONIER LTD. 

Notice of Filing of Petition for Food 
Additives 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (see. 
4()9(b)(5). 72 Stat, 1786; 21 UB.C. 348 
(b)(5)>. notice is given that a petition 
(PAP 5B1673) has been filed by Tran- 
sonier Ihnited, Bridge Hall Lane. Bury. 
Lancashire, ^gland, proposing the 
amendment of S 121.2567 Water-In- 
iioluble hydroxyethyl cellulose film to 
permit use of additional optional sub¬ 
stances idcntlfled in i 121,2507(c). 
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Dated: Ptebruary 18. 1965. 

Malcolm R, Stephews. 
Assistant Commissioner 

for Regulations, 

{FJBL. Doc. 65-1939: FUed. Feb. 24, 1965; 
8:49 luoa,] 


ATOMIC ENERGY COMMISSION 

IDocket Ha 50>1331 

PACIFIC GAS & ELECTRIC CO. 

Notice of Issuance of Order Extending 
Expiration Date of Provisional Op¬ 
erating License 

Please take notice that the Atomic 
Energy Commission has Issued an order 
extending to February 28. 1966, the ex¬ 
piration date specified In Provisional Op¬ 
erating License No. DPR-7 issued to the 
Pacific Gas & Electric Co., authorizing 
operation at thermal power levels up to 
165 megawatts of the Humboldt Bay 
Unit No. 3 nuclear reactor located In 
Humboldt County. Calif. 

Copies of the Commission's order and 
the application dated January 19. 1965. 
ftled by the Pacific Gas & Electric Co. are 
available for public inspection at the 
Commission’s Public Document Room. 
1717 H Street NW., Washington. D.C. 

Dated at Bethesda, Md.. this 16th day 
of February 1965. 

For the Atomic Energy Commission, 

E. G. Case, 
Acting Director, 
Division of Reactor IJcensing, 

(FR. Doe. 65-1901: FUed. Feb. 24. 1985; 
8:50 ajn.J 


civil AERONAUTICS BOARD 

(Docket Ho. 16358: Order Ho. g-318iai 

INTERNATIONAL AIR TRANSPORT 
ASSN. 

Order Relating to Specific Commodity 
Rates 

Adopted by the Civil Aeronautics 
Board at Its office In Washington. D.C., 
on the 18th day of February 1965. 

Agreement adopted by Traffic Confer¬ 
ence 1 of the International Air Transport 
Association relating to specific commod¬ 
ity rates. Docket 15353; Agreement 
CJL.B. 17666 R-92 through Rr-94, 

There has been filed with the Board, 
pursuant to section 412(a) of the Fed¬ 
eral Aviation Act of 1958 (the Act) and 
Part 261 of the Board’s economic regu¬ 
lations. an agreement between various 
air carriers, foreign air carriers, and 
other carriers, embodied in the resolu¬ 
tions of Traffic Conference 1 of the In¬ 
ternational Air Transport Association 
(lATA), and adopted pursuant to the 
provisions of Resolution 590 dealing with 
specific commodity rates. 
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The agreement, adopted pursuant to 
unprotested notices to the carriers and 
promulgated in lATA Memoranda TCI/ 
Rates 2106. 2107. and 2108. names addi¬ 
tional 8pe<^c commodity rates as set 
forth below: 

Item 100—**AU CommodiUeji** and parU 
thereof 18 cenu per kg., minimum weight 
100 kgi.: Caracas to Panama Cltj. 

Item 0600—Meat. Including Slaughtered 
Poultry and Game 40 cents per kg., mini¬ 
mum weight 1,000 kgs., Buenos Aires to 
New York; 25 cenU per kg. minimum 
weight 1.000 kga. Bogota to Hew York. 

The Board, acting pursuant to sections 
102. 204(a), and 412 of the Act. does 
not find the subject agreement to be ad¬ 
verse to the public interest or in viola¬ 
tion of the Act. provided that approval 
thereof Is conditioned as hereinafter 
ordered. 

Accordingly, it is ordered: 

That Agreement C-AB. 17666. R-92 
through R-94, be approved, provided that 
such approval shall not constitute ap¬ 
proval of the specific commodity descrip¬ 
tions contained therein for purposes of 
tariff publication. 

Any air carrier party to the agree¬ 
ment. or any IntercsUkl person, may, 
within 15 days from the date of serv¬ 
ice of this order, submit statements in 
writing containing reasons deemed ap¬ 
propriate. together with supporting daU. 
In support of or In opposition to the 
Board's action herein. An original and 
nineteen copies of the statements should 
be filed with the Board's Docket Sec¬ 
tion. The Board may, upon considera¬ 
tion of any such statements ftled. mod¬ 
ify or rescind its action herein by subse¬ 
quent order. 

This order will be published In the 
Federal Rboistee. 

By the Civil Aeronautics Board. 

ISEALl HAJIOLD R. SaHDEESOH, 

Seerttary, 

(FR, doc. 65-1968; FUed. Feb. 24, 1985; 

8:50 am,] 


(Dockel 104551 

AMERICAN RENEWAL CHICAGO- 
MEXICO CITY NONSTOP ROUTE 

NoHce of Hearing 

Notice is hereby given, pursuant to the 
provisions of the Federal Aviation Act of 
1958. as amended, that a hearing on the 
above-entitled application is assigned to 
be held on March 8. 1965. at 10 am., 
ea.t.. In Room 726. Universal Building. 
Florida and Connecticut Avenues NW., 
Washington, D.C.. before Examiner 
Joseph L, Fitzmauiicc, 

Dated at Washington. D.C., February 
18.1965. 

[SEAL] Joseph L. Fttzmaueice. 

Hearing Examiner, 

IFR. Doc, 65-1959; FUed. Feb. 24. 1965; 
8:50 am.] 
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IDocket 157731 

NORTHERN CONSOLIDATED LOCAL 
FARES 

Notice of Postponement of Prehearing 
Conference 

Notice is hereby given that the pre- 
hearing conference in the above-entitled 
matter now assigned to be held on March 
2. 1965. is Indefinitely postponed. 

Dated at Washington, D.C^ February 
19.1965. 

[s*ALl Pkancis W. Brown. 

Chief Examiner, 

|Pja. Doc. 65-1960; Piled. Feb. 34. 1065; 
8:50 ajn.J 


FEDERAL AVIATION AGENCY 

|OK Docket No. 64-8W-5 Amended] 

LANFORD TELECASTING CO., INC. 

(KALB-TV) 

Amended Determination of No 
Hazard to Air Navigation 

The Federal Aviation Agency issued a 
determination of no hazard to air navi¬ 
gation on September 29. 1964. with re¬ 
gard to a profXMUkl by Lanford Telecast¬ 
ing Co., Inc. (KALB-TV), Alexandria, 
La., to construct a television antenna 
structure at latitude 3r02'14'' N.. longi¬ 
tude 92*29'44" W.. near Forest HUl. La. 
The overall height of the structure would 
be 1,749 feet above mean sea level (1.589 
feet above ground). 

Subsequent to the Issuance of the de¬ 
termination. the proponent advised that 
it was necessary to adjust the site ap¬ 
proximately 100 feet east of the approved 
location. The elevations would remain 
the same. After reviewing the proposed 
change, the Agency, on December 11. 
1964. amended OE Docket No. 64-SW<-5 
dated September 29. 1964. to refiect the 
coordinates of the new site. 

Subsequent to the issuance of the 
amendment, the proponent advised that 
an error in longitude was made in the co¬ 
ordinates filed with the Agency. The 
correct coordinates should have been 
given as longitude 92*29'45'' W. Instead 
of 92*29'43" W. 

The Agency has reviewed the effects 
the new site would have on the safe and 
efbeient utilization of the navigable air¬ 
space. The review has disclosed that the 
amended proposal would have no differ¬ 
ent effect upon aeronautical (n>erations. 
procedures, or minimum flight altitudes 
than the original proposal. 

Therefore, pursuant to the authority 
delegated to me. OE Docket No. 64-SW- 
5 is hereby revised to amend the coordi¬ 
nates from laUtude 31*02'14*' N.. longi¬ 
tude 92’29'44" W.. to latitude 31*02'. 
15.1" N.. longitude 92*29'45" W. 

•This amended determination is effec¬ 
tive as of the date of issuance and can¬ 
cels OE Docket No. e4-SW-5 Amended 
dated December 11,1964. 


Issued in Washington, D.C., on Feb¬ 
ruary 5. 1965. 

OXORGX R. BOtSARX. 

Chief. 

Obstruction Evaluation Branch, 

IPJL Doc. 65-1888; Plied. Feb. 34. 1965; 

8:45 Ajn.] 

FEDERAL COMMUNICATIDNS 
COMMISSION 

{Docket No. 15697. RM 06, RM-376; 

FCC 65-182] 

STEREOPHONIC SOUND FOR 
TELEVISION BROADCASTING 

Order Extending Time for Filing 

Comments and Reply Comments 

At a session of the Federal Communi¬ 
cations Commission hold at its offices 
at Washington. D.C. on the 17th day of 
February 1965; 

In a NoUcc of Inquiry (FCC 64-1087) 
released in this proceeding on November 
13,1964, comments were invited as to the 
desirability and methods of providing for 
stereophonic sound transmission and re¬ 
ception in television broadcasting. Com¬ 
ments and reply comments were due 
January 22 and February 8, 1965, 
respectively. 

Electronic Industries Association 
(EIA) requests that an additional nine 
months be allowed in which to file com¬ 
ments so that it may complete a pro¬ 
jected series of regional meetings on the 
subject of the Commission's Inquiry and 
properly collect and correlate the techni¬ 
cal Information and test results there 
obtained. Phllco requested an extension 
of time until January 28, 1965. 

EIA filed for the requested extension 
of time on the last day for filing com¬ 
ments In this proceeding. As a result 
other parties filed their comments before 
action could be taken on x>etitloner'8 re¬ 
quest. A preliminary examination of 
the comments already filed Indicates a 
wide diversity of views on the general 
subject of stereophonic sound for tele¬ 
vision. Likewise the various systems 
proposed for achieving the stereo effect 
are complex and controversial. 

It appears therefore that the requested 
extension would not unduly delay this 
proceeding and that it Is in the public 
Interest to grant the request. 

In view of the foregoing: It is ordered. 
'That the requests for extension of time 
for filing comments are granted and that 
the time for filing comments and reply 
comments are extended from January 22, 
1965 and February 8.1965. to and includ¬ 
ing October 22. 1965. and November 8. 
1965. respectively. 

Parties who have previously filed com¬ 
ments or reply comments in this proceed¬ 
ing may, of course, file additional com¬ 
ments or reply comments by the new 
filing dates if they so desire. 

'This action Is taken pursuant to au¬ 
thority found in sections 4(1) and 303<r) 


of the Communications Act of 1934, as 
amended. 

Released: February 19, 1965. 

FcOKRAL COIOCUNICATIOXS 
Commission, 

IsEAL) Bxn P. Waplx. 

Secretary, 

I PR. Doc. 65-1951: Piled. Feb. 34, 1965; 
8‘50 em.] 


{Docket Noe 15856. 15857; FCC 65-137] 

CHAPMAN RADIO AND TELEVISION 
CO. AND ANNISTON BROADCAST- 
ING CO, 

Order Designating Applications for 
Consolidated Hearing on Stated 
Issues 

In re applications of William A. Chap¬ 
man and George K. Chapman doing 
business as Chapman Radio and Tele¬ 
vision Company. Anniston. Ala., Docket 
No. 15856, File No. BPCT-3317: Anniston 
Broadcasting Company, Anniston, Ala., 
Docket No. 15857. File No. BPCT-3320; 
for construction permit for new tele¬ 
vision broadcast station. 

At a session of the Federal Communi¬ 
cations Commission held at its offices in 
Washington. D.C.. on the 17th day of 
February 1965; 

The Commission, having under con¬ 
sideration the above-captioned applica¬ 
tions. each requesting a construction 
permit for a new television broadcast sta¬ 
tion to operate on Channel 70. Anniston. 
Ala.: and 

It appearing, that the above-captioned 
applications are mutually exclusive in 
that o]>eration by the applicants as pro¬ 
posed would result in mutually destruc¬ 
tive interference: and 
It further appe^ng. that the following 
matters are to be considered In connec¬ 
tion with the issues specified below: 

a. Based on information contained in 
the application of Chapman Radio and 
Television Company, it appears that cash 
In excess of $78,000 will be required for 
the construction and initial operation of 
the proposed new station, but the exact 
amount of cash required cannot be deter¬ 
mined because the amount which appli¬ 
cant has allocated for the costs of 
professional fees, freight. Installation, 
nontechnical studio fumfshings and con¬ 
tingencies ($2,000). appears to be unrea¬ 
sonably low In view of the type of opera¬ 
tion proposed. Moreover, the applicant 
has not shown how it proposes to finance 
the costs of construction and initial op¬ 
eration. as required by section in, para¬ 
graphs 1(a) and 4 of FCC Form 301. 
Additionally, the applicant Is committed 
to furnish funds in excess of $105,000 in 
connection with its application (BPCTT- 
3282) for a construction permit for a new 
television broadcast station In Home- 
wood. Ala., presently In hearing in Docket 
No. 15461, and cash of approximately 
$10,000 will be required to meet the per¬ 
sonal commitments of the partners in 
connection with the proposal to construct 
a new television broadcast station in 







Thursday^ February 25, t9BS 

Tuscalooaa, Ala. The tnfonnaUon con¬ 
tained In the balance sheets of the part¬ 
ners* however, docs not disclose sufficient 
current and liquid assets in excess of 
current liabilities to meet their commlU 
ments with respect to the Instant pro¬ 
posal without regard to such other oom- 
mitmenU as they may have in connection 
a'lth other pending applications, nor have 
they shown the current portion of long¬ 
term UablUtlcs. It cannot be deter¬ 
mined* therefore, that the appUcant is 
imancially qualified. 

b. The programming proposals con¬ 
tained in the application of Chapman 
Radio and Television Company are iden¬ 
tical to those contained in the appli¬ 
cants applications for construction per¬ 
mits for new television broadcast sta- 
Uoos in Tuscaloosa. Ala. (BPCT>^309), 
and Qadsden, Ala. CBPCT-3316), the 
latter having l^n dismissed. The appli¬ 
cant* in an amendment to its Anniston 
application, filed October 2. 1964, In re¬ 
sponse to a letter from the Co m m iss ion, 
Acloiowledged that the programming 
proposals for the three cities were identi¬ 
cal, but stated that it had **8tudied'* the 
three cities and found that **all people— 
wherever they are interviewed—want 
practioally the same progra mmin g.** 
The iu>pllcant also Indicated that it 
could see no reason why the three cities 
should differ in programming needs and 
Interests, living conditions and stand¬ 
ards being practically the same In all 
three cities. In an amendment to the 
Tuscaloosa application, hied November 
6. 1964, the applicant stated that **much 
study was given to the programming be¬ 
fore applications were submitted for Tus¬ 
caloosa* Anniston and Gadsden, Ala..** 
and Indicated that "much discussion has 
taken place between members of the new 
Corporation, with persons outside the 
Corporation, both in the business world 
of Tuscaloosa, and outside the business 
world, concerning the programming of 
the station.** The applicant also stated 
that It has "made studies of the three 
cities up to the past few days—have 
studied rates and desires of the local ra¬ 
dio stations, have discussed the program¬ 
ming and rates with regular citizens, 
some of whi(^ are potential advertisers, 
and find the cities to be similar In their 
various respects.*' On other occasions 
where Identical or substantially similar 
programming proposals have been sub¬ 
mitted by an appUcant for different com¬ 
munities and no detailed showing has 
been made that the proposals were based 
upon surveys of the communities, the 
Commission has held that an issue was 
warranted to determine the efforts made 
by the appUcant to ascertain the pro- 
^^ramming tastes, needs and interests of 
the area it proposes to serve and the 
manner In which tlic appUcant wlU meet 
such needs and Interests. Suburban 
Broadcasters, FCC 61-625, 30 PCC 1021. 
20 RR 951: affirmed sub nom Patrick 
Henry ct al. v. Federal Communications 
Commission. 112 U.8. App. D.C. 257, 302 
P 2d 191, 23 RR 2016; Don L. Huber, 
PCC 62-142. 22 RR 954; Kent-Ravenna 
Broadcasting Co.. PCC 61-1219, 22 RR 
230; Prederick County Broadcasters, PCC 
62-499. 23 RR 582; Bigbec Broadcasting 
Company. PCC 62-1124, 24 RR 497. On 
No. 27-8 
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the basis of the record before us, and 
In view of the Identical programming 
pn^KJsals contained in the three appUca- 
Uons. we believe that Chapman Radio 
and Television Company has not fur¬ 
nished sufficiently detailed information 
with respect to the efforts it has made to 
ascertain the programming needs and 
IntcresU of the area it proposes to serve, 
how it has evaluated the information 
thus obtained, and how it proposes to 
meet those needs and interests as It has 
determined them to be. Therefore, a 
programming issue wlU be specified. 

c. Chapman Radio and Television 
Company has estimated its first-year 
operating expenses to be $25,000. Includ¬ 
ing a staff of seven persons, plus the two 
partners, who wiU be General Man a g er 
and Chief Engineer, respectively, of all 
tliree proposed stations (Homewood. Tus¬ 
caloosa, and Anniston). The applicant 
has based its estimate of first-year oper¬ 
ating expenses iipon. inter alia, total 
annual salary expense for the staff of 
seven persons of $12,500. An Issue will 
be specified, therefore, to determine the 
basis for the estimate and whether the 
estimate is reasonable in the light of the 
type of operation proposed. 

d- Chapman Riuiio and Television 
Company proposes a total staff of seven 
persons plus the two partners. The ap¬ 
plicant. however, operates a standard 
radio broadcast station (Station WCRT) 
and an FM radio broadcast station (Sta¬ 
tion WCRT-PM). both In Birmingham. 
Ala., and the appUcant states that the 
partners wlD participate on a fuU-time 
basil in the operation of the proposed 
television broadcast stations in Homc- 
wcxKi, Tuscaloosa, and Anniston, Ala., 
as weU as the radio stations. The appU¬ 
cant proposes to broculcast 63.2 hours 
per we^, of which 36.1 percent will be 
lo^ Uve programming, oi^ng a total staff 
of seven persons plus the two partners, 
as aforesaid. The staffing proposal is 
identical to that proposed In the Tus¬ 
caloosa appUcation (BPCT-3309), and It 
cannot be determined, from the Informa¬ 
tion contained in the applIcaUon, 
whether separate staffs are proposed for 
the two stations, or whether the appli¬ 
cant proposes a single staff for both 
stations. In cither event, however, an 
issue appears warranted to determine 
whether the staff proposed would be 
adequate to effectuate the type of opmi- 
tion proposed. 

e. Anniston Broadcasting Company 
has not shown the efforts, if any, 
which it has made to ascertain the pro¬ 
gramming tastes, needs and interests of 
the area which it proposes to serve, how 
it has evaluated the information thus 
obtained, and the manner in which it 
proposes to meet such needs and inter¬ 
ests as it has determined them to be. 
An issue wiU be specified, therefore, to 
determine the efforts made by the appU¬ 
cant to ascertain the programming needs 
and interests of the area it proposes to 
serve and the manner in which it will 
meet such needs and interests. 

It further appearing, that Anniston 
Broadcasting Company or its principals 
own and operate FM Radio Broadcast 
Station WHMA-FM. the only FM radio 
broadcast station In Anniston; Standard 
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Radio Broadcast Station WHMA. one 
of three standard radio broadcast sta¬ 
tions In Anniston; and the Anniston Star, 
the only daily newspaper of general dr- 
culation published in Anniston, Ala.; 
that these facts may be considered under 
the standard comparative issue in this 
proceeding. Midwest Television, Inc., 
FCC 64-1158, released December 18,1964. 

It further appearing, that, except as 
indicated above. WlUiam A. Chapman 
and George K. Chapman, doing busi¬ 
ness as Chapman Radio and Television 
Company, arc legally and technically 
qualified to construct, own and operate 
the propel television broadcast station: 
and Anniston Broadcasting Company is 
legally, technically, financially, and 
otherwise qualified to construct, own 
and operate the proposed television 
broadcast station; and 

It further appearing, that, upon due 
consideration of the abovc-cM>tloned ap¬ 
plications. the Commission finds that* 
pursuant to section 309(e> of the Com¬ 
munications Act of 1934, as amended, a 
hearing is necessary and that the Mid 
applications must be designated for 
bearing in a consolidated proceeding on 
the issues set forth below: 

It i 3 ordered. That, pursuant to section 
309(e) of the Commxmlcations Act of 
1934, as amended, the above-captioned 
appUcatlons of WiUlam A. Chapman and 
George K. Chapman, doing buslnew as 
Chapman Radio and Television Com¬ 
pany and Anniston Broadcasting Com¬ 
pany are designated for hearing tn a 
consolidated proceeding at a time and 
place to be specifled in a subsequent 
Order, upon the following issues: 

1. To determine whether Chapman 
Radio and Television Company is fi¬ 
nancially qualified to construct, own and 
operate the proposed television broad¬ 
cast station. 

2. To determine the efforts. If any. 
made by Chapman Radio and Television 
Company to ascertain the progra mm i ng 
needs and interests of the area proposed 
to be served and the manner In which 
the appUcant proposes to meet such needs 
and interests. 

3. To determine the basis for the esti¬ 
mate of Chapman Radio and Television 
Company of its coots of operation for the 
first year and whether such estimate is 
realistic. 

4. To determine whether the staff pro¬ 
posed by Chapman Radio and Television 
Company would be adequate to effectuate 
the type of operation proposed. 

5. TO determine the efforts, tf any. 
made by Anniston Broadcasting Com¬ 
pany to ascertain the programming needs 
and interests of the area proposed to be 
served and the manner in which the ap¬ 
pUcant proposes to meet such needs and 
interests. 

6. To determine, on a comparative 
basis, which of the operations proposed 
In the above-captioned applications 
would better serve the public interest, 
convenience and necessity in light of the 
significant dlffer^ces between the ap¬ 
plicants as to: 

(a) The background and experience 
of each, bearing on Its ability to own and 
operate the proposed t^evislon broad¬ 
cast station. 
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(b> The proposals of each with re¬ 
spect to the management and operation 
of the proposed television broadcast sta¬ 
tions. 

(c) The programming services pro¬ 
posed in each of the above-captioned ap¬ 
plications. 

7. To determine, in the light of the 
evidence adduced pursuant to the fore¬ 
going issues, which of the Instant ap¬ 
plications should be granted. 

It is further ordered. That the issues 
in the above-capUoned proceeding may 
be enlarged by the Examiner with re¬ 
spect to the application of Anniston 
Broadcasting Company, on his own mo¬ 
tion or upon petition properly hied by 
a party to the proceeding, and upon sufD- 
cient allegations of fact in support there¬ 
of. by the addition of the foUowhig issue: 
To determine whether the funds avail¬ 
able to the applicant will give reasonable 
assiu-ance that the proposals set forth 
in the application will be effectuated. 

Jt is further ordered. That to avail 
themselves of the (H>Portunlty to be 
heard, William A. Chapman and George 
K. Chapman, doing business as Chap¬ 
man Radio and Television Company, 
and Anniston Broadcasting Company, 
pursuant to 11.221(c) of the Commis¬ 
sion's rules, in person or by attorney, 
shall within twenty (20) days of the 
mailing of this Order, file with the Com¬ 
mission, in tripUoate. a written appear¬ 
ance stating an Intention to appear on 
the date set for the hearing and present 
evidence on the Issues specified in this 
Order. 

It is further ordered. That the appli¬ 
cants herein shall, pursuant to section 
311(a) (2) of the Communications Act of 
1934. as amended, and § 1.594(a) of the 
Commission's rules, give notice of the 
hearing either individually or, if feasible, 
jointly, within the time and in the man¬ 
ner prescribed in such rule, and shall 
advise the Commission of the publication 
of such notice as required by I 1.594(g) 
of the rules. 

Released: Pebmary 19,1955. 

FcOCRAL COMMUrnCATIONS 
Commission.' 

(SKALl Ben P. Wapls. 

Secretary, 

(FB. Doc. 55-1952: Filed, Feb. 24. 1965; 
0:60 a.xn.] 


(Docket Noe. 15015, 15810; FCC 05M-213| 

FLATHEAD VALLEY BROADCASTERS 
(KOFI) AND GARDEN CITY BROAD¬ 
CASTING, INC. (KYSS) 

Order Continuing Preheoring 
Conference 

In re applications of Leslie L. Sterling 
and William H. Patterson doing business 
as Flathead Valley Broadcasters (KOFI), 
KallspeU. Mont.. Docket No. 15815. FUc 
No. BP>16369: Garden City Broadcast¬ 
ing, Inc. (KYSS). Missoula, Mont. Dock- 


>ChAliTnAn Uenry*s concurring ttatenient, 
Commlasioner Hyde's concurring and dis¬ 
senting statement, and Conunlssloner Loe- 
vlnger*s dissenting statement filed as part 
of arlglDal document. Commlsaloner Lee 
concurred In the result. 


et No. 15816, File No. BP-.16400; for 
construction permits. 

It is ordered. This 18th day of February 
1955, on the Hearing Examiner's own mo¬ 
tion. that the prehearing conference 
scheduled for February 24. 1965. at 9 
am., is continued to February 26. 1965. 
at 2:00 pm. 

Released: February 19. 1965. 

Federal Communications 
Commission. 
fsEAL] Ben F. Waple, 

Secretary, 

|FB. Doo. 65-1953: FUed. Feb. 24, 1966; 
8:50 am.) 


(Docket No. 15814; FCC 85M-213) 

HAVENS A MARTIN, INC. (WMBG) 

Order Continuing Hearing 

In re application of Havens k Martin, 
Incorporated (WMBG). Richmond. Va.. 
Docket No. 15814. File No. BP-16259; for 
construction permit. 

As a result of a prehearing conference 
held this date in the above-entitled pro¬ 
ceeding: It is ordered. This 18th day of 
February 1965. that: 

1. Exhibits shall be exchanged on or 
before AprU 13.1965; 

2. Notification of witnesses shall be 
completed on or before April 20. 1965: 
and 

3. The hearing now scheduled for 
March 29. 1965 be. and it hereby is. re¬ 
scheduled to commence at 10 am.. 
April 27.1965, In the Commission's offices 
In Washington, D.C. 

Released: February 19. 1965. 

Federal Communications 
Commission. 

[seal) Ben F. Waplx. 

Secretary, 

(FB. Doc. 66-1954: FUed. F^b. 24. 1965; 
8:50 mm.) 


(Docket Nos. I6741,15742; FOC 65M-208] 

ROBERT J. MARTIN AND TALTON 
BROADCASTING CO. 

Order Continuing Prehearing 
Conference 

In re applications of Robert J. Martin, 
Selma, Ala.. Docket No. 15741. File No. 
BPH-4499; Talton Broadcast^g Com- 
l>any. Selma. Ala., Docket No. 15742. File 
No. BPH-4572; for construction permits. 

The pendency of the settlement agree¬ 
ment between the parties to this proceed¬ 
ing and the attendant likelihood of 
avoiding extended hearing constitute 
sufficient good cause for again putting 
this matter over. Accordinyty, it is or¬ 
dered, This 18th day of February 1965, 
on the Examiner's own motion that the 
prehearing conference is rescheduled 
from February 19. 1965 to March 5. 1965 
at 9 am. In Washington. D.C. 

Released; February 18. 1965. 

Federal Communications 
Commission. 

[SEAL] Ben P. Waple, 

Secretary, 

(FB. Doc. 65-1955; Filed. Feb. 24. 1965; 

8:50 am.) 


(Docket Ho 15450; FCC65M-210) 

MIDWEST TELEVISION, INC. 

Order Following Hearing 
Conference 

In re application of Midwest Televi¬ 
sion. Inc., Springfield, m.. Docket No. 
15450, Pile No. BPCT-2846; for construc¬ 
tion permit for new television broadcaM 
station. 

A Hearing Conference In the above- 
entitled proceeding having been held this 
date, and It appearing that certain pro¬ 
cedural arrangements made therein 
should be formalized and publicized in 
an Order: 

Accordingly, it is ordered. This 17th 
day of February 1965. as follows: 

(1) The direct case of the applicant 
on all issues will be presented In the form 
of written exhibits under oath: 

(2) An exchange of the applicant's 
proposed exhibits re Issue 4 will be made 
by March 8. 1965; notification as to wit¬ 
nesses desired to be cross-examined with 
regard to this issue will be given to ap¬ 
plicant's counsel by March 12.1965; and 
hearing on such issue will commence on 
March 18. 1965, at 10 am., in the offices 
of the Commission at Washington, D.C.; 
and 

(3) An exchange of applicant's pro¬ 
posed exhibits re Issues 2 and 5 will 
be made by April 2. 1965; notification as 
to witnesses desired for cross-examina¬ 
tion on these Issues will be given to coun¬ 
sel for applicant by April 16. 1965; and 
hearing on such Issues will commence on 
April 27.1965. at 10 am.. In the offices of 
the Commission at Washington. D.C. 

Released; February 18.1965. 

Federal Communications 
Commission. 

[seal! Ben F. Waple. 

Secretary. 

|FB. Doc. 65-1056; FUed. Fbb. 24, 1965; 
8:50 Rjn.) 


(Docket No. 14669 etc.; FCC66M-216| 

WIDE WATER BROADCASTING CO., 
INC., ET AL. 

Order Scheduling Hearing 

In re applications of Wide Water 
Broadcasting Co.. Inc.. East Syracuse. 
N.Y.. Docket No. 14669. Pile No. BP- 
14212; Radio Voice of Central New York, 
Inc., Syracuse. N.Y., Docket No. 14671. 
File No. BP-15147: for construction per¬ 
mits; and Salvatore Bontemix) and Dan¬ 
iel J. Femlcola, doing business as Con¬ 
necticut Coast Broadcasting Company, 
Bridgeport, Conn., Docket No. 14830. File 
No. BP-15463: for construction permit 
It is ordered. This 18th day of Febru¬ 
ary 1965, that Thomas H. Donahue shall 
serve as presiding officer In the remand 
proceedings herein directed by the Com¬ 
mission's Review Board In Its orders re¬ 
leased February 16, 1965 (FCC 65Rr-60. 
MImeo, No, 63732; and FCC 66R-59. 
Mlmeo. No. 63713); that hearings shall 
be convened on April 5. 1965; and that a 
prehearing conference shall be held on 
March 15, 1965: And, it is further 
ordered. That the foregoing proceedings 










Thursday, February 2$, 1965 

shall be held In the Offices of the Com- 
mission* * Washington* D.C. 

Released: February 19.1965. 

FCDCRAL ComrUKICATIONS 
ComcissiOK. 

[SCALl Bof F. Wafli. 

Secretory. 

IFB, Doc, eS-1057: PUed, P»b, 94. 1965; 
8:90 Ajn,| 


FEDERAL POWER COMMISSION 

[Dodtci No. CPe4—2«8| 

OZARK TRANSMISSION DISTRia, 
INC. 

Notice of ApplicoHon 

FSBauAET 17, 1965. 

Take notice that on June 4.1964, Ozark 
Transmission District* Inc. (Applicant) 
filed In Docket No. CP64~288 an applica- 
Uon* as supplemented on February 5. 
1965* pursuant to section 7(a) of the 
Natural Gas Act for an order of the Com¬ 
mission directing Cities Service Gas 
Company (ClUes Service) to establish 
physical connection of Its natural gas 
transmission facilities with the faciUUcs 
proposed to be oonstructed by Applicant* 
and to sell and deliver natural gas to 
Applicant for resale and distribution In 
16 communities located in southern Mis- 
louri. all as more fully set forth in the 
upplicaUon and supplement on file with 
the Commission and open to public 
Inspectkm. 

Applicant proposes to construct and 
operate a natural gas transmission sys¬ 
tem approximately 126 miles In length* 
extending In an easterly and southeast¬ 
erly direction from a p^nt of Intercon¬ 
nection with the Cities Service system 
south of Springfield. Mo„ and terminat¬ 
ing at the town of Thayer. Oregon Coun¬ 
ty, Mo. The application states that the 
main transmission system will deliver 
natural gas to the city gates of Rogers- 
vlllc. Pordland. Seymour, Mansfield, 
Norwood, Mountain Grove. CabQol. Wil¬ 
low Springs, Pamona, West Plains, 
BrandsvUle, Koahkonlng, and Thayer. 
Lateral transmission lines win deliver gas 
to the towns of Mountain View, Hou¬ 
ston, and Marshfield. 

The total estimated volumes of natural 
gas Involved to meet Applicant's annual 
and peak day requirements for the Initial 
8-year period of proposed operations are 
stated to be; 
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The estimated total cost of Applicant's 
proposed construction is $5,500.(K)0, and 
^11 be financed with proceeds from the 
Issuance of First Mortgage Bonds. 

Protests or petitions to Intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington, D.C., 20426. tn accord¬ 
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ance with the r ules of practice and pro¬ 
cedure (IS CFR 1.8 or 1.10) on or before 
March 15,1965. 

Joseph H. OunoDE. 

SecreUtry. 

CFB, Doc. 85-1880: FUed. Feb. 24, 1965; 
8:46 ajn.| 


IDooket No. 014455 etc.] 

RODMAN PETROLEUM CORP. ET AL. 

Order Amending Orders Issuing Cer¬ 
tificates* Redesignating Proceed¬ 
ings, and Redesignating FPC Gas 
Rate Schedules 

Febsuary 17, 1965. 

Rodman Petroleum Corp. (operator), 
et aL (formerly Rodman-Noel Oil Corp.* 
operator). Docket Noa. 0-14458. G- 
19996 \ Cn6l-lll. RI6S-419 
By letter dated December 9. 1964. Rod- 
man Petroleum Corp. submitted a copy 
of the Certificate of Amendment to the 
Articles of Incorporation dated August 
6. 1964, changing the name of Rodman- 
Noel Oil Corp. to Rodman Petroleum 
Oorp. There Is no change in corporate 
structure. 

The Commission orders: 

(A) The order Issuing a cerUfleate to 
Rodman-Noel Oil Corp., Operator. In 
Docket Na G-14458 be and the same Is 
hereby amended to change the name of 
the certificate holder to Rodman Pe¬ 
troleum Corp. 1 operator), et al.,* and In 
all other respects said order shall re¬ 
main in full force and effect. 

(B) The order Issuing a temporary 
certificate to Rodman-Nod Oil Oorp.* 
Operator, in Docket No. CI6U111 be and 
the same is hereby amended to change 
the name of the certificate holder to 
Rodman Petroleum Oorp. ((^rator). et 
al.: * the proceeding pending in Docket 
No. 0161-111 Is redesignated accordingly; 
and in all other respects the order shall 
remain in full force and effect. 

(O Rodman-Noel Oil Corp. FPC Gas 
Rate Schedule Noa. 1 and 2 be and the 
same arc hereby redesignated as Rodman 
Petroleum Corp. (Operator), et al.,* FPC 
Gas Rate Schedule Noa. 1 and 2. respec¬ 
tively. 

(D) The orders instituting rate pro¬ 
ceedings in Docket Noa. G-19966 and 
RI65-419 be and the same are hereby 
amended by changing the name of the 
respondents therein to Rodman Petro¬ 
leum Corporation (Operator), ct al.;* 
said proce^ngs are redesignated accord¬ 
ingly; and in all other respects said 


•DooAolldAUd with DooEwH No. AB61-t. 
et Al. 

* *'Bt al.** wau originally inadvartontly omii- 
ird from tho dealgnatioo oC the oefilflcato 
holder. 

•**(Operator), ei at.** waa otiginally Inad¬ 
vertently omitted from the doeignatioo of 
the rate achedulea. 

«The respondent in Docket No. RI66-419 
waa Gfiglnally designated aa *'Bodman Pe¬ 
troleum Corp,- ••(Operator), et al.** waa orig¬ 
inally tnadverteoUy omitted from the deslg- 
nation of the reapoindenu In both docketa. 
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orders shall remain in full force and 
effect. 

By the Commission. 

IssALl Joseph H. Ootridb, 

Secretary. 

|F.R. Doc. 66-1891; Plied. Feb. 94. 1965; 
8:46 ajn.] 


(Docket No. C164-475I 
TEXACO INC. 

Notice of Application To Amend 
PEBaUART 17, 1965. 

Take noUoe that on December 17. 1964, 
Texaco Inc. (Applicant) filed in Docket 
No. CI64-475 an application pursuant to 
section 7(c) of the Natural Gas Act to 
amend the order Isaulng a certificate in 
said docket by modifying certain delivery 
conditions, all as more fully set forth tn 
the application. 

Applicant's contract of October 10. 
1963,* with Texas Gas Transmission 
Corp. (Texas Gas), the purchaser, pro¬ 
vides that Applicant will deliver contract 
volumes at the delivery point at a ratio 
up to 17 percent of the total annual vol¬ 
umes from the area defined as the 
‘•Southern Louisiana Area.” which is sub¬ 
ject to the tax jurisdiction of the State 
of Louisiana, and 83 percent from the 
area defined as the "Offshore Federal 
Do m ai n .” By an amendment dated Feb¬ 
ruary 11. 1964, Applicant and Texas Gas 
agree that Applicant may deliver vary¬ 
ing quantities of gas from the southern 
Louisiana area or the offshore Federal 
domain In order to provide flexibUity hi 
Applicant's field operations. The appli¬ 
cation states that the amendment does 
not In any manner change either the 
price provisions of the bash: contract or 
the prices allowed by the Commission's 
order issuing a certificate. The appli¬ 
cation states further that all gas pro¬ 
duced from the southern Louisiana area 
will continue to be sold at 20.635 cents 
per Mcf during the period that the set¬ 
tlement* remains In effect* and all gas 
produced from the offshore Federal do¬ 
main Vill continue to be sold at 19.0 
cents per Mcf for the same period of 
time. The amendment provides that the 
weighted average price per Mcf for the 
combined deliveries from the southern 
Loutsfana area and the offshore F^eral 
domain to be paid by Texas Gas during 
any month of any contract year shall not 
exceed 19.8 cents through December 31. 
1971. 

Applicant also requests that the order 
issuing the certificate be clarified to re¬ 
flect the fact that Applicant has the right 
to make up gas paid for but not taken 
during the first 5 contract years during 
the next 5-year period. 


«Texaco loc. FPC Oaa Rau Schedule No. 
949 

* An offer of teiUement waa lubmlUed by 
applicant oti Feb. 97. 1964. and tupplemented 
on Mar. 17. 1064. The Cocnmlaaton agreed to 
the terma and oemdiiloos of the aettlemeni 

In the order Iwulng a oerUfioate to applicant. 
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NOTICES 


Protests, petitions to Intervene, or no¬ 
tices of intervention msy be filed with 
the Federal Power Commission. Wash¬ 
ington. D.C., 20426. in accordance with 
the rules of practice and procedure (18 
CFR 1.8 or 1.10) on or before March 15. 
1965. 

JOSXPR H. OtmilDS. 

Secretary, 

(FH. Doo. 65-1892; FUed. Fob. 24. 1065: 
8:46 a.m.) 


IDocket No. CP65-236) 

TRANSWESTERN PIPELINE CO. 

Notice of Application 

Februart 17. 1965. 

Take noUce that on February 10.1965. 
Transwestem Pipeline Oo. (applicant), 
Houston. Tex., filed in Docket No, CP65- 
236 an application pursuant to section 
7(c) of the Natural Oas Act for a ccr- 
Ufleate of public convenience and neces¬ 
sity authorising the construction and 
operation of certain facilities and the 
exchange of natural gas. all as more fully 
set forth in the application on file with 
the Commission and open to public 
inspection. 

Specifically, applicant seeks authorixa- 
tlon to construct and operate approxi¬ 
mately 17.6 miles of 36-inch loop line, 
60.4 miles of 30-inch loop line and 50.0 
miles of 26-inch pipeline with measuring 
and dew point control facilities and other 
appurtenant and related facilities, for 
the purpose of enabling applicant to ex¬ 
change up to 150.000 Mcf of natural gas 
per day with Northern Natural Oas Co. 
(Northern). 

Applicant propooes to take delivery of 
such volumes in the Coyanosa Field area 
in Pecos County. Tex., and other down¬ 
stream points along its West Texas lat¬ 
eral and redeliver equivalent volumes to 
Northern at Northern's Beaver Compres¬ 
sor Station in Beaver County. Okla. 

The estimated cost of applicant's pro¬ 
posed construction is $16,385,000, and 
will be financed with funds generated 
from company or}erations and with pro¬ 
ceeds from the issuance of bonds or other 
securities. 

Protests or petitions to intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington. D.C., 20426. in accord¬ 
ance with th e ru les of practice and 
procedure (18 C:FR 1.8 or 1.10) and the 
regulations under the Natural Oas Act 
(157.10) on or before March 11. 1965. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the Fed¬ 
eral Power Commission by sections 7 
and 15 of the Natural Oas Act and the 
Commission's rules of practice and pro¬ 
cedure. a hearing will be held without 
further notice before the Commission on 
this application if no protest or petition 
to intervene is filed within the Ume re¬ 
quired herein, if the Commission on its 
own review of the matter finds that a 
grant of the cerUficate is required by the 
public convenience and necessity. If a 
protest or petition for leave to intervene 
Is timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 


Under the procedure herein provided 
for, unless otherwise advised. It will be 
unnecessary for applicant to appear or 
be represented at the hearing. 

Joseph H. Outriok, 
Secretary. 

{FM, Doc. 65-i89S; PUed. FVb. 34. 1965; 
8:46 am.) 


(Docket No. CP65-237) 

TRANSWESTERN PIPELINE CO. 

Notice of Application 

Fcsruary 17,1965. 

Take notice that on February 10.1965. 
Transwestem Pipeline Oo. (applicant), 
Houston. Tex., filed in Docket No. CP65- 
237 an application pursuant to section 
7(c) of the Natural Oas Act for a certi¬ 
ficate of public con\^nlence and neces¬ 
sity authorizing the construction and 
operation of certain facilities and the 
exchange of natural gas. all as more 
fully set forth In the application on file 
with the Commission and open to public 
inspection. 

6r>ecifically. applicant seeks author¬ 
ization to construct and operate approxi¬ 
mately 10.5 miles of 36-inch and 10.3 
miles of 20-inch pipeline loops; 40.6 
miles of 20-inch pipeline, and 3.3 miles of 
6-inch pipeline with measuring and dew 
point control facilities and other appur¬ 
tenant facilities, for the purpose of ex¬ 
changing up to 158.000 Mcf of natural 
gas per day with Natural Oas Pipeline 
Co. of America (Natural). 

Applicant proposes to take delivery of 
such volumes in the Indian Basin. Dag¬ 
ger Draw and Bluitt areas in Eddy and 
Roosevelt Counties, N. Mex., and at other 
downstream {>oint8 along Its West Texas 
lateral and redeliver equivalent volumes 
to Natural in Hansford County, Tex. 

The estimated cost of applicant's pro¬ 
posed construction is $6,274,000. and will 
be financed with fimds generated from 
company operations and with proceeds 
from the issoance of bonds or other 
securities. 

Protests or petitions to intervene may 
be filed with the Federal Power Commis¬ 
sion, Washington. D.C., 20426, in accord¬ 
ance with the rules of pracU^ and pro¬ 
cedure (18 CFR 1.8 or 1.10) and the 
regulations under the Natural Gas Act 
(157.10) on or before March 11.1965. 

Take further notice that, pursuant to 
the authority contained in and subject 
to the jurisdiction conferred upon the 
Federal Power Commission by sections 
7 and 15 of the Natural Gas Act and the 
Commission's rules of practice and pro¬ 
cedure, a hearing will be held without 
further notice before the Commission on 
this application If no protest or peUU(Hi 
to intervene is filed within the time re¬ 
quired herein, if the Commission on its 
own review of the matter finds that a 
grant of the certificate is required by the 
public convenience and necessity. If a 
protest or petition for leave to intervene 
is timely filed, or if the Commission on its 
own motion believes that a formal hear¬ 
ing is required, further notice of such 
hearing will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 


unnecessary for applicant to appear or 
be represented at the hearing. 

Joseph H. Outxhie. 

Secretary, 

|FJl. Doc. 65-2894; FUod. Feb. 24. 1966; 
8:46 ajn.] 


(Docket No.E-7127| 

UTAH POWER & LIGHT CO. 

Ordsr Accepting Rate Schedule for 

Filing and Amending Order for 

Hearing and Suspension of Pro¬ 
posed Rate Schedule Changes 

February 17,1965. 

Utah Power it Light Co. (Utah Power), 

Salt Lake City, Utah, on January 15, 
1965. tendered for filing, pursuant to sec¬ 
tion 205 of the Federal Power Act. as an 
initial rate schedule, a rate schedule 
for wholesale electric service to KaysvUie 
City Corp. (Kaysvllle), Utah. The prof¬ 
fered rate schedule has been tentatively 
designated in the files of the Commis¬ 
sion as Utah Power's Rate Schedule FPC 
No. 93. 

Under this schedule Utah Power will 
provide KaysvUle's electric requirements. 
Formerly the City received service from 
Utah Power but terminated such service 
on May 6, 1964, in favor of ];x>wer and 
energy supplied from the Bureau of 
Reclamation's Colorado River Storage 
Project System, 

On September 30. 1963. the Commis¬ 
sion ordered a hearing as to the lawful¬ 
ness of rate schedules of Utah Power for 
service to a number of wholesale custom¬ 
ers Including Kaysvllle. Utah Power's 
Rate Schedule FPC No. 71. That sched¬ 
ule was cancelled by notice of cancella¬ 
tion filed on August 3, 1964. The rates 
and charges reflected in FPC No. 93 are 
similar to those set forth in Utah Power's 
Rate Schedule FPC No. 71. To date the 
hearing ordered In Docket No. E-7127 
has not been commenced. 

The Commission finds: (1) It is nec¬ 
essary and appropriate for purposes of 
the Federal Power Act. particularly sec- 
Uons 205, 206. 308 and 309 thereof, that 
the proffered rate schedule be accepted 
for filing to become effective as of Febru¬ 
ary 15.1965,30 days after filing, and that 
paragraph (A) of the Co mmi ssion's 
order issued September 30. 1963. in 
Docket No. E^-7127 be amended to in¬ 
clude within the scoK>e of the hearing 
ordered therein the issue of lawfulness 
of Ut^ Power's Rate Schedule FPC No. 

93. 

The Commission orders: 

(A) Utah Power’s rate schedule de¬ 
scribed above Is hereby accepted for filing 
pursuant to section 206 of the Federal 
Power Act and Part 35 of the Commis¬ 
sion's regulations under that Act. to be¬ 
come effective as a filed rate schedule of 
that ComiMUiy on February 15, 1965. 

(B) Paragraph (A) of the CommU- 

slon's Order issued September 30. 1983, | 

in Docket No. E-7127, Is hereby amended 

to include in the scope of the hearing 
ordered therein, the Issue of lawfulness 
of Utah Power's Rate Schedule FPC No 

(C) This acceptance for filing docs not 

constitute approval of any service, rate. 
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charge, classlflcatlon, or any rule, regrila- 
Uon, contract, or practice altecUng sxich 
rate or service provided for In the above- 
designated rate schedule, nor shall such 
acceptance be deemed as recognition of 
any claimed contractual right or obliga¬ 
tion affecting or relating to such service 
or rate; and such acceptance Is without 
prejudice to any findings or orders which 
have been or may hereafter be made by 
the Commission In Docket No. E-7127 or 
any other proceeding now pending or 
hereafter instituted by or against Utah 
Power. 

By the Commission. 

I seal] Joseph H. Outride, 

Secretary, 

fPR. Doc, 65-1805: Filed. Feb. 24, 1268: 

8:46 ajn.l 


(Docket No. *-72091 

COMMUNITY PUBLIC SERVICE CO. 

Notice of Application 

February 23,1965. 

Take notice that on February 15.1965, 
Community Public Service Co. (Appli¬ 
cant) , filed an application with the Fed¬ 
eral Power Commission, pursuant to sec¬ 
tion 204 of the Federal Power Act. re- 
Questing an order authorizing the issu¬ 
ance of short-term unsecured Promis¬ 
sory Notes in the maximum principal 
amount of $8,000,000. 

Applicant Is incorporated under the 
laws of the State of Texas and is author¬ 
ized to do business In the State of New 
Mexico with its principal business office 
at Port Worth, Tox. Applicant is en¬ 
gaged primarily in the manufacture, 
purchase, distribution and sale of elec¬ 
tricity and the purchase, distribution 
and sale of natural gas, and fumlshea 
electricity and natural gas service to the 
total 116 communities In Texas and New 
Mexloo. 

According to the application, the 
short-term Promissory Notes proposed 
for execution in the maximum aggregate 
principal amount of $8,000,000 will be 
executed and dated at such time or times 
ai short-term bank loans are made or 
renewed on or before June 30,1966. The 
Applicant represents that the proposed 
securities will evidence loans from Fort 
Worth and New York City banking insti¬ 
tutions and that the maturity of each 
note will not exceed 120 das^ from its 
date. 

Applicant states that the purpose of 
the pro|x)6ed short-term bank loans Is 
the relmbiursement of the treasury of 
Applicant for expenditures for the con¬ 
struction. completion, extension or im¬ 
provement of its facilities. According to 
the application, these expenditures for 
the Applicant's 1965 construction pro¬ 
gram will total $11,383,000. Principal 
items in Applicant's program are: 
13,105.500 for transmission line facili¬ 
ties: $3,275,000 for substations: and 
12.038.000 for extensions, rebuilds and 
Improvements to electric distribution fa¬ 
cilities. 

Any person desiring to be heard or to 
make smy protest wl^ reference to said 
Application, should on or before March 
10, 1965, file with the Federal Power 
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Commission, Washington, D.C., 20426. 
petitions or protests in accordance with 
the requirements of the Commission's 
rules of practice and procedure (18 CFR 
1.8 or 1.10), The application is on file 
and available for public inspection, 

JossFH H. Outride, 

Secretary. 

(Pit. Doc. 65-2031; Filed. Feb. 24. 1965; 

9:07 am.l 

SECURITIES AND EXCHANGE 
COMMISSION 

(File No. 812-10441 

INVESTORS SYNDICATE OF AMERICA, 
INC. 

Application for Authorizaiion To De¬ 
termine Qualified Investments by 
Consolidated Earnings of Issuer 
and Subsidiaries 

February 17,1965. 

Notice la hereby given that Investors 
Syndicate of America. Inc., Investors 
Building, Minneapolis. Minn. (••Appli¬ 
cant**), a face-amount certificate com¬ 
pany registered under the Investment 
Company Act of 1940 (“Act**), has filed 
an application pursuant to section 28 
(b) of the Act for an order authorizing 
the consolidated earnings of the Issuer 
and its subsidiaries. Instead of earnings 
of the issuer only, to be used in determin¬ 
ing whether securities are qualified in¬ 
vestments. Applicant is required to in¬ 
vest its assets in qualified investments in 
amounts equal to its capital stock re¬ 
quirements and face-amount certificate 
reserves as computed under the pro¬ 
visions of section 28(a). All interested 
(Dersons are referred to the application 
on file with the Commission for a com¬ 
plete statement of the representations 
therein which are sununarized below. 

Qualified Investments are defined in 
section 28(b) of the Act as investments 
of a kind which life insurance companies 
are permitted to invest in or hold under 
the provisions of the Code of the District 
of Columbia (“Code**) and such other in¬ 
vestments as the Commission shall au¬ 
thorize. Under section 35-535 of the 
Code, in (lertinent part, life insurance 
companies may invest in bonds when the 
earnings coverage of the issuing corpo¬ 
ration satisfies the standards set forth 
in subsection (7) thereof, and in pre¬ 
ferred stocks where such earnings cover¬ 
age satisfies the standards of subsection 
(9). Subsection (7) provides for ad¬ 
justments to earnings for nonrecurring 
items of income and expense and for ad¬ 
justments arising from mergers, con¬ 
solidations and purchases. Applicant 
requests that such adjustments to earn¬ 
ings be authorized in determining earn¬ 
ings coverage on preferred stocks since 
no provision regarding such adjustments 
appears in subsection (9), Applicant 
proposes that earnings coverage stand¬ 
ards of subsections (7) and <9) be de¬ 
termined from the earnings of the issuer 
and its subsidiaries consolidated in ac¬ 
cordance with generally accepted prin¬ 
ciples of accounting. 
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Notice Is further given that any in¬ 
terested {)erson may, not later than 
March 15, 1965, sublet to the Commis¬ 
sion in writing a request for a hearing 
on the matter accompanied by a state¬ 
ment as to the nature of his interest, 
the reason for such request and the is¬ 
sues of fact or law proposed to be con¬ 
troverted, or he may request that he be 
notified If the Commission shall order 
a hearing thereon. Any such communi¬ 
cation should be addressed: Secretary. 
Securities and Exchange Commission, 
Washington, D.C., 20549. A copy of such 
request shall be served (personally or by 
mail (air mail if the (person being served 
is located more than 500 miles from the 
point of mailing) upon applicant at the 
address stated above. Proof of such 
service (by affidavit or in case of an at¬ 
torney at law by certificate) shall be filed 
contemporaneously with the request. At 
any time after said date, as provided by 
Rule 0-5 of the rules and regulations 
promulgated under the Act, an order 
disposing of the application herein may 
be issued by the Commission upon the 
basis of the information stated in said 
application, unless an order for hearing 
upon said application shall be issued 
upon request or uipon the Commission's 
own motion. 

By the Commission, 

Nelly* A. Trorsen, 
Assistant Secretary. 

(PR. Doc. 65-1889: PIlecL Feb. 24. 1965; 

8:46 sjn.) 


SMALL eUSINESS ADMINISTRA¬ 
TION 

(Declaration of Disaster Area 503 ( 

ARKANSAS 

Declaration of Disaster Area 

Whereas, it has been reported that 
during the month of February 1965, be¬ 
cause of the effects of certain disasters, 
damage resulted to residences and busi¬ 
ness property located in Bradley County 
in Uie State of Arkansas; 

Whereas, the Small Business Adminis¬ 
tration has investigated and has received 
other reports of Investigations of con¬ 
ditions in the area affected; 

Whereas, after reading and evaluating 
reports of such conditions, I find that the 
conditions in such area constitute a 
catastrophe within the purview of the 
Small Business Act. as amended. 

Now, Therefore, as Executive Adminis¬ 
trator of the Small Business Administra¬ 
tion. I hereby determine that: 

1. Applications for disaster loans un¬ 
der the provisions of section 7(b)(1) of 
the Small Business Act. as amended, moy 
be received and considered by the office 
below indicated from persons or firms 
whose property, situated in the afore¬ 
said county and areas adjacent thereto, 
suffered damage or destruction resulting 
from tornado and accompanying condi¬ 
tions occurring on or about February 9, 
1965. 

Offlet 

Small BuslncM AdmlnUtratlon Regional 

OIBce, 600 Watt Capital Avenue, Little 

Rock. ArEansas. 72201. 
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NOTICES 


2. Applications for disaster loans un¬ 
der the authority of this Declaration will 
not be accepted subseqxient to August 31, 
1965. 

Dated: February 11. 1065. 

Ross D. Davxb. 
Executive Administrator, 

(PR. Doc. 65-1869: Piled. Peb. 24. 1065; 
8:45 sjn.) 


TARIFF COMMISSION 

ICE SKATES 

Report to the President 

Febkuary 19.1965. 

The Tariff Commission today reported 
to the President its unanimous flndlng 
that increased imports of Ice skates are 
not due in major part to trade-agreement 
concessions. Consequently, under the 
“escape clause** provisions of the *rradc 
Expansion Act of 1962. the U.S. ice-skate 
Industry does not qualify for either the 
quotas or higher tarilTs which certain 
manufacturers sought in a petition to the 
Commission last August. 

The Roller Derby Skate Corp. and 
Nestor Johnson Manufacturing Co. pe¬ 
titioned the Commission to undertake 
an investigation because of an Increase 
in the imports of ice skates, most of 
which have been brought in for attach¬ 
ment to footwear by UR. producers of 
ice-skate outfits (te., ice skates perma¬ 
nently attached to footwear). The out¬ 
fits incorporating imported skates are 
sold in compctlticm with outfits made 
and sold by the domestic producers of 
ice skates. Imports of skates for attach¬ 
ment to footwear rose from 1.2 million 
pairs in 1960 to IS million pairs in 1963. 
Most of the imports have come from 
Canada. 

Though the Commission foimd that 
imports had risen within the meaning of 
the law. it stated that the Increase was 
not due in major part to duty reductions 
made under the trade agreements pro¬ 
gram. Rather, it attributed the increase 
in imports to **thc establishment of new 
companies that took advantage of the 
marked rise In demand for ice-skate out¬ 
fits and capitalized on the availability 
of quality Imports of ice skates.** Most 
of the skates used by the new companies 
were imported, primarily because these 
companies were reluctant to buy skates 
from the domestic concerns that not 
only made skates but also made and sold 
outfits: the established concerns, in their 
turn, hesitated to supply skates to their 
new competitors. 

*1216 investigation, *rEA-I-9. was con¬ 
ducted under section 301 <b) of the *rrade 
Expansion Act of 1962. The rate of duty 
originally provided In the Tariff Act of 
1930 on Ice skates was 20 percent ad 
valorem. Under the trade agreements 
program, the rate of duty was reduced 
to 15 percent In 1936, to 12percent In 
1951. to 11 percent in 1962, and to 10 
percent In 1963. 

Copies of the Commission’s report arc 
available upon request as long as the lim¬ 
ited supply lasts. Address requests to the 
Secretary, UJ3. *rarlff Commission, 


Eighth and E Streets NW., Washlngtozu 
D.C.. 20436. 

By direction of the Commission. 

tSEALl Dokk N. Bxkt. 

Secretary, 

iPR. Doc. 66-1897: PUmI. Peb. 24. 1965; 

8:46 ajn.| 

INTERSTATE COMMERCE 
COMMISSION 

rNoUc*737| 

MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 

Pebauaxy 19.1965. 

The following publications are gov¬ 
erned by the new Special Rule 1.247 of 
the Commission's rules of practice, pub¬ 
lished In the Fbdcxaz. Rccistbm. issue of 
December 3,1963. which became effective 
January 1. 1964. 

Appucations Assicnxo roa Oral Hearing 

The applications immediately follow¬ 
ing are assigned for hearing at the time 
and place designated in the notice af 
filing as here published in each proceed¬ 
ing. All of the proceedings are subject to 
the Special Rules of Procedure for Hear¬ 
ing outlined below: 

Special Rules op Procedure for Hearing 

(1) All of the testimony to be adduced 
by applicant’s company witnesses shall 
be in the form of written statements 
which shall be submitted at the hear¬ 
ing at the time and place indicated. 

(2) All of the written statements by 
applicant’s company witnesses shall be 
offered In exidence at the hearing in the 
same manner as any other type of evi¬ 
dence The witnesses submitting the 
written statements shall be made avail¬ 
able at the hearing for cross-examina¬ 
tion, if such becomes necessary. 

(3) The written statements by appli¬ 
cant's company witnesses, if recelv^ in 
evidence, will be accepted as exhibits. 
To the extent the written statements re¬ 
fer to attached documents such as copies 
of operating authority, etc., they should 
be referred to in written statement as 
numbered appendices thereto. 

(4) The admissibility of the evidence 
contained in the written statements and 
the appendices thereto, will be at the 
time of offer, subject to the same rules 
as If the evidence were produced in the 
usual manner. 

(5) Supplemental testimony by a wit¬ 
ness to correct errors or to supply inad¬ 
vertent omissions in his written state¬ 
ment is permissible. 

No. MC 13569 (Sub-No. 9). filed Feb¬ 
ruary 12. 1965. Appreant: THE LAKE 
SHORE MOTOR FREIGHT COMPANY, 
a corporation. 1200 South State Street, 
Girard. Ohio. Applicant’s attorneys: 
Walter F. Jones and Ferdinand Bom, 
1019 Chamber of Commerce Building. 
Indianapolis. Ind. Authority sought to 
operate as a common carrier, by motor 
vehicle, over IrreguUr routes, transport¬ 
ing: Iron and $tee! and iron and steel 
articles and steel miU supplies, between 


the plantsite of the Bethlehem Steel 
Co., located in Porter Cotmly, Ind.. and 
points In Illinois. Michigan. Ohio, and 
Wisconsin. 

HEARING: March 3. 1965. In Room 
908, Indiana Public Service Commis* 
Sion, New State Office Building. 100 North 
Senate Avenue. Indianapolis. Ind., before 
Examiner Isadore Freldson. 

No. MC 14702 (Sub-No. 7). filed Janu¬ 
ary 29. 1965. Applicant: OHIO FAST 
FREIOHT. INC., Post Office Box 808, 
Warren, Ohio. Authority sought to op¬ 
erate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Oeneroi commodities (except those 
of unusual value. Classes A and B ex¬ 
plosives. household goods as defined In 
Practices oI Motor Common Carriers of 
Household Goods, 17 M.C.C. 467, com¬ 
modities in bulk, commodities requiring 
special eqixlpmcnt. and those injurious or 
contaminating to other lading). ^tween 
Bums Harbor, Porter County, Ind., on 
the one hand, and. on the other, points 
In Indiana. Michigan, and Ohio. 

HEARING: March 3. 1965. In Room 
908, Indiana Public Service Commission. 
New State Office Building, 100 North 
Senate Avenue. Indianapolis. Ind., be¬ 
fore Joint Board No. 9. or. If the joint 
board waives Its right to participate, be¬ 
fore Examiner Isadore Freldson. 

No. MC 22278 ^Sub-No. 21) (REPUB¬ 
LICATION) . filed January 11.1965. pub¬ 
lished Federal Register Issue of January 
27, 1965. and republished this Issue. 
Applicant! TAKTN BROS. FREIGHT 
LINE, INC., 2125 Commercial Street. 
Waterloo. Iowa. Applicant's attorney! 
Truman A. Stockton, 1650 Qrant Street 
Building. Denver. Colo. Authority 
sought to operate as a common carrier, 
by motor vehicle, over regular routes, 
transporting: General commodities (ex¬ 
cept those of unusual value, livestock. 
Classes A and B explosives, household 
goods as defined by the Commission, 
commodities in bulk, commodities re- 
(luiring special equipment (except those 
requiring temperature control) and 
those injurious or contaminating other 
lading), serving the plantsite of Bethle¬ 
hem Steel Co., Bums Harbor. Ind., lo¬ 
cated on U.8. Highway 12 (part of the 
plant (dte Is in the town of Portage. Ind.. 
and part is located cast thereof extending 
into the community known as Dune 
Acres. Ind.)., as an off-route point In 
connection with applicant's authorized 
regular-route operations In Wisconsin. 
Minnesota. Illinois. Iowa. Nebraska, and 
the portion of Indiana included in the 
commercial zone of Chicago. 

Nora: The purpose of thi* republlcatlon U 
to reflect tho boaring daU. 

HEARING: March 3. 1965. in Room 
908. Indiana Public Service Commission. 
New State Office Building, 100 North 
Senate Avenue. Indianapolis. Ind., be¬ 
fore Joint Board No. 72, or. If the joint 
board waives Its right to participate, be¬ 
fore Examiner Isadore Freldson. 

No. MC 59367 (Sub-No. 18). (AMEND¬ 
MENT), filed October 19, 1964. published 
Federal Register issue of November 4, 
1964. amended February 3. 1965. and re¬ 
published as amended this issue. Appli¬ 
cant: DECKER TRUCK LINE INC^ Post 
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Office Box 916, Fort Dodge, low*. Appli¬ 
cant's representative: William A. Lan¬ 
dau, 1307 East Walnut Street. Des 
Moines 16. Iowa. Authority sought to 
operate as a common carrier, by motor 
vehicle, over Irregular routes transport¬ 
ing; Meats, meat products, meat byprod¬ 
ucts and articles distributed by meat 
packinyhouses, as described In sections 
A and C of Appendix I to the report in 
Descriptions in Motor Carrier Certifi¬ 
cates. 61 M.C.C. 209 and 768 (except 
hides and commodities In bulk. In tank 
vehicles), from Mason City, Iowa, to 
points in Minnesota, Missouri, Illinois, 
Nebraska, and Wisconsin. 

Non: The purpose of this rcpubllcsUon li 
to Add Nebraska. Wliconaln and all poinU 
In intaoU as deaUnalk>n States. 

HEARINO: Remains as assigned 
March 10, 1965, at the Iowa Commerce 
Commission, East 12th and Court Ave¬ 
nues, before Examiner David Waters. 

No. MC 72243 (Sub-No. 13), filed Jan¬ 
uary 29, 1965. Applicant: THE AETNA 
FREIGHT LINES, INC., 2607 Youngs¬ 
town Road 8E., Warren, Ohio. Appli¬ 
cant's attorney: A. Charles Tell, 44 East 
Broad Street. Columbus. Ohio. 43215. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Iron and steel and 
iron and steel articles, between the plant- 
site of the Bethlehem Steel Corp., Bums 
Harbor, Porter County. Ind., on the one 
hand, and. on the other, points in that 
port of Illinois. Indiana. Iowa. Michigan, 
and Wisconsin within 300 miles of Chi¬ 
cago. HI., including Chicago. 

HEARINO: March 3. 1965. in Room 
908. Indiana Public Service Commission. 
New State Offlee Building, 100 North 
Senate Avenue. Indianapolis. Ind., before 
Examiner Isadore Freldson. 

No. MC 106943 (Sub-No. 83), filed 
February 12, 1965. Applicant: EAST¬ 
ERN EXPRESS. INC., 1450 Wabash Av¬ 
enue. Terre Haute, Ind, Applicant's 
attorney: John E. Lcsow. 3737 North 
Meridian Street, Indianapolis. Ind. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over regular 
routes, transporting: General commod¬ 
ities (except Classes A and B explosives, 
livestock, grain, petroleum products, in 
bulk, household goods as defined by the 
Commission and commodities requiring 
special equipment), serving the plant- 
site of the Bethlehem Steel Co., Bums 
Harbor, Porter County. Ind., as an off- 
route point in connection with appli¬ 
cant’s authorized regular-route opera¬ 
tions. 

HEARING: March 3. 1965. in Room 
968. Indiana Public Service Commission, 
New State Office BuUdlng, 100 North 
Senate Avenue. Indianapolis. Ind., before 
Joint Board No. 72. or If the joint board 
waives its right to participate before 
Examiner Isadore Freldson. 

No. MCI 10563 (Sub-No. 26), filed Feb- 
niary 15. 1965. Applicant: COLDWAY 
F(X)D EXPRESS. INC., West North 
Street. Post Offlee Box 259, Sidney. Ohio. 
Applicant's attorney: Joseph Scanlan. 
Ill West Washington Street. CThlcago 2. 
Bl. Authority sought to operate as a 


common carrier, by motor vehicle, over 
irregular routes, transporting: Meats, 
meat products and meat byproducts, 
from the plantslte of Blue Ribbon Pack¬ 
ing Co.. Inc., located at or near Mason 
City. Iowa, to points in Maine, New 
Hampshire. Vermont. Massachusetts, 
Rhode L^dand. Connecticut, New York, 
New Jersey, Pennsylvania. Delaware, 
and the District of Columbia, and refused 
a7id rejected shipments, on return. 

HEARING: March 10. 1965. at the 
Iowa Commerce Commission, East 12th 
and Court Avenues, Des Moines, Iowa, 
before Examiner David Waters. 

No. MC 114457 (Sub-No. 25), filed Feb¬ 
ruary 12. 1965. AppUcant: DART 

TRANSIT COMPANY, a corporation, 780 
North Prior Avenue, St. Paul. Minn. 
Applicant's attorney: Charles W. Singer. 
33 North La Salle Street. Chicago 2. HI. 
Authority sought to operate as a common 
carrier, by motor vehicle, over Irregular 
routes, transporting: Iron and steel arti¬ 
cles, and equipment and supplies, used 
or useful in production and distribution 
of such articles, between the Bums Har¬ 
bor plantslte of Bethlehem Steel Co. 
located In Porter County. Ind.. on the 
one hand. and. on the other, points In 
Wisconsin, the upper peninsula of Mich¬ 
igan, Iowa. Minnesota. North Dakota, 
South Dakota. Nebraska. Kansas, and 
Missouri. 

HEARINO: March 3. 1965. In Room 
908. Indiana Public Sendee Commission, 
New State Offlee Building, 100 North 
Senate Avenue. Indianapolis, Ind., before 
Examiner Isadore n^ldson. 

No. MC 115331 (Sub-No. 98). filed 
February 12, 1965. Applican t: TR UCK 
TRANSPORT. INCX>RPORATED, 707 
Market Street, St. Louis. Mo. Appli¬ 
cant's attorney: William G. Spruill, 
Suite 1250. Federal Bar BuUdlng. 1815 
H Street NW., Washington, D.C.. 20006. 
Authority sought to operate as a common 
carrier, by motor vehicle, over Irregular 
routes, transporting: Commodities, In 
bulk, from Tri-City Regional Port Dis¬ 
trict. located in Madison County. HI., to 
points In Alabama. Arkansas. Hllnois, 
Indiana. Colorado. Iowa, ELansas, Ken¬ 
tucky. Louisiana, Michigan. Minnesota, 
Mississippi Missouri. Nebraska. North 
Dakota. Ohio, Oklahoma. Pennsylvania. 
South Dakota. Tennessee. Texas. West 
Virginia, and Wisconsin, 

HEARING: March 29. 1965. at the 
Pick-Mark Twain Hotel. 116 North 
Eighth Street, St. Louis, Mo., before Ex¬ 
aminer WUliam N. Culbertson. 

No. MC 117574 (Sub-No. 118), filed 
February 18. 1965. Applicant: DAILY 
EXPRESS. INC., Post Office Box 39. Mall 
Route No. 3. Carlisle. Po. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting: Iron and steel articles and 
eyuipment and supplies, used or useful 
In the manufacture of Iron and steel 
and iron and steel articles, between the 
plantslte of Bethlehem Steel Co.. Bums 
Harbor. Porter County, Ind,, on the one 
hand. and. on the other, points in Penn¬ 
sylvania. New York. New Jersey, Ohio. 
Michigan. Hlinols, Wisconsin, Missouri, 
Iowa, and Ccmnectieut. 


HEARING: March 3. 1965. In Room 
908, Indiana Public Service Commission. 
New State Offlee Building. 100 North 
Senate Avenue. Indianapolis. Ind., before 
Examiner Isadore Freldson. 

By the Commission. 

[sxoLl Bertha P. Armes, 

Acting Secretary. 

IFR. Doc. 66-1922: Piled. Feb. 24. 1965: 
8:48 ajn.) 


INoUce 30] 

APPLICATIONS FOR MOTOR CARRIER 
''GRANDFATHER*' CERTIFICATE OF 

REGISTRATION 

February 19, 1965. 

The following applications are filed 
under section 206<a)(7) of the Inter¬ 
state Commerce Act. as amended Octo¬ 
ber 15, 1962. These applications are 
govern^ by Special Rule 1.244. of the 
Commission's rules of practice published 
in the Federal Register, issue of Decem¬ 
ber 8. 1962. page 12188, which provides, 
among other things, that protests to the 
granting of an application may be filed 
with the CommlssloKT within 30 days 
after the date of notice of filing of the 
application Is published In the Federal 
Register. Failure seasonably to file a 
protest will be construed as a waiver of 
opposition and participation In the pro- 
cc^ng. Protests shall set forth specifi¬ 
cally the grounds upon which they are 
made and contain a concise statement 
of the interest of the protestant in the 
proceeding. Protests containing gen¬ 
eral allegations may be rejected. A pro¬ 
test filed under these special rules shall 
be served upon applicant's representa¬ 
tive (or applicant, if no practitioner rep¬ 
resenting him is named). The original 
and six copies of the protests shall be 
filed with the Commission. 

The Special Rules do not provide for 
publication of the operating authority, 
but the applications are available at the 
Commission's offlee in Washington, D.C., 
and the field offlees. 

Applications not Included in this pub¬ 
lication will be published at a later date, 

Washihotov 

No. MC 121531 (REPUBUCAHON), 
filed February 11. 1963. published In 
Federal Register Issue of June 12. 1963. 
and republished this Issue. Applicant: 
FRANK L. PETERSON AND ROBERT 
L. McCLARY, doing business as INLAND 
TRANSFER (X>MPANY. 1511 East Trent 
Avenue, Spokane. Wash., and O. LeROY 
PEASE, doing business as INLAND 
TRANSFER 4c STORAGE COMPANY, 
1511 East Trent Avenue. Spokane. Wash., 
joint applicants. 

Norm: The purpose of thta repubUcatlon Is 
to show O. Lelloy Peeee. doing bueineee mm 
Inland Transfer a Storsge Co., ae Joint 
applicant. 

By the Commission. 

fSEALl Bertha F. Armes. 

Acting Secretary. 

|F.B. Doc. 65-1923: Filed. Feb. 24. 1965; 

8:48 am.] 
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NOTICES 


NOTICE OF FILING OF MOTOR CAR¬ 
RIER INTRASTATE APPLICATIONS 

Fkbbuakt 19.1966. 

The following applications for motor 
common carrier authority to operate in 
Intrastate commerce seek concurrent 
motor carrier authorization In interstate 
or foreign commerce within the limits 
of the intrastate authority sought, pur¬ 
suant to section 206(a) (6) of the Inter¬ 
state Commerce Act. as amended Octo¬ 
ber 16. 1962. These applications arc 
govern^ by Special Rule 1.245 of the 
Commission's rules of practice, published 
in the PaoEBAL Reoism. issue of April 
11. 1963. page 3633. which provides, 
among other things, that protests and 
requests for information concerning the 
time and place of State Commission 
hearings or other proceedings, any sub¬ 
sequent changes therein, and any other 
related matters shall be directed to the 
State Commission with which the ap¬ 
plication is filed and shall not be ad¬ 
dressed to or filed with the Interstate 
Commerce Commission. 

State Docket No. 15630. filed February 
10. 1965. Applicant: BELL TRANSFER 
CO., INC., Post Offlee Box 306, Old Mont¬ 
gomery Highway, Selma. Ala. Appli¬ 
cant's attorney: J. Douglas Harris. 410- 
411 Bell Building. Montgomery, Ala. 
Certificate of public convenience and 
necessity sought to operate a freight 
service as follows: Transportation of 
general commoditien (except explosives 
and commodities requiring special equip¬ 
ment or injurious to other lading), be¬ 
tween Burnsville. Ala., on Alabama State 
Highway 14 and the plantsite of Ham- 
mermill Paper Mill Co. approximately 
314 miles south of Burnsville over un¬ 
numbered coimty road or roads. 

HEARING: Date. time, and place of 
hearing, not specified. 

Requests for procedural information, 
including the time for filing protests, 
concerning this application should be 
addressed to Mr. Orville P. Large, Secre¬ 
tary, Alabama Public Service Commis¬ 
sion, Post Office Box 991, Montgomery. 
Ala., 36102, and should not be directed to 
the Interstate Commerce Commission. 

By the Conunlssion. 

(SKALl Bertha F. Axmes, 

Acting Secretary, 

|FJl. Doc, 65-1925: Filed. Feb. 24. 1965; 

8:48 Sin.J 


(NoUoell29] 

MOTOR CARRIER TRANSFER 
PROCEEDINGS 

Februart 19,1966. 

Synopses of orders entered pursuant to 
section 212(b) of the Interstate Com¬ 
merce Act, and rules and regu lations pre¬ 
scribed thereunder (4f CFR Part 179), 
appear below: 

As provided in the Commission's spe¬ 
cial rules of practice any Interested per¬ 
son may file a petition seeking recon¬ 
sideration of the following numbered 
proceedings within 20 days from the date 
of publication of this notice. Pursuant 
to section 17(8) of the Interstate Com¬ 
merce Act. the filing of such a petition 


will postpone the effective date of the 
order in that proceeding pending its dis¬ 
position. The matters relied upon by 
petitioners must be specified in their 
petitions with particularity. 

No. MC-FC-67336. By order of Feb¬ 
ruary 17. 1965, the Transfer Board ap¬ 
proved the transfer to Frederick Trans¬ 
port Ltd,, Chatham. Ontario, Canada, 
of the operating rights in certificate No. 
MC-123152, issued July 14, 1961, in the 
name of Charles Frederick, doing busi¬ 
ness as Frederick's Trucking, and ac¬ 
quired by transferor herein pursuant to 
MC-PC-66521. Merlin, Ontario, Canada, 
authorizing the transportation, over ir¬ 
regular routes, of seeds, soya beans, feeds 
and feed concentrate, from the port of 
entry on the United States-Canada 
boundary line, at Detroit. Mich., to points 
in Michigan, Ohio, and Illinois: and 
seed, in bags, com. in bulk, and seed com 
and soya bean meal, from points in 
Michigan, Ohio, and Illinois, to the port 
of entry on the United States-Canada 
boundary line, at Detroit, Mich. 8. Har¬ 
rison Kahn. 733 Investment Building. 
Washington 5. D.C., attorney for appli¬ 
cants. 

No. MOFC-67428. By order of Feb¬ 
ruary 17, 1965. the Transfer Board ap¬ 
proved the transfer to Washington 
Trucking. Inc.. Lynwood, Wash., 08036, 
of certificates Nos. MC-116319 <8ub-No. 
1), and MC-116319 (Sub-No. 3). Issued 
May 16, 1968. and December 16. 1960. in 
the name of Midland-Pacific Transport. 
Inc., and amended in certificate No. MC- 
116319 (8ub-No. 6), issued July 19. 1962, 
to show the name of Hodges *rrucking. 
Inc., Spokane. Wash., authorizing the 
transportation, over irregular routes, of 
rock. sand, gravel, and aggregates. In 
bulk, in dump vehicles, between points 
in Pend Oreille, Stevens, Spokane, Lin¬ 
coln. Whitman. Adams, Garfield. Asotin, 
and Columbia Counties. Wash., on the 
one hand, and. on the other, points in 
Boundary, Bonner, Kootenai, Benewah. 
Shoshone. Latah. N?z Perce, Idaho, 
Lewis, and Clearwater Counties. Idaho: 
cement and pozzolan. in bulk, between 
points m Washington, with restrictions; 
and siliceous ore. from the site of the 
Zalla-M-Mlnes. located approximately 8 
miles northeast of Republic, Wash., to 
the port of entry on the United States- 
Canada boundary line at or near North- 
port, Wash, George H. Hart. 640 Cen¬ 
tral Building. Seattle. Wash.. 98104. at¬ 
torney for applicants, Richard P. Guy, 
Box 2604 Terminal Annex, Spokane. 
Wash.. 99220. attorney for applicanU. 

No. MC-PC-67505. By order of Feb¬ 
ruary 17. 1965. the Transfer Board ap¬ 
proved the transfer to Vcrlyn L. Wilhelm, 
282 Summit Avenue, Amcry. Wls.. of the 
operating rights in certificate No, MC~ 
112377. issued April 10, 1951. to Leon L 
Wilhelm. Amery, Wls., authorizing the 
transportation of agricultural limestone, 
in bulk, over irregular routes, from points 
in Polk County. Wis. to points in Pine 
and (Chicago Counties, Minn, Earl L. 
Risberg. 107 East Maole Street. Amery. 
W 8., 54001, representative for transferor. 

No. MC-FC-67645. By order of Feb¬ 
ruary 17. 19d5. the Transfer Board ap¬ 
proved the transfer to Campbell's Mov¬ 
ing Co., Inc., Philadelphia, Pa., of the 


operating rights Issued by the Commis¬ 
sion September 3,1940, and July 30,1964. 
under certificates in Nos. MC^9392 and 
MC-49392 (Sub-No. U, to Joseph Camp- 
bell. Philadelphia. Pa. authorizing the 
transportation, over irregular routes, of 
household goods, between Philadelphia. 
Pa., on the one hand. and. on the other, 
points In New Jersey; and between Phila¬ 
delphia. Pa,, on the one hand, and on 
the other, points in New York, New Jer¬ 
sey. rcnnsylvania, Mai 7 land. Delaware, 
and the District of Columbia. James C 
Brennan. 19 West Fifth Street, Chester, 
Pa., attorney for applicants. 

N3. MC-PC-67567. By order of Feb¬ 
ruary 17, 1966. the Transfer Baard ap¬ 
proved the transfer to Allan B Robbins. 
Monson, Mass. of the opemting rights 
issued by the Commission June 12. 1941. 
under certificate in No. MC-22198. to 
Linden E. Beach. Springfield. Mass., au¬ 
thorizing the transportation, over irreg¬ 
ular routes, of building materials and 
road building and grading materials, be¬ 
tween Springfield. Ma.ss., and points in 
Massachusetts within 15 miles of Spring- 
field. on the one hend. and. on the other, 
points in Hartford, Litchfield. Tolland, 
and Windham Counties. Conn. William 
L. Mobley, 1694 Main Street. Springfield. 
Mass., representative for applicants. 

fSEALl BCRTBA P. ARMZS. 

Acting Secretary, 

(FJl. Doc. 65 <1926: Plied. Frb. 24. 1965; 

8:48 AJn l 


fHotlce No. 341) 

MOTOR CARRIER ALTERNATE ROUTE 

deviat:om notices 


February 10.1965. 

The following letter-notices of propos¬ 
als to operate over deviation routes for 
operating convenience only have been 
filed with the Interstate Commerce Com¬ 
mission. under the Commission’s Devia¬ 
tion Rules Revised. 1957 (49 CFR 211.1 
(c)<8)) and notice thereof to all inter¬ 
ested persons is hereby given as pro¬ 
vided in such rules (49 CFR 211.1(d) 
(4)). 

Protests against the use of any pro¬ 
posed deviation route herein described 
may be filed with the Interstate 
mcrce Commission in the manner and 
form provided in such rules <49 CFR 
211.1Ce)) at any time, but will not oper¬ 
ate to sUy commencement of the pro¬ 
posed operations unless filed within 30 
days from the date of publication. 

Successively filed ietter-noUces of the 
same (mrrier under the Commission's E'e- 
viation Rules Revised, 1957, will be num¬ 
bered consecutively for convenience in 
Identification and protests, if any should 
refer to such letter-notices by number. 


Motor Carriers or Property 

No MC 26739 (Deviation No. 4), 
CROUCH BROS., INC.. Transport 
Building, St. Joseph, Mo., 64501, nlw 
February 11, IMS. Carrier proposes to 
operate as a common carrier, by motor 
vehicle, of general commodiUet. wiu> 
certain exceptions, over a deviation route 
as follows: Prom Chicago, in., ovw in- 
teraUtc Highway 66 to JuncOon Inter- 







Thursday, February 25, 1955 


FEDERAL REGISTER 


i!89 


i.Utd Highway 80 (approximately 5 miles 
west of JoUet, HI,), thence over Inter- 
-Ute Highway 80 to Omaha, Ncbr„ and 
retium over the same route for operating 
convenience only. The notice Indicate 
that carrier is presently authorized to 
transport the same commodities over 
pertinent service routes as follows: 
P'rom Chicago, III., over UJB. Highway 
08 to junction UH, Highway 52. thcncc 
over UH. Highway 52 to junction UjS. 
Highway 51, thence over UJS. Highway 51 
to Mendota. HI., thence over Hlinols 
Highway 92 to Mollnc-Rock Island. Hi., 
thence over the MUsissippl River to UJS. 
Hil^way 61. thence over UJS. Highway 
61 to junction Iowa Highway 92. thence 
over low’a Highway 92 to Washington. 
Iowa, thence over Iowa Highway 1 to 
Fairfield. Iowa, thence over VB, High¬ 
way 34 to Ottumwa. Iowa, thence over 
U.S, Highway 63 to Bloomfield. Iowa, 
thence over Iowa Highway 2 to Bedford. 
Iowa, thence over Iowa Highway 148 to 
the lowa-Mlssouri State line, thence over 
UB, Highway 27 to juncUon U.8. High¬ 
way 71, and thence over UB. Highway 
71 to Maryville, Mo.; and from Mary- 
\illc. Mo., over UB. Highway 71 to 
Clarinda. Iowa, thcncc over Iowa High¬ 
way 2 to Shenandoah, Iowa: thence over 
US. Highway 59 to Emerson. Iowa, 
thence over UB. Highway 34 to Glen- 
wood, Iowa, and thcncc over UB. High¬ 
way 275 to Omaha, Nebr., and retiim 
over the same routes. 

No. MC 26739 (Deviation No. 5), 
CROUCH BROS., INC., Transport Build¬ 
ing. 8t. Joseph, Mo.. 64501, filed Febru¬ 
ary 11, 1965. Carrier proposes to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle, of general c<mmoditie$, with ccr- 
udn exceptions, over a deviation route 
as follows; From Emerson, Iowa, over 
UB. Highway 59 to junction Iowa High¬ 
way 92, thence over Iowa Highway 92 
to junction Iowa Highway 375, thence 
over Iowa Highway 375 to JuncUon UB. 
Highway 6. and thence over UB. High¬ 
way 6 to Omaha. Nebr., and return over 
the same route, for operating conven¬ 
ience only. The notice indicates that 
the carrier is presently authorized to 
transport the same commodities over a 
i)ertlnent service route as follows: From 
MarsrviUe, Mo., over UB. Highway 71 
to Clarinda, Iowa, thence over Iowa 
Highway 2 to Shenandoah, Iowa, thence 
over UB. Highway 59 to Emerson, Iowa, 
thence over UB. Highw-ay 34 to Olen- 
wood. Iowa, and thence over UB. High¬ 
way 275 to Omaha, and return over the 
same route. 

No. MC 26739 (Deviation No. 6). 
CROUCH BROS.. INC.. Transport Build¬ 
ing. St. Joseph. Mo.. 64501. filed Febru¬ 
ary n, 1965. Carrier proposes to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle, of general commodities, with cer¬ 
tain excepUons, over a devlaUon route 
as follows: From St. Joseph, Mo., over 
UB. Highway 36 to jtmcUon UB. High¬ 
way 76, and thence over UB. Highway 
75 to Omaha, Nebr.. and return over the 
same route, for operating convenience 
only. The noUce Indicates that the car¬ 
rier is presenUy authorized to transport 
the same commodities over pertinent 
service routes as follows: From St. 
Joseph over UB. Highway 71 to Junc- 
No. 37-9 


Uon Missouri Highway 27, thence over 
Missouri Highway 27 to Hopkins. Mo.: 
and from Maryville, Mo., over UB. High¬ 
way 71 to Clarinda. Iowa, thcncc over 
Iowa Highway 2 to Shenandoah. Iowa, 
thence over UB: Hlghvray 59 to Emerson, 
Iowa, thence over U.S. Highway 34 to 
Glen wood. Iowa, and thence over U.S. 
Highway 275 to Omaha, and return over 
the same routes. 

No. MC 26739 (DevlaUon No. 7), 
CROUCH BROS.. INC., Transport Build¬ 
ing, St. Joseph. Mo., 64501, filed Feb¬ 
ruary 11, 1966. Carrier proposes to 
operate os a common carrier, by motor 
vehicle, of general commodities, with cer¬ 
tain excepUons. over a devlaUon route 
as follows: Prom Kansas City, Kans.. 
over Interstate Highway 70 to Junction 
U.8. Highway 24 (2 miles north of Law¬ 
rence. Kans.), thence over UB. Higliway 
24 to juncUon UB. Highway 75 <3 miles 
north of Topeka. Kans.). and thence 
over UB. Highway 75 to Omaha. Nebr., 
and return over the same route, for op¬ 
erating convenience only. The notice 
indicates that the carrier is presently 
authorized to transport the same com¬ 
modities over pertinent service routes as 
follows: From Kansas City, over UB. 
Highway 169 to juncUon Missouri High- 
w'ay 116, thence over Missouri Higliway 
116 to Plattsburg, Mo.: from St. Joseph, 
Mo., over U.S. Highway 169 to juncUon 
Miswurl Highway 116, thence over Mis¬ 
souri Highway 116 to I^thn^, Mo.; from 
St. Joseph over UB. Highway 71 to Junc¬ 
tion Missouri Highway 27 and thence 
over Missouri Highway 27 to Hopkins, 
Mo.: from Maryville. Ma, over UB. 
Highway 71 to Clarinda. Iowa, thence 
over Iowa Highway 2 to Shenandoah. 
Iowa, thence over UB. Highway 69 to 
Emerson. Iowa, thence over UB. High¬ 
way 34 to Glenwood. Iowa, and thence 
over UB. Highway 75 to Omaha, Nebr., 
and return over the same routes. 

No. MC 29988 (Deviation No. 17), 
DENVER CHICAGO TRUCKINa COM¬ 
PANY, INC., 45ih and Jackson Streets. 
Denver. Colo. Carrier’s attorney: Ed¬ 
ward G. Bazclon, 39 South La Salle 
Street, Chicago 3, HL, filed February 11, 
1965. Carrier proposes to operate as a 
eomTTion carrier, by motor vehicle, of 
general commodities, with certain ex¬ 
ceptions, over a devlaUon route as fol¬ 
lows: Prom Pendleton, Oreg., over Inter¬ 
state Highway 80N to Portland, Oreg.. 
and return over the same route, for 
operating convenience only. The noUce 
indicates that the carrier Is presenUy au¬ 
thorized to transport the same commodl- 
Ues over perUnent service routes as fol¬ 
lows: (1) from Denver. Colo., over UB. 
Highway 287 to Fort CoUlns, Colo., thence 
over UB. Highway 287 to Laramie, Wyo. 
(also from ^rt Collins over U.8. High¬ 
way 87 to Cheyenne. Wyo.. thence over 
U.S. Highway 30 to Laramie, thence 
over U.8. Highway 30 to Little America. 
Wyo., thence over UB. HighTvay 308 to 
Echo City. Utah, thence over UB. High¬ 
way 30S via Ogden, and Brigham, Utah, 
to Burley, Idaho (also from Echo City 
over UB. Highway 189 to Wanshlp, Utah, 
thence over Utah Higha^y 530 to Kim¬ 
balls, Utah, thence over UB. Highway 
40 to Salt Lake City, Utah, thence over 
UB. Highway 89 to Ogden), thence over 


UB. Highway 30 to Twin Ftdls. Idaho, 
thence over UB. Highway 30 via Bliss. 
Idaho, to Pendleton. Oreg. (also from 
Twin Palls over UB. Highway 93 to 
Jerome. Idaho, thence over Idaho High¬ 
way 25 to Junction Idaho Highway 24, 
thence over Idaho Highway 24 to Bliss), 
thence over UB. Highway 395 to Pasco. 
Wash., thence over UB. Highway 410 to 
Yakima. Wash., thej[Lce over UB. High¬ 
way 97 to EUensburg. Wash., thence over 
UB. Highway 10 to SeatUe. Wash., thence 
over UB. Highway 99 to Tacoma: from 
Denver to Little America, Wyo, as 
specified above, thence over UB. High¬ 
way 30N via McCammon, Idaho, to 
Burley. Idaho (also from Little America 
to Brigham. Utah as specified above, 
thence over U.S. Highway 91 to McCam¬ 
mon) . thence to Seattle. Wash., as speci¬ 
fied above, thence over UB. Highway 99 
to Tacoma: (2) from Seattle over UB. 
Highway 10 to Ellensburgh, Wash., 
thence over UB. Highway 97 to Yakima, 
Wash., thence over UB. Highway 410 to 
Pasco. Wash., thence over UB. Highway 
395 to Pendleton, Oreg.. thence over U.S. 
Highway 30 via Bliss, Idaho, to Twin 
Falls. Idaho (also from Bliss over Idaho 
Highway 24 to junction Idaho Highway 
25, thence over Idaho Highway 25 to 
Jerome, Idaho, thence over UB. High¬ 
way 93 to Twin Falls), thence over U.S. 
Highway 30 to Burley, Idaho, thence 
over U.8. Highway 30N via Pocatello and 
McCammon. Idaho, to Little America, 
Wyo., thence over UB. Highway 30 to 
Laramie. Wyo.. thence over U.S. High¬ 
way 287 to Fort CoDlns, Colo, (also 
from Laramie over UB. Highway 30 to 
Cheyenne, Wyo.. thence over UB. High¬ 
way 87 to Fort Collins), and thence 
over UB. Highway 287 to Denver; (3) 
from St. Helens. Oreg., over UB. High¬ 
way 30 to Rainier, Oreg., thence by 
bridge over the Columbia River to Long¬ 
view, Wash,, thence over U.8. Highway 
830 to Kelso, Wash., thence over UB. 
Highway 99 to juncUon Washington 
Highway 1, thcncc over Washington 
Highway 1 via Toledo. Marys Comer, 
Forest. Chehalis, Centralla. Grand 
Mound, and Tenino, Wash., to Turn water. 
Wash., thence over UB. Highway 99 via 
Olympia. Wash., to ScatUe: from Port¬ 
land over U.S. Highway 30 to Westport: 
and (4) from Portland over UB. High¬ 
way 99 to Kelso, and return over the 
same routes. 

No. kfC 63871 (Deviation No. 1), AN. 
DREWS Ic PIERCE. INC. 1431 Bedford 
St., North Ablngton. Mass.. Applicant’s 
attorney: Kenneth B. Williams. Ill State 
Street, Boston, Mass., 02109. filed Feb¬ 
ruary 11. 1965. Carrier proposes to op¬ 
erate as a common carrier, by motor ve¬ 
hicle. of general commodities, with cer. 
tain excepUons. over devlaUon routes as 
follows: (1) betw'een juncUon Massachu¬ 
setts Highway 128. and Massachusetts 
Highway 24 (south of Boston) and Fall 
River. Mass., over Massachusetts High¬ 
way 24: (2) between Taunton. Mass., 
and New Bedford, Mass,, over Massachu¬ 
setts Highway 140: (3) between Provi¬ 
dence, RJ.. and junction UB. Highway 6 
In Swansea. Mass., over Interstate High- 
way 195; (4) between juncUon UB. High¬ 
way 3. and U.S. Highway 6 (west of Uie 
Cape Cod Canal) and juncUon UB. High¬ 
ways 6 and 6A in Orleans, Mass., over 
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relocated U.S. Highway 6; (5) between 
Junction UwS. Highway 44 and Ma&sa* 
chusette Highway 25 (near Middlcboro. 
Maas.) and junction Massachusetts 
Highway 28 and U,S. Highway 6 In Ware- 
ham. Mass., over Massachusetts High¬ 
ways 25 and 28. and (6) between Junction 
Massachusetts Highway 128 and Inter¬ 
state Highway 95 (south of Boston) and 
Providence. RJ., over Interstate High¬ 
way 95, for operating convenience only. 
The notice indicates that the carrier Is 
presently authorized to transport the 
same commodities over pertinent service 
routes as follows: (1) from Boston. 
Mass., over Massachusetts Highway 138 
to Taunton, Mass., thence over Massa¬ 
chusetts Highway 140 to New Bedford. 
Mass., thence over U.8. Highway 6 to 
Fall River. Mass.; (2) from Boston over 
B/lassachusetts Highway 28 to junction 
Massachusetts Highway 18. thence over 
Massachusetts Highway 18 to junction 
Massachusetts Highway 140, thence over 
Massachusetts Highway 140 to New Bed¬ 
ford. and thence over U.S. Highway 6 
to Fall River, Mass.: (3) from Boston 
over UB. Highway 1 to Providence. R J.. 
thence over U.S. Highway 6 to Pall River. 
Mass.; (4) between Providence. RJ.. and 
Provlncetown. Mass., over Uj 8. Highway 
6; (6) between Providence and junction 
Massachusetts Highway 25 (near Mid- 
dleboro, Mass.), over U.S. Highway 44; 
and (6) between Boston, Mass., and 
Providence. R.L. over UB. Highway 1. 
and return over the same routes. 

No. MC 71043 (DevlaUon No. 2), LA 
PORTE TRANSIT CX)., INC., Post Of¬ 
fice Box 205, La Porte, Ind., 46350, filed 
January 25. 1965. Carrier proposes to 
operate as a common carrier, by motor 
vehicle, of general commodities, with cer¬ 
tain exceptions, over a deviation route 
as follows: from junction UB. Highway 
35 and Indiana Highway 39, over In¬ 
diana Highway 39. to junction Indiana 
Highway 39 and Indiana Toll Road at 
the La Porte. Ind. interchange, thence 
over the Indiana Toll Road to junction 
Interstate Highway 80 West at the Bums 
Harbor Interchange and thence over 
Interstate Highway 80 West and Inter¬ 
state Highway 94 to the Calumet Ex¬ 
pressway, and return over the same 
route, for operating convenience only. 
The notice indicates that the carrier Is 
presently authorized to transport the 
same commodities over a pertinent serv¬ 
ice route as follows: from La Porte over 
U.S. Highway 35 to junction unnumbered 
highway, thence over unnumbered high¬ 
way to junction UB. Highway 20, and 
thence over UB. Highway 20 to Chicago. 
HI., and return over the same route. 

No* MC 76993 ^Deviation No. 2). EX¬ 
PRESS FREIGHT LINES. INC.. 4600 
West Burnham Street, Milwaukee. Wls., 
53246. filed February 8. 1965. Carrier 
proposes to operate as a common carrier, 
by motor vehicle, of general commodities, 
with certain exceptions, over a deviation 
route as follows: between junction In¬ 
terstate Highway 94 (Edens Expressway 
in Chicago) and US. Highway 41. and 
junction Interstate Highway 94 and In¬ 
diana Highway 51. over Interstate High¬ 
way 94. for operating convenience only. 
The notice indicates that the carrier is 
presently authorized to transport the 
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same commodities over pertinent service 
routes as follows: (1) from Chicago, nu 
over UB, Highway 20 to Elkhart. Ind.; 
and (2) from the Indiana-nUnois State 
line over UB. Hlgha^y 6 to junction In¬ 
diana Highway 15, and return over the 
same routes. 

Motor Carriers or Passengers 

No. MC 1515 (Deviation No, 225), 
GREYHOUND LINES, INC. (WESTERN 
GREYHOUND LINES DIVISION). 371 
Market Street, San Francisco. Calif., 
94106, filed February 8, 1965. Carrier 
proposes to operate as a common carrier, 
by motor vehicle, of passengers and their 
baggage, and express and newspapers. In 
the same vehicle with passengers, over 
deviation routes as follows: (1) from 
junction unnuinbered highway and UB. 
Highway 101 (North Gonzales Junction) 
over UB. Highway 101 to junction un¬ 
numbered highway (South Gonzales 
Junction); (2) from junction imnum- 
bered highway and UB. Highway 101 
(North Santa Maria Junction). over UB. 
Highvray 101 to junction unnumbered 
highway (South Santa Maria Junction); 
(3) from junction unnumbered highway 
and UB. Highway 101 (North Ventura 
Junction) over UB. Highway 101 to junc¬ 
tion unumbered highway (South Ventura 
Junction); and (4) from Ventura. Calif., 
over California Highway 126 to junction 
unnumbered highway (Satlcoy Junc¬ 
tion), and return over the same routes, 
for operating convenience only. TTie no¬ 
tice Indicates that the carrier Is presently 
authorized to transport passengers and 
the same property over pertinent service 
routes as follows: (1) from San Fran¬ 
cisco over By-pass UB. Highway 101 to 
junction U.8. Highway 101 (Edenvale 
Junction), thence over UB. Highway 101 
to San Luis Obispo: (2) from San Luis 
Obispo over UB. Highway 101 to Los 
Angeles; and (3) from Ventura over 
California Highway 126 to New Hall 
Ranch (junction U S. Highway 99). and 
return over the same routes. 

No. MC 1515 (DevlaUon No. 226) 
(Cancels DevlaUon No. 68 and unnum¬ 
bered noUce dated March 9. 1956). 
GR EYHO UND LINES, INC. (EASTERN 
GREYHOUND LINES DIVISION). 1400 
West Third Street. Cleveland. Ohio. 
44113, filed February 12, 1965. Carrier 
proposes to operate as a common carrier, 
by motor vehicle, of passengers atid their 
baggage, and express, and newspapers. 
In the same vehicle with passengers, over 
deviation routes as follows; (1) from 
the juncUon UB. Highway 1 and Inter¬ 
state Highway 95 (approximately 2 
miles southeast of Walpole. Mass.) over 
Interstate Highway 95 to Pawtucket, 
R.I.; (2) from the juncUon of Rhode Is¬ 
land Highway 2 and Rhode Island High¬ 
way 3 (approximately 1 mile east of 
Crompton. RJ.) over Rhode Island 
Highway 2 to juncUon Interstote High¬ 
way 95 (approximately 2 miles west of 
East Greenwich. RX). thence over In¬ 
terstate Highway 95 to juncUon Rhode 
Island Highw'ay 3 (approximately 1 mile 
north of Nooseneck. RJ.); (3) from the 
juncUon of Rhode Island Highway 3 
and Interstate Highway 95 (approxi¬ 
mately 2 miles northeast of Wyoming, 
RX) via Interstate Highway 95 to junc¬ 


Uon Rhode Island Highway 3 (approxi¬ 
mately 1 mile south of Hopkinton. Rj.); 
(4) from the juncUon of Connecticut 
Highway 95 (formerly Connecticut High¬ 
way 84) and IntersUte Highway 95 at 
the ConnecUcut-Rhode Island State Une 
over Interstate Highway 95 to juncUon 
UB. Highway 1 and ConnecUcut High¬ 
way 95 (formerly Connecticut Highway 
84) at Groton. Conn.; and (5) from 
Pawcatuck, Conn., over COnnecUcut 
Highway 2 to junction Interstate High¬ 
way 96 (approximately 2 miles southeast 
Of North Stonlngton. Conn.). and return 
over the same routes, for operaUng con¬ 
venience only. The noUce Indicates the 
carrier Is presenUy authorized to trans¬ 
port passengers and the same property 
over perUnent service routes as follows; 
(1) from Boston, Mass., over UB. High¬ 
way 1 via Dedham and North AtUeboro. 
Mass., to Providence. RX. (also from 
Dedham over Massachusetts Highway 
1-A to North AtUeboro). thence over 
Rhode Island Highway 3 to Westerly 
RX. thence over UB. Highway l and 
Alternate U.8. Highway 1 via Port 
Chester, N.Y.. to New York; (2) from 
Providence over Rhode Island Highway 
3 to juncUon Rhode Island Highway 
3-A. thence over Rhode Island Highway 
3-A to ArcUc. R.I., thence over Rl^e 
Island Highway 117 to juncUon Rhode 
Island Highway 3, thence over Rhode 
Island Highway 3 via Wyoming, to Hop¬ 
kinton. thence over Rhode Island High¬ 
way 84 to the Rhode Island-ConnecUcui 
State line, thence over ConnecUcut High¬ 
way 95 to New London. Conn., and re¬ 
turn over the same routes. 

No. MC 2890 (DeviaUon No. 47). 
AMERICAN BUSLINES. INC.. 1805 
I^vcnworth Street. Omaha, Nebr.. filed 
February 10. 1965. Carrier proposes to 
operate as a common carrier, by motor 
vehicle, of passengers and their baggage, 
and express and newspapers in the same 
vehicle with passengers, over a deviaUon 
route as follows: between Lehi. Utah and 
Provo, Utah, over Interstate Highway 15. 
for operaUng convenience only. The 
noUce Indicates that the carrier la pres¬ 
ently authorized to transport passen- 
g(n^ and the same property over a perU¬ 
nent service route as follows: from 
Uintah JuncUon. Utah, over UB. High¬ 
way 89 to juncUon UB. Highway 91. 
thence over UB. Hlgha^y 91 via Juab, 
Utah, to juncUon U.S. Highway 66, and 
return over the same route. 

No. MC 28462 (DevlaUon No. 3). 
DENVER - COLORADO SPRINOS- 
PUEBLO MOTOR WAY. INC.. 2450 Cur¬ 
tis Street. Denver, Colo., filed February 
8. 1965. Carrier proposes to operate as 
a common carrier, by motor vehicle, of 
passengers and their baggage and ex¬ 
press and newspapers. In the same ve¬ 
hicle with passengers, over a deviaUon 
route as follows: between juncUon Inter¬ 
state Higha^y 25 and Colorado Highway 
7 north of Denver. Colo., and juncUon 
Interstate Highway 25 and Colorado 
Highway 1 near Wellington. Colo., over 
Interstate Highway 25. for operaUng 
convenience only. The noUce indicates 
that the carrier is presenUy authorized 
to transport passengers and the same 
property over perUnent service routes as 
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follows: (U from Denver over UJ3, High¬ 
way 87 (formerly Colorado Highway 185) 
to Junction Colorado Highway 7. and 
thence over Colorado Highway 7 to La¬ 
fayette, Colo., and (2) from Lafayette 
over VB. Highway 287 (formerly UJB. 
Highway 87) via Port Collins, Colo., to 
tunoUon Colorado Highway 1 (formerly 
VB, Highway 87), thence over Colorado 
Highway 1 to junction U.S. Highway 87 
at Wellington. Colo., and return over the 
same routes. 

By the Commission. 

(SCALl Bcitha P. AaMBS. 

Acting Secretary. 

(FB, Doc. S5-1W0: FUod. Feb. 24. ICM; 
0:48ajn.l 


(BoUce No. 73SJ 

MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 
Fdroary 19,1985. 

The foDowlng inibllcatlons are gov¬ 
erned by the new Special Rule 1.247 of 
the Commission's rules of practice, pub¬ 
lished in the PXDcaAL Rsoxstee, issue of 
December 3,1963, which became elfcctive 
January 1, 1964. 

APFUCATIOIIS ASSICNtD FO» ORAL HEARING 

No. MC 43269 (8ub-Na 52) (AMEND¬ 
MENT). filed November 6, 1963. pub¬ 
lished Federal Register Issue of Decem¬ 
ber 11. 1963. amended November 23. 

1964. and republished, as amended, this 
issue. Applicant: WELLS CARGO. INC., 
1775, East Fourth Street, Reno. Ncv. 
Applicant's attorney: Edward M. Berdl, 
100 Bush Street. Suite 2107. San Fran¬ 
cisco 4. Calif. Authority sought to op¬ 
erate as a common carrier, by motor 
\'chlele. over irregular routes, transport¬ 
ing: Contmodities which, because of size 
or weight, require the use of special 
equipment, between points in Nevada, on 
the one hand, and, on the other, points 
in Aiisona. 

Noni: The purpose oC thU republicatloo 
to to thow thst the proposed opermUon will 
be a radial moTement. 

HKARISG: March 31.1965, at the Art- 
zona Corporation Commission. Phoenix. 
Axis., before Joint Board No. 168. 

No. MC 103435 (Sub-No. 153) 
(AMENDMENT), filed August 24. 1964. 
published Federal Register Issue Sep¬ 
tember 16. 1964, amended February 1. 

1965, and republishe d as a mended this 
Issue. Applicant: UNTIED BUCKING¬ 
HAM FREIGHT LINES, East 915 
Springfield Avenue. Spokane. Wash. 
Applicant's representative: J. Maurice 
Andrcn, Post Office Box 1631, Rapid City. 
8. Dak. Applicant's attorney: George 
LaBlsaoniere. 333 Central BuUdlng. 
Seattle. Wash. Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular routes, transport¬ 
ing: General commodities (except those 
of unusual value. Classes A and B ex¬ 
plosives, livestock, household goods as 
defined by the Commission, commodities 
in bulk, and those requiring special 
equipment), (A) between ScoUsbluff, 
Nebr„ and Chadron, Ncbr.. Cl) from 
ScoU^uir over Nebraska Highway 71 


to junction Nebraska Highway 2, thence 
over Nebraska Highway 2 to junction Ne¬ 
braska Highway 87. thence over Nebraska 
Highway 87 to junction UH. Highway 
385. thence over UJB. Highway 385 to 
Chadron. and return over the same route, 
serving all Intermediate points: and (2) 
from Scottsbluff. over U.8. Highway 26 to 
junction UH. 385, approximate¬ 

ly 3 miles south of Angora, Nebr., thence 
over XJB, Highway 385 to Chadron. and 
return over the same route, serving all 
IntcrmcKilate points; cB) between Scotts- 
blull. Nebr.. and Sterling. Colo., from 
ScoUsbluff over UJ8. Highway 26 to junc¬ 
tion UH. Highway 385, approximately 
3 miles south of Angora, Nebr., thence 
over VB. Highway 385 to junction XJB, 
Highway 30 and Nebraska Highway 19. 
theivsc over Nebraska Highway 19 to the 
Colorado-Ncbraska State line, thence 
over Colorado Highway 113 to junction 
UB. Highway 138. thence over VB, High¬ 
way 138. to Sterling, and return over the 
same route, serving all intermediate 
points. 

Kotk: The purpose of this repubUcetioo 
to to more cleerly set forth the propoeed 
opcrmtlosis. 

HEARING: April 9. 1965, at the Ne- 
braska State Railway Commission, Cap¬ 
itol Building. Lincoln, Nebr., before 
Joint Board No. 31. 

No. MC 108341 (Sub-No. 9) (AMEND¬ 
MENT), filed December 21. 1964. pub¬ 
lished Federal Register issue of January 
6. 1965. amended February 11, 1965, and 
republished as amended this Issue. Ap¬ 
plicant: MOSS TRUCKING COMPANY. 
INC., Post Office Box 8409, Charlotte. N.C. 
Applicant's attorney: Morton E. Kiel. 140 
Cedar Street, New York 6. N.Y. Author¬ 
ity sought to operate as a common car^ 
rier, by motor vehicle, over irregular 
routes, transporting: (1) Barthmoving. 
construction, mining and maintenance 
machinery and equipment, and (2) parts, 
implements, attachments and accessories 
tor the commodities named In <1) above, 
between Raleigh. N.C.. and points within 
15 miles thereof, on the one hand, and, 
on the other, points in Alabama. Dela¬ 
ware. Florida, Georgia, Illinois, Indiana, 
Iowa. Kansas. Kentucky, Louisiana, 
Maryland. Michigan, Minnesota, Missis¬ 
sippi. Missouri, Nebraska. New Jersey. 
New York, Ohio, Oklahoma, Pennsyl¬ 
vania, South Carolina. Tennessee, Texas, 
Virginia. West Virginia, Wisconsin, and 
the District of Columbia. 

Notx; The purpoM of thto republtcaUon 
to to add lows, Ksaw. Mlimeaoia. Mtosouii. 
and Nobraaka aa daattnaUon SUtM. 

HEARING: March 2. 1965, at the Of¬ 
fices of the Interstate Commerce Com¬ 
mission. Washington, D.C., before Ex¬ 
aminer David Waters. 

No. MC 66562 (Sub-No. 1866) (RE- 
PUBLICATION), filed December 15. 
1901. published Federal Rscistei, Issues 
of January 4, 1962 and republished Feb¬ 
ruary 28,1962 and rcpubli^ed this issue. 
Applicant: RAILWAY EXPRESS 
AGENCY. INCORPORATED. 219 East 
42d Street, New York, N.Y. Applicant's 
attorney: William H. Marx (same ad¬ 
dress as applicant). By application filed 
December 15, 1961, as amended, appli¬ 


cant seeks a certificate of public conven¬ 
ience and necessity authorizing opera- 
t iqq, In interstate or foreign commerce, 
as a common carrier by motor vehicl e of 
general comm(xlities, moving in express 
service, between Bangor and Van Buren. 
Maine, (1) from Bangor over UB. High¬ 
way 2 to its jimcUon with UB. Highway 
2 and Alternate UB. Highway 2, thence 
over Alternate UB. Highway 2 to Houl- 
ton, Maine, thence over UB. Highway 1 
to Van Buren. and return over the same 
route. (2) also from the junction of UB. 
Highway 2 and Maine Highway 157, over 
Maine Highway 157 to MUllnockct, 
Maine, and return over the same route, 
and <3) serving the intermediate and off- 
route points of Houlton, Mars Hill, Cari¬ 
bou, and MiUlnocket. Maine In connec¬ 
tion with the service proposed, subject 
to the following restdcUons: (a) the 
service to be performed will be limited 
to that which is auxiliary to or supple¬ 
mental of express service, and (b) the 
shipments transported will be limited to 
those moving on a through bill of lading 
or express receipt, covering, in addition 
to the motor carrier movements by ap¬ 
plicant, an immediately prior or an Im¬ 
mediately subsequent movement by rail 
or air. 

A Report of the Commission. Oper¬ 
ating RighU Review Board Number 1. 
members Gaffney, Mills, and Mosoner, 
decided February 3, 1965, served Febru¬ 
ary 15, 1965, finds that the present and 
future public convenience and necessity 
require operation by applicant, In Inter¬ 
state or foreign commerce, as a com¬ 
mon carrier by motor vehicle of general 
commodities, movtng in express servioe. 
(1) between Bangor and Van Buren, 
Maine, from Bangor over U.S. Highway 
2 to its junction with UB. Highway 2 and 
Alternate UB. Highway 2, thence over 
Alternate UB. Highway 2 to Houlton, 
Maine, and thence over UB. Highway 1 
to Van Buren, and return over the same 
route, serving Houlton. Mars UUl. the 
junction of UB. Highway 2 and Maine 
Highway 157 north of Mattawamkeag, 
Maine, and Caribou. Maine, as Inter¬ 
mediate points, and serving loiing Air 
Force Base. Maine, as sm off-route point, 
and (2) between the junction of UB. 
Highway 2 and Maine Highway 157 and 
MiUhiockci. Maine, over Maine Highway 
157, serving no Intermediate points, sub¬ 
ject to the following conditions: 1. The 
service to be performed by applicant 
shall be limited to that which is auxiliary 
to or supplemental of express service 
<rf Railway Express Agency. 2. Ship¬ 
ments transported by applicant shall be 
limited to these moving on through bills 
of lading or express receipts covering. In 
addition to a motor carrier movement 
by applicant, an immediately prior or 
an ii^edlat^ subsequent movement In 
express service of the Railway Express 
Agency. 3. The auUiorlty granted here¬ 
in. to the extent It authorizes the trans¬ 
portation of dangerous explosivos. shall 
be limited, in point of time, to a period 
expiring 5 years from the date of the 
certificate. 4. Such further corulitions 
as the Commission. In the future, may 
find necessary to impose in order to re¬ 
strict applicant's operations to a service 
which is auxiliary to or supplemental of 
express service of Railway Express 
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NOTICES 


Agency. The Report further finds that 
prior to the Issuance of an appropriate 
certificate, a proper notice of the com¬ 
plete scope of the authority granted 
ehould be republished In the Federal 
iRscister In order to allow a 30-day pe¬ 
riod during which any Interested party 
who may be affected by the broaden^ 
scope of such grant, with respect to the 
notice of the application as previously 
fiied. may file an appropriate pleading. 

Notice of Fiijno or Petitioks 

No. MC 115786 ( 8ub-No. 4> fPETI- 
nON FOR AUTHORITY TO ADD AD¬ 
DITIONAL CX)NTRACTINQ SHIPPER 
TO OPERATTNO AUTHORITY), filed 
February 3. 1065. Petitioner: MATURA 
TRUCKING CORP.. Parlin. N.J. Peti¬ 
tioners representative: George A. Olsen. 
69 Tonnele Avenue. Jersey City. N.J.. 
07306. Pursuant to a report dated Jan¬ 
uary 8. 1965. petitioner was granted au¬ 
thority in No. MC 115786 (8ub-No. 4). 
to conduct operations as a contract car¬ 
rier. by motor v^clc. over Irregular 
routes, transporting: '‘Food Products, 
except in bulk. (1) between South 
Hackensack. N.J., on the one hand. and. 
on the other. New York, N.Y., and polnU 
in Nassau, Suffolk. Westchester, Orange, 
and Rockland Counties. N.Y.. and those 
in Fairfield. Hartford, and New Haven 
Counties. Conn.: and (2) from piers in 
New York Harbor. N.Y. to points in Now 
Jersey, those in Nassau. Suffolk. West¬ 
chester, Orange, and Rockland Counties. 
N.Y.. and those in Fairfield. Hartford, 
and New Haven Counties, Conn. RE¬ 
STRICTION: The operations author¬ 
ized herein are limited to transporta¬ 
tion service to be performed, under a 
continuing contract, or contracts, with 
BuitoiU Poods Corp. of South Hacken¬ 
sack, NaJ." By the instant petition, pe¬ 
titioner requests permission to add the 
following shipper; Van Leer Chocolate 
Corp. of Jersey City, N.J. Any person 
or persons desiring to participate in this 
proceeding, may. within 30 days from the 
date of this publication In the Federal 
Reoister, file an appropriate pleading. 
conslsUng of an original and six copies 
each. 

No, MC 123341 (PETITION FOR MOD¬ 
IFICATION). filed July 30. 1964. Peti¬ 
tioner: I. U & C. CORF.. 4535 North 
Kedzle Avenue. Chicago. Ill. Petitioner's 
attorney: Beverley 8. Simms. 612 Barr 
Building. 910 17th Street NW.. Washing¬ 
ton. D.C.. 20006. Permits Nos. MC-66539 
(Sub-No. 2) and MC-66539 (Sub-No. 4>. 
dated March 1. 1948 and September 16. 
^2, respectively, were issued to Phil 
Krass and Mary Krasnowsky, a partner¬ 
ship, doing business as I. L. & C. Co., au¬ 
thorizing respectively, as pertinent the 
transportaUon of ''photographic equip¬ 
ment and parts thereof, from Chicago 
Ill., to New York. N.Y.” and “photo¬ 
graphic equipment and photographic 
equipment parts, from New York, N.Y., 
to Chicago, m.” An order entered Sep¬ 
tember 30. 1958 in No. MC-FC-61394 au¬ 
thorized. as pertinent, the transfer of 
the operating righU In said permits to 
I. L. k C. Corp. An order in No. MO 
66539 (Sub-No. 12). effective November 
21. 1960, pursuant to conversion pro¬ 
ceedings under section 212(c) of the 


Act. autliorteed the issuance of a oer- 
Uficate to I. li. & C. Corp., and No. MC- 
123341 was assigned thereto. By peti¬ 
tion filed July 30, 1964. petitioner seeks 
waiver of Rule 1.101 <e> of the General 
Rules of Practice and acceptance for 
filing of its petition for modification of 
the above-described commodity descrip¬ 
tions. An Order. Division 1. dated Fy?b- 
ruary 4. 1965, served February 12, 1965. 
provides that Certificate No. MC-123341. 
dated November 3. 1961, be. and it is 
hereby, modified by deleting from sheet 
2 of said certificate, the following: 
''Photographic equipment and parts 
thereof, from Chicago, HI., to New York. 
N.Y.; and photographic e^pment and 
photographic equipment parts, from New 
York. N.Y.. to Chicago. HI.'', and sub- 
sUtuUng In lieu thereof the following: 
“Such merchandise as is dealt in by 
wholesale or retail dealers in photo¬ 
graphic equipment, parts, accessories, 
materials and supplies, including an¬ 
nouncing. ampitX 3 rlng. and audio systems, 
equipment, and parts, and turntables, be¬ 
tween Chicago, HI., and New York, N.Y.” 
Said order also provides that notice of 
the petition accepted for filing and that 
notice of this order be published in the 
Federal Register: and that said order 
shall become effective 30 dstys from the 
date of this publication in the Federal 
Register unless any party in Interest 
shall show cause, if any there be, in an 
appropriate pleading filed within said 30 
day period after publication, why said 
Certificate No. MC-123341. dated Novem¬ 
ber 3.1961. should not be modified In the 
manner and to the extent hereinbefore 
described. 

Application for Certifkuts or Permit 
Which Is To Be Processed Concur- 
ructly With Applications Ui«)kr Sec¬ 
tion 5 Governed by Special Rule 1.240 
TO the Extent Applicable 

motor carriers of PROPERTY 

No. MC 921 (Sub-No. 8). filed February 
4,1965. Applicant: DEAN TRUCK LINE. 
INC,. Fleming and Grant Streets (Post 
Office Drawer 32). Corinth. Miss. Appli¬ 
cant's attorney: James W, Wrape. 2111 
Slerick Building. Memphis. Tenn. Au¬ 
thority sought to operate as a common 
carrier, by motor vc^cle, over regular 
routes, transporting: General commod¬ 
ities < except those of unusual value. 
Classes A and B explosives, houseliold 
goods as defined by the Commission, 
commodities In bulk, commodities re¬ 
quiring special equipment, and those In¬ 
jurious or contaminating to other lad¬ 
ing). between Louisville. Ky.. and Sel- 
mer, Tenn., from Louisville over the Ken¬ 
tucky Turnpike to Upton. Ky., thence 
over Uj 8. Highway 31 West to Nashville. 
Tenn., thence over Tennessee Highway 
100 to Henderson. Tenn., thence over 
U.S. Highway 45 to Selmcr. and return 
over the same route, serving the inter¬ 
mediate points of Henderson and Bethel 
Springs. Tenn.. and the off-route points 
of Finger. McNairy. Ramer. Adamsvllle. 
Crump, Savannah. Walkertown. Nixon. 
Cerro Gordo, Michle, Coimcc. and Shiloh 
National Military Park, Tenn. 

Not*: TTiIb appUcation U directly related 
to MC-P SODO. publlohed in Fedolal RjEOtanra, 
iosue or January 20, 1966. 


Appucations Under Sections S and 
210a(b) 

The following applications are gov¬ 
erned by the Interstate Conunerce Com¬ 
mission's special rules governing notice 
of filing of applications by motor carriers 
of property or passengers under sections 
S(a) and 210a(b) of the IntersUte Com¬ 
merce Act and certain other proceedings 
with respect thereto (49 CFR 1.240). 

MOTOR carriers OF PtOFERTY 

No. MC-P-9016 (correction) (YOUNG¬ 
BLOOD TRUerK LINES. INC.—PUR¬ 
CHASE—BIRCH TRUCK LINES, INC.). 
published In the February 3. 1965 issue 
of the Federal Register on page 1146 
In the (H>eraUng rights sought to be 
transferred, the notice inadvertently 
omitted mention of vendor's right to 
serve, in the transportaUon of general 
coramodiUcs. (a) the site of the Feeds 
Materials Production Center of the UB, 
Atomic Energy Commission near Pern- 
ald. Ohio, as an off-route point in con¬ 
nection with carrier's otherwise au¬ 
thorised regular route operaUons to and 
from ClnclnnaU. Ohio; and (b) points 
In Marion County, Ind. (except Indian¬ 
apolis. Ind., and those points on UB. 
Highway 31 In Marion County south of 
Indianapolis) as intermediate or off- 
route points in connection with carrier’s 
otherwise authorized regular route op¬ 
erations. In describing the States In 
which vendee is authorized to operate, 
the notice also omitted the State of 
Indiana. 

No. MC-P-9026. Authority sought for 
purchase by MOAB TRUCK CENTER, 
INC.. 2796 Highway 50 South. Grand 
JuncUon. Colo., 81502, of a portion of the 
operaUng rights of W. R. HALL TRANS¬ 
PORTATION AND STORAGE COM¬ 
PANY, 2618 UB. Highway 6 and 50. 
Grand Junction. Colo., 81503. and for 
acqulslUon by H. W. JAMIESON. 225 
Sunset Hills, Grand JuncUon. Colo.. 
81502, of control of such rights through 
the purchase. Applicants' attorney: 
John P. Thompson, 450 Capitol Life 
Building. East 16th at Grant. Denver, 
Colo., 80203. Operating rights sought to 
be transferred: C/ranium and vanadium- 
bearing ores and concentrates, as a com¬ 
mon carrier, over irregular routes, be¬ 
tween points in that porUon of Arizona, 
New Mexico. Colorado, and Utah, includ¬ 
ing points (including Aurora. Utah) on 
the indicated portions of the specified 
highways, bounded by a line beginning at 
Grand JuncUon. Colo., and extending 
along UB. Highway 50 to Montrose. Colo., 
thence along UB. Highway 550 to junc- 
Uon New Mexico Highway 44. thence 
along New Mexico Highway 44 to junc- 
Uon New' Mexico Highwray 56. thence 
along New Mexico Highway 56 to junc¬ 
tion UB. Highwray 66, thence along UB. 
Highway 66 to junction UB. Highway 89. 
thence along UB. Highway 89 to juncUon 
UB. Highway 60. and thence along UB. 
Highway 50 to the point of beginning, 
between points In the area specified im¬ 
mediately above, on the one hand. and. 
on the other, points In Colorado, and 
Utah. Vendee is authorized to operate as 
a common carrier in Colorado and Utah. 
AppUcaUon has not been filed for tempo¬ 
rary authority under section 210a(bi. 
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No. MC-P-9027. Authority sought for 
purchase by JENKINS TRUCK LINE. 
INC., 370S Elm Street. Bettendorf. Iowa. 
52722. of a portion of t he ope rating rlghu 
and property of C. WESLEY BONE S, 
doing business as SONES TRANSFER It 
STORAOE, 1723 Third Avenue. Moline, 
ni., and for acquisition by ROBERT L. 
JENKINS, also of Bettendorf, Iowa, of 
control of such rights and property 
through the purchase. Applicants^ at¬ 
torney and representative: Val M. 
Higgins, 1000 First National Bank Build¬ 
ing, Minneapolis, Minn., 55i02. and 
Stewart R. Wlnstein, 403 Manufacturers 
Bunding, Rock Island, lU., 61201. Oper¬ 
ating rights sought to be transferred: 

Household Qoods as defined in Prac¬ 
tices of Motor Common Carriers of 
Household Qoods, 17 M.C.C. 467. as a 
common carrier, over irregular routes, 
between Rock Island, m.. and points 
within 25 miles of Rock Island, on the 
one hand. and. on the other, points in 
llUnoia, Indiana. Ohio. Iowa, Nebraska, 
Oklahoma, and St. Louis. Mo.; and sheet 
metal products, from Moline, Ill., to 
points In Iowa. Vendee is authorised to 
operate as a common carrier in Iowa, 
llUnois, Missouri. Nebraska. Wisconsin, 
South Dakota, Tenneesee, Minnesota, 
North Dakota. Alabama, Georgia. Loxiisi- 
ana, Texas, West Virginia, Kentucky, 
Ohio, Pennsylvania. Indiana, Michigan, 
and Arkansas. Application has not been 
filed for temporary authority under sec¬ 
tion 210a (b). 

Nors: See also No. MC-F-a026, pubUabsd 
in this some taruc. 

No. MC'F-9028. Authority sought for 
purchase by RINOLE EXPRESS. INC., 
405 South Grant Avenue, Fowler, Ind., of 
a portion of the operating rights of C. 
WESLEY SONES. doing business as 
SONES TRANSFER k STORAGE. 1723 
Third Avenue, Molino, HI., and for ac- 
QUisitJon by ROBERT U McGRIFF. 
Route 1, Box 235. Moline, m., of control 
of such lights through the purchase. 
Applicanu* attorney and representative: 
Val BC. Higgins. 1000 First National Bank 
Building, Minneapolis. Minn.. SS402, and 
Steward R. Wlnstein. 401 Manufacturers 
Building. Rock Island, Hi., 61201. Oper¬ 
ating rights sought to be transferred: 
Oeneral commodities, excepting, among 
others, household goods and commodities 
in bulk, as a common carrier, over ir¬ 
regular routes, between Davenport and 
Bettendorf, Iowa, and Rock Island. Mo¬ 
line, Bast Moline. Sihis. Carbon Cliff, 
and Milan, HL, between points in the 
above-named cities. Vendee is author¬ 
ized to operate as a common carrier in all 
States in the United States (except 
Alaska and Hawaii), and the District of 
Columbia. Application has not been 
filed for temporary authority under sec¬ 
tion 210a(b), 

Not*: See also No. MO-F-(K)27. pobllehed 
In this taxne Issue. 

No. MC-F-9029. Authority sought for 
control by MID-WEST TANKERS LTO., 
Post Office Box 4464, South Edmonton. 
Edmonton, Alberta, Canada, of MER¬ 
CURY TANKLINES LIMITED. 627 
Eighth Avenue SW., Calgary. Alberta, 
Canada, and for acquisition by D. R 
UEMSWORTH. Post Office Box 1060, 
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Wetasklwln, Alberta. Canada, and R, 
MARSHAIL. 6004 106A Avenue, Edmon¬ 
ton. Alberta, Canada, of co ntrol of MER¬ 
CURY TANKUNES LTMITEID. through 
the acquisition by MID-WEST TANK¬ 
ERS LTD. AsipUcants* attorney: J, F. 
Meglen. 2822 Third Avenue, North, Bill¬ 
ings. Mont. Operating rights sought to 
be controlled: Alcoholio beveraaes, in 
bulk. In tank vehicles, as a contract car¬ 
rier, over irregular routes, from ports of 
entry on the United SUtes-Canada 
Boundary line located in Montana. North 
Dakota, and Minnesota, to BalUmore. 
Md., and Detroit. Mich. RESTRIC¬ 
TION: The operations authorized herein 
are limited to a transportation service to 
be performed, under a continuing con¬ 
tract, or contracts, with Alberta DUUl- 
lers. Limited, of Calgary, Alberta, Can¬ 
ada; between Bardstown, Ky., and El Se- 
gundo, Calif., on the one hand, and, on 
the other, points on the United States- 
Canada Boundary line at or near the 
ports of entry at Swcctgmss, Mont., 
Portal. N. Dak.. Noyes. Minn.. Detroit, 
Mich., and Buffalo and Ogdensburg, N.Y. 
RESTRICTION: The operations author¬ 
ized herein are limited to a transporta¬ 
tion service to be performed, under a 
continuing contract, or contracts, with 
Barton DUtllUng Co., of Bardstown. Ky. 
Applioition has not been filed for tempo¬ 
rary authority undiu* section 210a(b). 

No. MC-F-9030. Authority sought for 
control by YELLOW TRANSIT 
FREIGHT LINES. INC., 92d Street, at 
State Line Road. Kansa.s City, Mo., 
64114, of WAT80N-WID50N TRANS¬ 
PORTATION SYSTEM, INC., 1910 Har¬ 
ney Street. Omaha. Nebr., 68102, and for 
acquisition by GEORGE E. POWELL. 801 
West 64th Terrace. Kansas City. Mo., 
GEORGE E. POWELL. JR, 1040 West 
57th Street, Kansas City, Mo., and 
LESTER H. BRICKMAN. 6419 Belindcr. 
Shawnee Mission, Kans., of control of 
WAT80N-WILSON TRANSPORTA¬ 
TION SYSTEM. INC., through the ac¬ 
quisition by YELLOW TRANSIT 
FREXOHT LINES, INC. Applicants’ at¬ 
torneys; Kenneth K Midgl^, 1500 Com¬ 
merce Building, Kansas City, Mo., 64106. 
Cecil A. Johnson, 8401 West Dodge Road, 
Omaha, Nebr., 68114, Homer 8. Car¬ 
penter. 1111 E Street NW., Washington, 
D.C., and David Axelrod, 39 South La 
Salle Street, Chicago, 111. Operating 
rights sought to be controlled: General 
commodities, with certain specified ex¬ 
ceptions. and numerous other specified 
commodities, as a common carrier, over 
regular and irregular routes, from, to, 
and betaken specified points in the 
States of Minnesota. loa^, Missouri, Ne¬ 
braska, Kansas, Illinois. Colorado, Indi¬ 
ana. Arizona. California, Now Mexico. 
Wyoming, Oklahoma. Utah, Idaho, Mon¬ 
tana. Oregon. Washington. Texas, Wis¬ 
consin, Tennessee, Georgia. South Caro¬ 
lina. and Kentucky, with certain restric¬ 
tions, serring various intermediate and 
off-route points, numerous alternate 
routes for operating convenience only. 
Tills notice docs not purport to be a com¬ 
plete description of all of the operaUng 
rights of the carrier Involved. Tlie fore¬ 
going summary is believed to be sufficient 
for purposes of public notice regarding 
the nature and extent of this carrier’s 
operating rights, without stating. In fuU, 
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the entirety thereof. YELLOW TRAN¬ 
SIT FREIGHT LINES, INC., U author¬ 
ized to operate as a common carrier in 
Illinois. Kansas. Oklahoma. Missouri. 
Texas, Indiana. Kentucky. Michigan, 
and Ohio. Application has been filed for 
temporary authority under section 
aiOafb). 

Hot*: Plnsnce Docket No. 23506 wm filed 
ooficurrently. 

No. MC-F-9031. Authority sought for 
purchase by HOME TRANSPORTA¬ 
TION COMPANY, INC., Post Office Box 
6426. Station A. Marietta, Oa.. of a por¬ 
tion of the operating rights of IX^W- 
THER TRUCKINO COMPANY. Post 
Office Box 2115, Charlotte 1. N.C., and 
for acquislUon by JIMMIE H. AYER, 334 
South Four Lane Highway, Marietta, 
Ga.. of control of such rights through the 
purchase. Applicants’ attorney: Paul M. 
Danicll, 1600 First Federal BuUding, 
Atlanta. Oa., 30303. Operating rights 
sought to be transferred: Pipe and fit¬ 
tings, cast iron or steel, with or without 
cement or composition lining or coating, 
with or without prepared joints, on fiat- 
bed equipment, as a common carrier, over 
irregular routes, from Charlotte. N.C., 
to certain points in Pennsylvania and 
Maryland; cast iron pipe, and fittings, 
from Charlotte, N.C., to points in New 
Hampshire. Vermont, Massachusetts, 
Rhode Island. Connecticut, Delaware. 
New York (except points in the New 
York. N.Y.. commercial zone, as defined 
by the Commission). and certain points 
in New Jersey and Maine; and returned 
shipments of the above-specified com- 
mo^tics, from the above designation 
points, to Charlotte, N.C. Vendee is au¬ 
thorize to operate as a common carrier 
in Georgia, Alabama, Tennessee. North 
Carolina, South Carolina. Illinois. West 
Virginia, Michigan, Delaware, Missouri, 
Oklahoma, Nebraska. Iowa, Indiana. 
Kentucky, Ohio. Massachusetts. Louisi¬ 
ana, Mississippi. Arkansas. Peniuylvania, 
Vlrihnla, Texas. Kansas, New Jersey, 
New York. Wisconsin, Minnesota. Flor¬ 
ida, and the District of Columbia. Ap¬ 
plication has not been filed for tempo¬ 
rary authority under section 210a(b). 

No. MC-P-8032. Auth ority sought for 
purchase by BEATTY MO’TOR EX¬ 
PRESS. INC., Jefferson Avenue Exten¬ 
sion. Washington, Pa., of a portion of the 
operating rights and property of 
CHANCEY TRANSPORTATION COM¬ 
PANY. 23 Howard Street. Cumberland, 
Md., and for acquisition by ROBERT C. 
BEATTY. SR.. 633 East Beau Street. 
Washington, Pa., of control of such 
rights through the purchase. Appli¬ 
cants* attorneys: Henry M. Wick, Jr., 
1515 Park Building, Pittsburgh. Pa., 
15222, and William R. Carscaden. Post 
Office Box 839. Cumberland. Md.. 21501. 
Operating rights sought to be trans¬ 
ferred; General commodities, except¬ 
ing, among others, household goods and 
commodities in bulk, as a common car¬ 
rier over regular routes, between Bal¬ 
timore. Md., and Cumberland, Md., 
serving all intermediate paints, be¬ 
tween BalUmore. Md.. and Frederick. 
Md., serving no intermediate points, 
between Cumberland. Md.. and Pied¬ 
mont, W. Va., serving all Intcrmedl- 
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ut4i poinu, and the off-route polnU of 
Luke and Mt. Savage* Md., between Salis¬ 
bury. Pa., and Cumberland. Md., serving 
all intermediate points In Pennsylvania, 
and the off-route points in Pennsylvania 
within 8 miles of Salisbury, Pa,; genera/ 
commodities^ excepting, among others, 
household goods and commodities in 
bulk, over irregular routes, from Balti¬ 
more, Md.. Philadelphia, Pa., and New 
York, N.y., to Cumberland. Md., and 
points within 25 miles thereof; general 
commodities, excepting, among others, 
household goods, but not excepting, com¬ 
modities in bulk, between points in 
Morgan and Hampsliire Counties, W. Va„ 
on the one hand. and. on the other, 
points in Allegany and Washington 
CounUcs, Md., and those in Frederick 
and Warren Counties. Va.; com, cracked 
com, and corn meal, from Shepherds- 
town and KeameysvlUe. w, Va., to 
Keyser, W. Va.; canned goods, from 
Mount Airy, Md., and Oreencastle. Pa., 
to Cumberland, Md., from ,-Swede 2 d>oro 
and Bridgeton. N.J.. to Cumberland. 
Hagerstown, and Frederick. Md., Pied¬ 
mont, W. Va., and Winchester, Va.; fruit 
and produce, from Baltimore, Md., to a 
point in Maryland on UJ3. Highway 4 
approximately 9 miles west of Cumber¬ 
land, Md.; coal, from points in Maryland 
within 5 miles of Prostburg, Md., to Balti¬ 
more and Hagerstown. Md.. from Mid¬ 
lothian. Md., and points in Maryland 
within 16 miles thereof, to Martinsburg, 
W. Va.. Washington, D.C., and Win¬ 
chester, Va.. from Lonaconing and Kitx- 
miller, Md.. and Mt. Storm, W. Va.. to 
Romney, W. Va. 

Lumber and mine timbers, from 
Cumberland, Met, and points in Mary¬ 
land. Pennsylvania, and West Virginia 
within 25 miles of Cumberland. Md.. to 
Prostburg. Md.. and points in Maryland 
within 5 miles thereof; commodities dis-^ 
tributed by wholesale grocers, from Balti¬ 
more and Cumberland, Md.. to Bedford 
and Meyersdale, Pa.; petroleum products, 
gasoline pumps, gasoline tanks, and sup¬ 
plies and accessories dealt in by gasoline 
sUtions. from Baltimore and Cumber¬ 
land. Md.. to certain points in West 
Virginia and Maryland; fruits, from or¬ 
chards. seasonal, 'from points in Mor¬ 
gan and Hampshire Counties. W. Va,. and 
those in Allegany County, Md., to Tonol- 
ow^y. Md,. Winchester, Va.. and In¬ 
wood. W. Va.; fertilizers, packing paper, 
crates, chemicals, and ice, from Win¬ 
chester. Va.. to points in Morgan County. 
W. Va,; agricultural commodities, from 
points in Hampshire and Hardy Counties, 
W. Va., to Pittsburgh. Pa., and Washing¬ 
ton. D.C.; food products, from Romney. 
W. Va.. to points in West Virginia within 
85 miles of Romney. W. Va.; livestock and 
poultry, from points in Hampshire and 
Hardy Counties. W. Va.. to Altoona and 
Pittsburgh. Pa., and BalUmore, Met; 
construction materials, between points in 
Hampshire and Hardy Counties, W. Va., 
on the one hand. and. on the other, points 
in West Virginia, Maryland, and Vir¬ 
ginia, within 100 miles of Romney, w. 
Va.; machinery, between poinU in Penn¬ 
sylvania, Maryland, and Virginia within 
100 mUes of Romney. W. Va.; new furni¬ 
ture, between points in Hampshire and 
Hardy Counties, W. Va., on the one hand. 


and. on Uic other, points in West Vir¬ 
ginia. Pennsylvania, and Marylaiid, with¬ 
in 100 miles of Romney. W. Va.; floor 
coverings, from Marcus Hook. Pa., to 
Cumberland. Md.; anti-freeze, from 
Camden. N.J,, to Cumberland, Md.; tire 
chains, from York. Pa., to Cumberland, 
Md.; petroleum products in containers, 
from Newark, N.J., to Cumberland. Md.; 
stock powder, from Binghamton, N.Y., to 
Cumberland. Md.; glass bottles, from 
Elmira. N.Y., to Cumberland. Md.. sup¬ 
plies and materials used In the manufac¬ 
ture of pottery, from Carteret and Tren¬ 
ton. N.J.. to Keyser, W. Va.; pottery, from 
Keyser. W, Va,. to Philadelphia, Pa., and 
Baltimore. Md. 

Batteries, from Fleetwood. Pa,, to 
Ciunbcrland, Md.; paper and paper prod¬ 
ucts, from New York. N.Y., and Litita. 
Pa., to Cumberland. Md.; co^xs, caps, and 
seals, from Wheeling. W. Va.. to Cum- 
berlarul. Md.; tire fabrics, from McColl, 
S.C., to Cumberland, Md.; rubber prod¬ 
ucts and materials used in the manufac¬ 
ture thereof, display stands, and adver¬ 
tising matter, between Cumberland. Md., 
on the one hand. and. on the other Wash¬ 
ington. D.C., Wilmington. Del., Wheeling, 
W. Va,. points in New York. New Jersey. 
PennsylvarUa. Maryland. North CaroUna, 
and Virginia, and certain points in Con¬ 
necticut; brick, from Hyndman. Meyers¬ 
dale, and Wlndber. Pa., to Cumberland. 
Md.; wooden boxes, from Cumberland. 
Md., to points In Lawrence, Cumberland* 
and Franklin Counties. Pa.. Grant and 
Jefferson Counties. W. Va., and those in 
Rockingham and Loudoun Counties, Va.; 
materials, supplies and equipment used 
or useful In the construction of roads 
and bridges, between points in Maryland 
Pennsylvania, and West Virginia within 
50 miles of Cumberland. Md.. including 
Cumberland, Md.; plate glass, from Cum¬ 
berland, Md., to points in Massachusetts, 
Rhode Island, Connecticut, and New 
York (except points in and south of Sul¬ 
livan, Ulster, and Dutchess Counties); 
and glass, from Cumberland. Md.. to 
points in Maine, New Hamp^ilre, and 
Vermont. Vendee is authorized to op¬ 
erate as a common carrier In Pcnnsyl- 
vnnia. New York. West Virginia, Ohio, 
Maryland, Kentucky. Indiana, New Jer- 

» Delaware, Illinois, Ntlchigan, Vir¬ 
ginia. Connecticut, Massachusetts. Rhode 
Island, Vermont, and the District of Co¬ 
lumbia. Application has been filed for 
temporary authority under section 210a 
(b). 

No. MC~F~9 034. Authority sought for 
purchase by CITY TRANSFER, INC 
doing business as COMET FREIGHT 
SERVICE. 1141 Caspian Street. Long 
Beach, Calif.. 60813, of a portion of the 
operating rights and certain property of 
AIR CARGO TERMINALS. INC., 110 
Richards Road. Kansas City, Mo., 64116, 
and for acquisition by CHARLES W* 
OWEN and LOUISE V. OWEN. both, also 
of Long Beach. Calif., of control of such 
rights and property through the pur¬ 
chase. Applicants attorney and repre¬ 
sentative: R. Y. Schureman, 1010 Wll- 
shlre Boulevard. Los Angeles. Calif., 
90017, and John A. Morrison. 17th Floor. 
Bryant Building. Kansas City, Mo., 
64106. Operating rights sought to be 
transferred; General commodities, ex¬ 


cepting. among others, household goods 
and commodities in bulk, as a common 
carrier over Irregular routes, between the 
Los Angeles International Airport, at Los 
Angeles, Calif., and the Lockheed Air 
Terminal, at Burbank, Calif., on the one 
hand. and. on the other, Saugus. New- 
hall, Palmdale. Lancaster, Edwards. 
Boron, and the Edwards Air Force Base 
Calif. RESTRICTION: The authority 
granted herein is restricted to shipments 
having a prior or subsequent movement 
by air. Vendee, under Docket No. MC- 
96697 Sub 1, seeks a certificate of regis¬ 
tration. authorizing the transportation 
of general commodities, as a common 
carrier. In the State of California. Ap¬ 
plication has not been filed for tempo¬ 
rary authority under section 210a(b). 

No. MC-F-9035. Authority sought for 
control and merger by THEATRES 
SERVICE COMPANY, 830 Willoughby 
Way NE.. Post Office Box 1695, Atlanta, 
Oa.. 30301, of th e opera ting rights and 
prop erty of FAYETTEVILLE TRANS¬ 
FER COMPANY. 2 Padur Court, Nash- 
vUle. Tenn., 37202, and for acquisition 
by THE ATLANTA NEWSPAPERS, INC., 
10 Forsyth Street NW.. AtlanU. Oa.. 
30302, of control of such rights and prop¬ 
erty through the transaction. Appli¬ 
cants attorney: R. J. Reynolds, Jr., 403-11 
Healey Building, Atlanta. Oa.. 30303. 
Operating rights sought to be controlled 
and merged: General commodities, ex¬ 
cepting, among others, household gocxls 
and commodities In bulk, as a common 
carrier over regular routes between 
Huntsville. Ala., and Gadsden, Ala,, send¬ 
ing all Intermediate points, betvreen 
HunUvUle, Ala., and the site of the 
Chemical Manufacturing Plant and Ar¬ 
senal located approximately ten miles 
southwest of Huntsville; general com¬ 
modities, excepting, among others, com¬ 
modities In bulk, but not excepting 
household goods, between NashviUe, 
Tenn., and Lewlsburg. Tenn., with re¬ 
striction ; between Birmingham, Ala,, and 
Huntsville. Ala.; general commodities, 
except those of unusual value, and ex¬ 
cept dangerous explosives, livestock, 
corpses, commodities in bulk, commodi¬ 
ties requiring special equipment, and 
those injurious or contaminating to 
other lading, between NashviUe, Tenn.. 
and HuntsviUe. Ala., serving certain in¬ 
termediate points with restrictions; gen¬ 
eral commodities, excepting, among 
others, commodities In bulk, but not ex¬ 
cepting household goods, over regular 
and irregular routes, between Hunts¬ 
viUe, Ala., and the site of the Chemical 
Warfare Corporation, near Triana. Ala., 
serving the intermediate point of Lewls¬ 
burg, Tenn. THEATRES SERVICE 
COMPANY is authorized to operate as 
a common carrier in Georgia, Alabama. 
Tennessee. Kentucky, and North Caro¬ 
lina. AppUcation has not been filed for 
temporary authority under section 21Qa 
(b). 


MOTOR CARRIERS OF PASSENGERS 

No. MC-F-9033. Authority sought for 
purchase by SAFEWAY TRAILS, INC. 
1200 Eye Street NW., Washington. D.C., 
of the operaUng rlghU of ALLENTOWN 
AND READING TRANSIT COMPANY. 
114 Fourth Street SE.. CharlottcsvUlc, 
Va., and for acquisition by CLAUDE A, 
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JESSUP, 114 P'aiirth Street SB.. Char- 
lotUvlUe, Va.. CHARLES B. McINNIS, 
1012 14th Street NW., Washington. D.C.. 
and MARVIN E. WALSH. 1200 Eye Street 
NW., Washington, D.C., of control of 
3 iich rights through the purchase. Ap- 
iUlcants* attorney: Morris J. l^vln, 1012 
14th Street NW., WEishlngton. D.C.^ 
20005. Operating rights sought to be 
transferred: Passengers and their bag- 
irage, and express and newspapers In the 
ame vc^cle with passengers, as a com¬ 
mon carrier, over regular routes, between 
Allentown. Pa., and Reading. Pa., be¬ 
tween Kulstown, Pa., and Malden Creek. 
Pa., serving all intermediate points. 
Vendee Is authorized to operate as a 
rommon carrier in New York. New Jer¬ 
sey, Pennsylvania, Maryland, Delaware, 
and the District of Columbia. AppUca- 
Uon has been filed for temporary author¬ 
ity under section 210a(b) • 

By the Commission. 

ISlALl BCRTHA P. ARMKS. 

Acting Secretary, 

(PH. Doc. 65-1021; Filed. Feb. 24. 065; 

8:48 a JXL) 


INotlce No. 736] 

MOTOR CARRIER, BROKER, WATER 
CARRIER AND FREIGHT FORWARD¬ 
ER APPLICATIONS 

Fs&RUAaT 10.1065. 

The following applications are ^ov- 
by Special Rule 1.247 * of the Com- 
mission'B general rules of practice (49 
CFH 1.247), published in the Psdcilai. 
RgGXsm, of December 3. 1063. ef¬ 
fective January 1, 1964. These rules 
provide, among other things, that a pro¬ 
test to the granting of an application 
must be filed with the Commission with¬ 
in 30 days after date of notice of filing 
of application is published in the 
Fspsral Rcqxstix. Failure seasonably 
to file a protest will be constnied as a 
waiver of opposition and participation 
In the proceeding. A protest under these 
rules should comply with f 1.40 of the 
general rules of practice which requires 
that it set forth ^;>ecificaUy the grounds 
upon which it Is made and specify with 
particularity the facts, matters, and 
things relied upon, but shall not Include 
issues or allegations phrased generally. 
Protests not in reasonable compliance 
with the requirements of the rules may 
be reject^ The original and six (6) 
copies of the protests shall be filed with 
the Commission, and a copy shall be 
served concurrently upon applicant’s 
representative, or applicant if no repre¬ 
sentative is named. If the protest in¬ 
cludes a request for oral hearing, such 
request shall meet the requirements of 
1 1.247(d) (4) of the special rule. Subse¬ 
quent assignment of these proceedings 
for oral hearing, if any. will be by Com¬ 
mission order which will be served on 
each party of record. 

No. MC 7555 (Sub-No. 48), filed Feb - 
ruary 3, 1965. Applicant; TEXTILE 
MOTOR FREIGHT, INC., Ellcrbe. N.C. 


*Ck>plm of SpocUU Bulo 1.247 can be 
obtaloed by writing to the Seoreiary, Inter- 
•tate Commerce Cammlaalon, Waahlngton, 
D.C.. 20423. 


FEDERAL REGISTER 

Applicant's attorney; W. C. Mitchell, 140 
Cedar Street. New York 6. N.Y. Author¬ 
ity sought to operate as a common car¬ 
rier, by motor vehicle, over Irregular 
routes, transporting: Bananas, from 
Tampa, Fla., CHmrleston, 8.C.. and Balti¬ 
more. Md.. to points in Now York on and 
west of a lino beginning at Hancock^ 
N.Y., thence over UJ5. Highway 17 to 
Junction New York Highway 30. thence 
over New York Highway 30 to Junction 
New York Highway 3. thence over New 
York Highway 3 to Junction New York 
Highway 56. thence over New York High¬ 
way 66 to Junction New York Highway 
68, thence over New York Highway 68 to 
Ogdensburg. N.Y. 

Non: If a hearing U deemed necetaary. 
applicant requeeU it bo hold at Roeboater. 
N.Y. 

No. MC 13806 (Sub-No. 28) (AMEND¬ 
MENT) , filed January 12.1965. published 
Federal Register issue of February 3, 
1965. amended February 12. 1965. and 
repubhshed. as amended, this issue. Ap¬ 
plicant; VIROINIA HAULINO COM¬ 
PANY, a corporation. Glen Allen. Va. 
Applicant's attorney: Spencer T. Money, 
411 Park Lane Building. Washington. 
D.C.. 20006. Authority sought to oper¬ 
ate as a common carrier, by motor vehi¬ 
cle. over irregular routes, transporting: 
Pallets, pallet boxes, skids and ptaf- 
forms, from Orange, Va., to points In the 
District of Columbia, and points in Anne 
Arundel, Baltimore. Carroll. Frederick, 
Howard. Montgomery, and Prince 
Georges Counties. Md.. and points in 
Pcnasylvania (1) on and within the area 
bounded by a line beginning at Phila¬ 
delphia. Pa., and extending along UB. 
Highway 611 to Easton. Pa., thence along 
UB. Highway 22 to Harrisburg. Pa., 
thence along U.B Highway 230 to Lan¬ 
caster. Pa., and thence along UB. High¬ 
way 30 to point of beginning at Phila¬ 
delphia, including points on the indi¬ 
cated portions of the highways specified, 
and (2) on and south of UB. Highway 
1 extexuUng between Philadelphia and 
Morrlsville. Pa. 

Non: Tho purpose of this republlosUoa Is 
to ciearlv set forth the desUnstlon sres to be 
served In Pennsylvsnls. If a hearing U 
deemed necessary, applicant requests it be 
held St Wsahlngton. D.C. 

No. MC 16334 (Sub-No. 3). filed Feb¬ 
ruary 5, 1965. Applicant: ARNOLD E« 
DEBRICK, doing business as DEBRICK 
TRUCK LINE. RFD No. 2, Paola. Kans. 
Applicant's attorney: Erie W. Francis. 
Veterans of Foreign Wars Building. 214 
West Sixth Street. Topeka, Kans. Au¬ 
thority sought to operate as a common 
conier. by motor vehicle, over irregular 
routes, transporting: Hides, green and 
salted, between points In Kansas. Mis¬ 
souri, and Nebraska. 

Non: It s hearing Is deemed necessary, 
applicant requests it be held at Topeka, Kans. 

No. MC 17546 <Sub-No. 2>, filed Feb¬ 
ruary 8, 1965. Applicant: R. O. DE¬ 
LIVERY SERVICE. INC., 374 Sixth 
Street, Jersey aty. N,J. Applicant’s at¬ 
torney: Charles J. Williams, 1060 Broad 
Street, Newark, NJ.. 07102. Authority 
sought to operate as a contract carrier, 
by motor vehicle, over Irregular routes, 
transporting: Undergarments (a) from 
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Jersey City, N J.. to polnu in Westchester 
and Nassau Counties. N.Y., and to polnU 
in Suffolk County. N.Y., on and west of 
a line extending from Port Jefferson 
through Seldon. and Patchogue to Pat- 
chogue Boy, (b) from Jersey City, N.J., 
to points in New Jersey (except those In 
Atlantic, Cape May. Cumberland. Glou¬ 
cester. and Salem Counties. N.J.>, and 
(c) from Jersey City, N.J.. to Philadel¬ 
phia. Pa. 

Non: Applicant lUtea the proposed oper¬ 
ations wlU ba reauicted (1) to tha transpor¬ 
tation of shipment! having a prior movement 
by motor carrier, and (2) to a transportation 
•arrlca to ba performed under a oooUnuIng 
contract, or contracts, with Oeneaco, Inc, If 
a hearing la deemed naceaaary. applicant re- 
quests tt ba held at Newark. N.J., or New 
York. N.Y. 

No. MC 25798 (8ub-No. 123) (AMEND¬ 
MENT) , filed January 6. 1965, published 
in Federal Register issue of January 27, 
1965, amended February 1, 1965, and re¬ 
published as amended this issue. Appli¬ 
cant: CLAY HYDER TRUCKINQ 
LINES. INC., 301 Highway North, Dade 
City. Fla. Applicant's attorney: Daniel 
B. Johnson, Suite 1250 Federal Bor 
Building. 1815 H Street NW.. Washing¬ 
ton. D.C. Authority sought to operato 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
Meats, meat products, meat byproducts, 
dairy products, and articles distributed 
by meat packinghouses, as described in 
sections A. B. and C of Appendix I to the 
report In D^criptions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766, and 
(2) frozen foods, from points In lUinois, 
to points In West Virginia, and Cumber¬ 
land. Md.. and (3) dairy producU, as de¬ 
scribed in section B of Appendix 1 to the 
report in Descriptions case, supra, from 
Indianapolis. Ind., to points in West Vir¬ 
ginia. 

Note: The pinpoee of thU publication is 
to add No. (3) above. If a hearing la deemed 
neceaaary. applicant requests It be held at 
Chicago, m. 

No. MC 29553 (Sub-No. 5), filed Feb¬ 
ruary 3. 1965. Applicant: LAMBERT'S 
EXPRESS. INC., 1000 South Fourth 
Street, Harrison, N.J. Applicant’s at¬ 
torney; Charles J. Williams. 1060 Broad 
Street. Newark. N.J.. 07102. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting! Kitchen sinks and house¬ 
hold and electrical appliances, from 
Newark. N.J., to points in Hartford and 
New Haven Counties. Conn., and re¬ 
turned, rejected, damaged and refused 
shfpm^s, on return. 

Note: If a bearing is deemed necesaary, 
applicant requests tt be held at Newark, N J., 
or New York, N Y. 

No. MC 29613 (Sub-No. 2). filed Jan¬ 
uary 21. 1965. Applicant: JAYNE'S 
MOTOR FREIGHT. INC.. 860 North 
Avenue. Elizabeth. N.J. Applicant's rep¬ 
resentative: George A. Olsen. 69 Tonnele 
Avenue. Jersey City, N.J.. 07306. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: General commodi¬ 
ties (except those of unusual value. 
Classes A and B explosives^ household 
goods as defined by the Commission, 
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commodities in bulk, and those requiring 
special equipment), between Newark. 
N.J^ on the one hand. and. on the other, 
points in Warren County. N^. 

Note: AppUcant ttates it Intenda to tack 
the propose eenrloe with lU preeent author¬ 
ity. If a hearing U deemed noceaury. sppU- 
cant requeaU it be held at New York, N.Y„ 
or Newark, N^. 

No. MC 30209 (6ub-No. 16). filed 
February 4. 1966. Applicant: JOHN 
O'SHEA, INC., Foot of Birch Street, 
Ridgefield Park, N.J. Applicant's repre¬ 
sentative: Bert Collins, 140 Cedar Street. 
New York 6, N.Y. Authority sought to 
operate as a contract conier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Such merchandise as is dealt in by 
wholesale, retail and chain grocery and 
food business houses, (1) between Carl- 
stadt. Lyndhurst, and Englewood. N.J., 
on the one hand. and. on the other, points 
in Connecticut, and points in Philadel¬ 
phia, Chester, Delaware, Montgomery, 
and Bucks Counties. Pa., and (2) between 
Lyndhurst. N J., and Englewood. N J., on 
the one hand, and, on the other» North¬ 
ampton and Philadelphia, Pa., and points 
in Orange. Rockland. Sullivan. Ulster, 
Dutchess, Putnam, Westchester, Nassau, 
and Suffolk Counties, N.Y. 

Notk: Applicant atates no duplicating au¬ 
thority ti requeated. If a bearing la deemed 
necessary, applicant requeata it be held at 
Now York. N.Y. 

No. MC 30844 (Sub-No. 168), filed 
F ebru ary 4. 1965. Applicant: KROBLIN 
REFRIGERATED XPRESS, INC., Post 
Office Box 218, Sumner, Iowa. Appli¬ 
cant's attorney: Truman A. Stockton. Jr., 
The 1650 Grant Street Building, Den¬ 
ver 3. Colo. Authority sought to operate 
as a cemmon earner, by motor vehicle, 
over Irregular routes, transporting: Dairy 
products (1) from Dubuque. Iowa, to De¬ 
troit. Mich., and (2) from Mason City. 
Iowa to points in Michigan, 

Nora: If a hearing ia deemed necessary, 
applicant requeaU it be held at Ohioago. m. 

No. MC 30844 (Sub-No. 169), filed 
F ebru ary 4.1965. Applicant: KROBLIN 
REFRIGERATED EXPRESS, INC., Post 
Office Box 218, Sumner, Iowa. Appli¬ 
cant's attorney: Truman A. Stockton, 
Jr., The 1650 Grant Street Building. 
Denver 3, Colo. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Inffredients such as are used in Uie 
manufacture of medicinal additives for 
animal and poultry feeds, in bags, boxes, 
drums or barrels, from points in Illinois 
(except points in the Chicago, HI. Com¬ 
mercial Zone), Kentucky, New Jersey, 
and New York (except points in the New 
York. N.Y. commercial zone). to Charles 
City. Iowa. 

Nots; If * bearing Is deemed necessary, 
applicant requesU it be held at Chicago, ni. 

No. MC 30844 (Sub-No. 170), filed 
February 8. 1965. Applicant: KROB¬ 
LIN REFRIGERATED EXPRESS, INC., 
Post Office Box 218, Sumner, Iowa. Ap¬ 
plicant's attorney: Truman A. Stockton. 
Jr., The 1650 Grant Street Building, 
Denver 3. Colo. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 


ing: Meats, meat products, meat bg- 
products, and articles distributed by 
meat packing houses, as described in sec¬ 
tions A and C of Appendix I to the report 
In Descriptions in Motor Carrier Certi- 
Acates, 61 M.C.C. 209 and 766 (except 
commodities in bulk, in unk vehicles, 
and hides). from points In Dakota Coun¬ 
ty, Nebr. to points in Colorado. Connecti¬ 
cut. Delaware, the District of Columbia. 
Illinois, Indiana. Iowa, Kansas. Maine, 
Maryland. Massachusetts. Michigan. 
Minnesota, Missouri. New Hampshire. 
New Jersey, New York. Ohio. Oklahoma 
Pennsylvania. Rhode Island. Vermont. 
Virginia. West Virginia, and Wisconsla 

Notk: If a hearing la deemed necessary, 
appUcant requeaU It be held at Dea Moines, 
Iowa, or Omaha. Nebr. 

No. MC 35358 (Sub-No. 16), filed Feb¬ 
ruary 8. 1965. Applicant: BERGER 
TRANSFER t STORAGE, INC.. 3720 
Macalaster Drive NE.. Minneapolis, 
Minn. Applicant's attorney: Donald a! 
Morken, 1000 First NaUonal Bank Build¬ 
ing, Minneapolis, Minn., 55402. Author¬ 
ity sought to operate as a common car- 
rier, by motor vehicle, over irregular 
routes, transporting: (1) Uncrated fur¬ 
niture, uncrated fixtures, uncrated fur¬ 
nishings and uncrated appliances, and 
parts thereof, crated or uncrated, when 
moving at the same time and in the same 
vehicle with the article of which they 
are a part, and (2) caskets, (a) between 
points In Minnesota and <b) between 
points In Minnesota, on the one hand, 
and. on the other, points in Iowa. HlinoU. 
Kansas. Missouri. Montana, Nebraska. 
North Dakota, South Dakota and Wis¬ 
consin. 

Kotc: If a hearing is deemed neccasary, 
applicant does not specify place of hearing. 

No. MC 62110 (Sub-No. 85), filed Feb¬ 
ruary 12. 1965. AppUcant; BRADY 

MOTORPRATE. INC., 1223 Sixth Ave¬ 
nue, Des Moines, Iowa. AppUcant's at¬ 
torney: Homer E. Bradshaw, Suite 510 
Central National Building, Des Moines. 
Iowa, 50309. Authority sought to op¬ 
erate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Meats, meat products and meaf 
byproducts and articles distributed by 
meat packinghouses, as described in sec¬ 
tions A and C of Appendix I to the report 
in Descriptions in Motor Carrier Cer- 
tiAcates 61 M.C.C. 209 and 766 (except 
hides and commodities in buUc. in tank 
vehicles). from points in Dakota County. 
Nebr., to Louisville and Covington, Ky., 
points in Indiana. Ohio, that part of 
Michigan on and south and west of U.S. 
Highway 10 between and including Lud- 
ington and Flint, Mich., and on and 
south of Michigan Highway 21 between 
Flint and Port Huron. Mich., including 
Port Huron. 

Nora: If u hearing is deemed necessary, 
applicant requests It be held at Dee Moines. 
Iowa. 

No. MC 62704 (Sub-No. 60). filed Feb¬ 
ruary 4, 1965. AppUcant: GLENN MC¬ 
CLENDON TRUCKINO CXDMPANY. 
INC., Lafayette. Ala. AppUcant's attor¬ 
ney: D. H. Markstein, Jr., 818-821 Mas¬ 
sey Building. Birmingham, Ala., 35203. 


Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over Ir¬ 
regular routes, transporting: Foodstuffs, 
canned, and In containers, other than 
froa&en, from Cade and Loses, La., to 
points in Florida. 

Not*: If a hearing !■ deemed necessary 
applicant requests it be held at New Orleans 
Isi. 

No. MC 52709 (Sub-No. 263), filed Feb¬ 
ruary 1, 1965. Applicant; RIN<3SBY 
TRUCK UNES, INC., 3201 Rlngsby 
Court, Denver. Colo.. 80216. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting; Meat, meat products and 
meat byproducts, dairy products and 
articles distributed by meat packing¬ 
houses as described in sections A, B, and 
C of Appendix I, in Descriptions in Motor 
Carrier CertiAcates, 61 M.C.C. 209 and 
766. from Garden City. BCans., to points 
In minois, Indiana. Ohio. Michigan. 
Pennsylvania. West Virginia. Maryland. 
Delaware, New Jersey. New York, CaU- 
fomla, Washington, Oregon, Utah. Ne¬ 
vada. and Arizona. 

Not*: If * hearing U deemed neeetaary. 
eppUemnt requesU it be held at Kaneae City, 
Mo. 

No. MC 62538 <8ub-No. 13), filed Jan¬ 
uary 25, 1965. AppUcant: JAMES E. 
ASHTON, doing business as ASHTON 
TRUCKINO COMPANY. 1201 North 
Broadway. Post Office Box 472, Monte 
Vista, Colo. AppUcant's attorney: Alvin 
J. Meiklejohn, Jr., Suite 420. Denver Club 
BuUdtng. Denver, Colo., 80202. Author¬ 
ity sought to operate as a contract car- 
rier, by motor vehicle, over irregular 
routes, transporting: Such commodities 
as are manufactured, processed, or sold 
by persons engaged primarily In the mUl- 
ing of flour, and incidentaUy in the sale 
and distribution of feeds and grains, 
from Denver and Fort CoUins, Colo., to 
points in Utah. RESTRICmON: The 
operations proposed herein are limited to 
a transportation service to be performed 
under a oontinuing contract, or con¬ 
tracts. with the Colorado MUllng & Ele¬ 
vator Oo. 

Not*: AppllesDl ia alao authorized to eon> 
duct operationa aa a common carrier in cent- 
fleate MC 67860 Sub 1: therefore dual opera- 
tlona may be Involved. If a bearing U 
deemed neceaaary, appUcant requeata it be 
held at Denver, Oolo. 

No. MC 69116 (Sub-No. 89). filed Feb¬ 
ruary 4. 1965. AppUcant: 8PECTOR 
FREIGHT SYSTEM, INC., 205 West 
Wacker Drive, Chicago, HI. AppUcant's 
attorney: David Axelrod. 39 South La 
Salle Street, Chicago 3, Ill. Authority 
sought to operate as a common carrier, 
by motor vehicle, over regular routes, 
transporting: Silver bullion, (1) between 
Chicago, m., and New York, N.Y.; (a) 
from Chicago over UB. Highway 41 to 
junction UB. Highway 6, thence over 
UB. Highway 6 to Cleveland. Ohio, 
thence over UB. Highway 20 to SUver 
Creek. N.Y., thence over New York 
Highway 5 to Buffalo. N.Y., thence 
o%^r New York Highway 33 to Roch¬ 
ester, N.Y., thence over New York 
Highway 31 to Weedsport. N.Y., thence 
over New York Highway 3IB to June- 
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Uon New York Highway 5. thence over 
New York Highway 5 to Albany. N.Y.. 
thence over UJ3. Highway 9 to New 
York (also from Albany over U-S. High¬ 
way 9W and bridge or ferry to Now 
York), and return over the same route, 
serving no intermediate points and serv¬ 
ing the off-route point of Newark, N.J.: 
(b) from Chicago over UJ8. Hlghw^iy 20 
to Toledo, Ohio, thence over Ohio High¬ 
way 2 to Sandusky, Ohio, thence over 
XJB. Highway 0 to Cleveland, Ohio, 
thence to New York as specified above, 
and return over the same route, serving 
no intermediate points and serring the 
off-route point of Newark, N.J.; and (c) 
from Chicago over U.8. Highway 41 to 
junction UB. Highway 6. thence over 
T7B. Highway 6 to junction UB. High¬ 
way 20, thence over UB. Highway 20 
to Cleveland. Ohio, thence over Ohio 
Highway 84 to Junction UB. Highway 
20, thence over UB. Highway 20 to 
junction UB. Highway 6N. thence 
over UB. Highway 6N to junction UB. 
Highway 6. thence over UB. High¬ 
way 6 via Bear Mountain Bridge, N.Y., 
to PeckskUL N.Y.. thence over UB. High¬ 
way 9 to New York (also from Bear 
Mountain Bridge over UB. Highway 9W 
to New York), and return over the same 
route, serving no intermediate points and 
sening the off-routc point of Newark. 
Njr.: (2) between CThlcago, Ill., and 
Bridgeport. Conm; (a) from Chicago 
over U.8. Highway 41 to junction UB. 
Highway 231 (formerly Indiana Highway 
8), thence over U.8. Highway 231 (for¬ 
merly Indiana Highway 8) to Crown 
Point, Ind., IherKJC over UB. Highway 
231 (formerly Indiana Highway 53) to 
Remington, IncL 

Thence over UB. Highway 24 to Wol¬ 
cott, Ind., thence over U,S. Highway 231 
(formerly Indiana Highway 83) to Mont- 
morenci, Ind., thence over UB. Highway 
52 to Indianapolis. Ind.. thence over UB. 
Highway 40 to Cambridge, Ohio, thence 
over U.8. Highway 22 to Junction un¬ 
numbered highway (formerly UB. High¬ 
way 22), thence over unnumbered high¬ 
way via Moon Run and Crafton. Pa., to 
PlU^urgh, Pa., thence over UB. High¬ 
way 22 to Harrisburg. Pa., thence over 
U.8. Highway 230 to Lancaster, Pa., 
thence over UB. Highway 30 to Phila¬ 
delphia. Pa., thence over U.S, Highway 1 
to Bridgeport, and return over the same 
route, serving the Intermediate points of 
Newark, NJ., and New York, N.Y.; (b) 
from Chicago to Harrisburg. Pa., as spec¬ 
ified above, thence over UB. Highway 22 
to junction unnumbered highway (for¬ 
merly UB. Highway 22) near Bethel. 
Piu thence over unnumbered highway 
via Bethel and Strausstown, Pa., to Junc¬ 
tion UB. Highway 22, thence over UB. 
Highway 22 to junction unnumbered 
highway (formerly UB. Highway 22) 
near Walbcrt. Pa., thence over unnum¬ 
bered highway via Allentown, Bethle¬ 
hem, Butziowm, and Wilson, Pa., to junc¬ 
tion UB. Highway 22, thence over UB. 
Highway 22 to Clinton, N.J., thence over 
unnumbered highway (formerly UB. 
Highway 22) via Annandalc and Leba¬ 
non, NJ., to junction UB. Highway 22. 
thence over UB. Highway 22 to jimction 
New Jersey Highway 28 (formerly UB, 
No. 37-10 


Highway 22). thence over New Jersey 
Highway 28 to junction UB. Highway 202 
(formerly UB. Highway 22). thence over 
UB. Highway 202 to junction UB. High¬ 
way 22. thence over U.S. Highway 22 to 
Newark. N.J., thence as specified above to 
Bridgeport, and return over the same 
route, serving the intermediate points of 
Newark. NJ., and New York, N.Y.: (C) 
from Chicago to Indianapolis. Ind., as 
specified above, thence over UB. High¬ 
way 40 to junction UB. Highway 22, 
thence over UB. Highway 22 to junction 
UB, Highway I (also from junction UB. 
Highway 22 and New Jersey Highway 28 
over New Jersey Highway 28 to junction 
UB. Highway 1). tiiencc over UB. High¬ 
way 1 to Bridgeport, and return over the 
same route, serving the intermediate 
points of Newark. NJ., and New York. 
N.Y.; (d) from Chicago to PcckskUl. 
N.Y., as specified above, thence over UB. 
Highway 6 to junction Connecticut High¬ 
way 25, thence over Connecticut High¬ 
way 25 to Bridgeport, and return over 
the same route, serving no intermediate 
points: (e) from Chicago over UB. High¬ 
way 6 to junction Ohio Turnpike (In¬ 
terchange 9), thence over Ohio Turnpike 
to junction Pennsylvania Turnpike, 
thence over Pennsylvania Turnpike to 
Carlisle. Pa. (Interchange 16), theruus 
over UB. Highway 22 to Newark. NJ.. 
thence over UB. Highway I to Bridge¬ 
port, and return over the same route, 
seizing the intermediate points of New¬ 
ark, N.J.. and New York. N.Y.; and (f) 
from Chicago to Carlisle. Pa., as speci¬ 
fied above, thence over the Pennsylvania 
Turnpike to the Pennsylvania-New Jer¬ 
sey 8tate line, thence over Interstate 
Highway 276 to junction New Jersey 
Turnpike, thence over the New Jersey 
Turnpike to Newark, NJT.* thence over 
UB. Highway 1 to Bridgeport and return 
over the same route, serving the Inter¬ 
mediate points of Newark, N.J., and New 
York. N.Y. 

Now: If a hearing U dcoroed neceamry. 
applicant doee not MptcUy place of hearing. 

No. MC 69492 (Sub-No. 26) (AMEND- 
ME3^). filed January 25,1965. published 
Pedkiial Rjcoism issue February 10. 
1965, and republished as amended this 
Issue. Applicants HENRY EjL)W ARDS, 
doing business as HENRY EDWARDS 
TRUCBJNO COMPANY. Post Office Box 
97. cninton. Kj. Applicant's attorney: 
Walter Harwood, Nashville Bank and 
TYust Building, NashvlUc 3, Tcnn. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over Irregular 
rout^. transporting: General commodi¬ 
fies (except those of unusual value. 
Classes A and B explosives, household 
goods, commodities requiring special 
equipment, and those injurious or con¬ 
taminating to other lading), between 
Arlington and Clinton, Ky., on the one 
hand, and, on the other, Memphis. 'Tenn^ 
but excluding that part of the commer¬ 
cial zone of Memphis which lies in the 
States of Mississippi and Arkansas. 

None: The purpoM of thU republicaUon U 
to Khov the above esclUBloa of Mluiwippi 
and Arkansas. Applicant states above au^ 
thorlty will be reatrteted against tacking with 
carrier's other presently held authority. If 
a hearing la deemed necessary, appUeant re- 
queeU It be held at NashvlUt, Tenn. 


No. MC 69833 (Sub-No. 76). filed 
February 8. 1965. AppUeant: ASSOCI¬ 
ATED TRUCJK LINES, INC., 15 Andre 
Street SE., Grand Rapids 7. Mich. Ap¬ 
plicant's attorney: Walter N. Biencman, 
Suite 1700. I Woodward Avenue, Detroit. 
Mich., 48226. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle, over regular routes, transporting: 
General commodities (except those of 
unusual value. Classes A and B explo¬ 
sives, household goods as defined by the 
Commission, commodities requiring spe¬ 
cial equipment, and those Injurious or 
contaminating to other lading), between 
Owosso, Mich., and Chesaning. Mich., 
(1) from Owooso over Michigan High¬ 
way 47 to jimction Michigan Highway 57 
and thence over Michigan Highway 57 
to Chesaning and (2) from Owosso over 
Michigan Highway 47 to junction un¬ 
numbered county road at Oakley and 
thence over unnumbered county road to 
Chesaning, and return over the same 
routes, serving no Intermediate points, 
as aHemate routes for operating con¬ 
venience only In connection with car¬ 
rier's authorized regular route oper¬ 
ations. 

Notv: U a bearing U deemod noceavAxy. 
Applicant requetU It be held at Lansing, 
Mich. 

No. MC 70461 (Sub-No. 2). filed Feb¬ 
ruary 2. 1965. Aw>Ucant: CYRIL F. 
RANSDORF and JENNINGS E. RAN8- 
DORF. a partnership, doing business as 
JOSEPH RANSDORF TRUCKING CX>^ 

15611th Street, Renovo. Pa. Applicant's 
attorney: Christian V. Graf, 407 North 
Front Street, Harrisburg, Pa. Author¬ 
ity sought to operate as a contract car* 
Tier, by motor vehicle, over irregular 
routes, transporting: Such merchandise 
as Is dealt in by wholesale, retail, and 
chain grocery and food business houses 
and in connection therewith, equivment, 
materials, and supplies used in the con¬ 
duct of such business, between points In 
that part of New York lying on and west 
of New York Highway 34 beginning at 
the Pennsylvania-New York State line 
near Waverly, N.Y., and extending north 
on New York Highway 34 to Cato. N.Y.. 
thence over New York Highway 370 to 
junction New York Highway 38, thence 
over New York Highway 38 to junction 
UB. Highway 104, thence over UB. High¬ 
way 104 to Oswego. N.Y., on the one 
hand, and. on the other, points in Blair, 
Clinton, Centre. Clearfield, Cameron, Elk, 
and Lycoming Counties, Pa. 

Sant: ApplIcAnt ■lAtSA thAt th« above- 
propoeed are to he limited to a 

inuiBpartatlon eervlce to ha performed under 
A oonUuuing oontraet with The Great At¬ 
lantic a Paclflo Tea Co.. Inc. If a hearing Is 
deemed necMory, applicant req^ieau It be 
held at Benovo. Pa. 

No. MC 72322 (Sub-No. 2). filed Fch* 
ruary 9, 1965. Applicant: LOWDER 
TRANSPORTATION. INC.. 26 Prospect 
Street, Woburn. Mass. Applicant’s at¬ 
torney: Mary E. Kelley, 10 Tremont 
Street, Boston 8. Mass. Authority sought 
to operate as a conf racf carrier, hy motor 
vehicle, over irregular routes, transport¬ 
ing: Roofing materials and supplies; and 
chemicals and odds, in containers, be¬ 
tween Andover, Mass., on the one hand. 
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and, on the other, points in Massachu* 
setts, Vermont. New Hampshire, and 
Rhode Island. 

None: Applicant ttateA the above oper* 
atlon will be under a continuing contract 
with Allied Chemical Corp., and that the 
purpose of thU application is to follow tba 
traffle to the shipper’s new location In An¬ 
dover. Uass.. as applicant has served this 
account for over S5 years from Everett. Mass. 
If a healing is deemed necessary, applicant 
requests It be held at Boston. Mass. 

No. MC 74846 (Sub-No. 54). filed Feb¬ 
ruary 9. 1965. Applicant: LEWIS O. 
JOHNSON. INC.. Port Gibson. N.Y. Ap¬ 
plicant’s representative: Raymond A. 
Richards, 35 Curtice Park. Webster. N.Y. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over ir¬ 
regular routes, transporting: Juices and 
fruit drinks, in containers, from Braden¬ 
ton, Fla., to points in New York, and 
Bradford and Eric, Pa. 

Note: If a hearing la deemed necessary, 
applicant requesU It l>e held at Washington. 

D.Oa 

No, MC 75651 (Sub-No. 57). filed Feb¬ 
ruary 11.1965. Applicant: R. C. MOTOR 
LINES, INC., 2500 Laura Street, Post 
Office Box 2601, Jacksonville. Fla.. 32203. 
Applicant’s representative: L, H. Blow 
(same address as applicant). Authority 
sought to operate as a common carrier, 
by motor vehicle, over regular routes, 
transporting: General commodities (ex¬ 
cept those of unusual value. Classes A 
and B explosives, household goods as 
defined by the Commission, commodities 
In bulk, and those requiring special 
equipment), (1) between Jacksonville 
and Miami. Fla., (a) frc»n Jacksonville 
over U.8. Highway 1 to Miami, (b) from 
Jacksonville over Interstate Highway 10 
to JuncUon UB. Highway 301, thence 
over U.S. Highway 301 to Junction U,8. 
Highway 27. and thence over U.S. High¬ 
way 27 to Miami, and (c) from Jackson¬ 
ville over Interstate Highway 10 to Junc¬ 
Uon U.8. Highway 301, thence over UB. 
Highway 301 as described in (b) above 
to juncUon UB. Highway 441, thence 
ovesr UB. Highway 441 to Junction Sun¬ 
shine State Parkway, thence over Sun¬ 
shine State Parkway and over all access 
roads connecting said parkway with ap¬ 
plicant’s regular route over UB. Highway 
1 to Miami, (2) between Jacksonville and 
Sarasota. Fla.; from Jacksonville over 
Interstate Highway 10 to juncUon U.S. 
Highway 301, and thence ovoa* UB. High¬ 
way 301 to Sarasota, and (3) between 
Jacksonville and Tampa. Fla.; from 
Jacksonville over UB. Highway 17 
to Orlando. Fla., thence over In- 
tersUte Highway 4 to Tampa, and re¬ 
turn over the same routes, serving all 
intermediate points and the off-route 
points of Cape Kennedy. Umatilla. 
E^istls. and Oroveland and p^nts wlUiin 
a 26-mlle radius of Jacksonville. Orlando. 
Haines City, and Tampa. Fla,, In routes 
(1), (2). and (3) above. 

Non: If a hearing u deemed neoeauiry. 
applicant requeeu It be held at JocJuonvUle 
Fla. 

No. MC 76032 (Sub-No. 193), filed 
February 11, 1965. AppUcant: NAVAJO 
FREIGHT LINES. INC., 1205 South 
Platte River Drive. Denver. Colo.. 80223. 


Applicant's attorney: O. Russell Jones, 
207 Bokum Building. 142 West Palace 
Avenue. SanU Fe. N. Mex., 87501. Au¬ 
thority sought to operate as a com¬ 
mon carrier by motor vehicle, over 
regular routes, transporting: General 
comTnodities (except Classes A and 
B explosives, those of unusual value, 
livestock, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special equip¬ 
ment), between Amarillo. Tex., and 
St, Louis. Mo., from Amarillo over com¬ 
bined Interstate Highway 40 and U.S. 
Highway 66 to Oklahoma City. Okla.. 
thence over Interstate Highway 44 
(Turner Turnpike) to Tulsa. Okla., 
thence over Interstate Highway 44 rWUl 
Rogers Turnpike) to Joplin, Mo., thence 
over U.8. Highway 66 to Springfield. Mo., 
thence over combined Interstate High¬ 
way 44 and UB. Highway 66 to St. Louis, 
and return over the same route, serving 
no intermediate points, as an alternate 
route for operating convenience only In 
connection with the carrier’s regulm 
route operations. 

Note: Common control may be InrolTOd. 
If a hearing la deemed ncceoeory, applicant 
requeou It bo held at AmorUlo, Tex., or 
Oklahoma City, OkU. 

No. MC 78786 (Sub-No. 258), filed Feb¬ 
ruary 8. 1965. Applicant: PACIFIC 
MO'TOR TRUCKING COMPANY, a 
corporation. 9 Main Street, San Fran¬ 
cisco. Calif.. 94105. AppUcant’s attor¬ 
ney: John MacDonald Smith. 65 Market 
Street. San Francisco. Calif., 94105. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over regular 
routes, transporting: General commodi^- 
ties (except household goods as defined 
by the Commission, (X)inmoditlc8 in bulk, 
and Classes A and B explosives). between 
Columbus, and Demlng. N. Mex., from 
Columbus over New Mexico Highway 11 
to laming, and return over the same 
route, serving no intermediate points. 

Note; AppUcant la a wholly owned aub- 
tldiary of Southern Pacific Co., a carrier by 
railroad. Applicant la oloo authorised to 
conduct operaUona aa a contract carrier In 
permit MC 78787 and sube; therefore dual 
operaUona may be Involved. If a hearing la 
deemed necesoary. applicant requeeta it be 
held at Bi Paoo. Tdx. 

No. MC 82063 ( 8ub-No. 6). filed Feb¬ 
ruary 9, 1965. AppUcant: KLLPSCH 
HAULINO CO., a corporation, 119 East 
Ixiughboro Street. St. Louis 11, Mo. Ap¬ 
plicant’s attorney: Ernest A. Brooks, n, 
1301-03 Ambassador Building, St. Louis. 
Mo., 63101. Authority sought to operate* 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Wood preservatives, in bulk, from St. 
Louis. Mo. to C^arbondalc. Ill., and ex¬ 
empt com modities, on retuni. 

Note: If a hearing la deemed neceoaary. 
applicant requeaU it be bekt at St. Louia, Mo. 

No. MC 82063 (Sub-No. 7), filed Feb¬ 
ruary 10. 1965. AppUcant: KLIPSCH 
HAULING CO., a corporaUon. 119 East 
Loughboro Street. St. Louis 11. Mo. Ap¬ 
plicant's attorney: Ernest A. Brooks, n. 
1311-12 Ambassador Building. St. Louis 
1. Mo. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Com- 


modities in bulk, having a prior move¬ 
ment by water or rail, between points 
in Arkansas. Dlinois. Indiana, Iowa. 
Kansas, Michigan. Minnesota, Missouri. 
Nebraska, X^klahoma. Tennessee, and 
Wisconsin. 

Note: If a hearing u deemed neceeanry, 
applicant requeata It be held at 8t. Louia. Mo! 

No. MC 83539. (8ub-No. 137). filed 
January 29. 1965. AppUcant: C L U 
TRANSPORTATION CO., INC.. 1935 
West Commerce Street, Post Office Box 
6976, Dallas. Tex., 75222. AppUcant’s at¬ 
torney: W. T. Brunson. 419 Northwest 
Sixth Street, Oklahoma City. Okla. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting; Self-propelled ve¬ 
hicles with and without attachments (ex¬ 
cept highway automobiles, trucks, and 
buses >. cranes, and hoisting eguipinent, 
and attachments, and troefor, grading, 
loading, excavating and logging attach¬ 
ments, and parts, from Schofield. Ke¬ 
waunee. and Milwaukee. Wls., and prov¬ 
ing ground site of Drott Manufacturing 
Corp., located in the towns of King and 
Harrison (Lincoln County), Wis., to 
points in Arkansas, Kansas. Louisiana. 
Missouri. New Mexico. Oklahoma, and 
Texas. 

Note: If a hearing la deemed naeeeaary. 
applicant requeata it be held at Chicago. Dl.. 
or Woohington, D.C. 

No. MC 102616 (Sub-No. 758), filed 
February 1. 1965. AppUcant: COASTAL 
TANK LINES. INC., 601 OranUey Hoad. 
York, Pa. Applicant's attorney: Harold 
O. Hemly. 711 14th Street NW., Wash¬ 
ington, D.C., 20006. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Water, in bulk, in tank vehicles, 
from Point Marion. Pa,, to Fort Martin 
Station (Monongalia County), W. Va. 

Note: If a hearing la deemed necesoary, 
appUcant requeeu It be held at Woohington. 
D.C. 

No. MC 102616 (Sub-No. 769), filed 
February 2,1966. AppUcant: COASTAL 
TANK LINES. INC.. 501 GranUey Road. 
York. Pa. Applicant's attorney: Harold 
O. Hemly. 711 14th Street NW., Wash¬ 
ington, D.C., 30005. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Chemicals, dry, in bulk, in tank and 
hopper type vehicles, from points in Ma¬ 
son Coimty. W. Va., to points in the 
United States, excluding Alaska and 
Hawaii. 

Note: If a hearing U deemed neceoMry, 
applicant requeata it be held at Wo&hlngton. 
DC. 

No. MC 103435 <Sub-No. 164) , filed 
February 4. 1965. Applicant: UNITED 
BUCKINGHAM FREIGHT LINES, a 
corporaUon. East 915 Springfield Avenue. 
l^x>kane. Wash. AppUcant's attorney: 
George R. LaBissonlere. 333 Central 
Building, Seattle 4. Wash. Authority 
sought to operate as a common carrier, 
by motor vehicle, over regular routes, 
transporting: General commodities (ex¬ 
cept those of unusual value. Classes A 
and B explosives, household goods as 
defined by the Commission, commodities 
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in bulk and those requiring special 
(^ulpment), between jtincUon V3. 
way 10 and Washington Highway 18 
^ located near Preston, Wash.) and junc- 
Uon US, Highway 99 and Washington 
Highway 18 (located near Tacoma, 
Wash.), over Washington Highway 18, 
.’ervlng no intermediate points, as an 
alternate route for operating convenience 
only, in connection with applicant's au- 
thori 2 ed regular xoute authority. 

NOT*; M a hewing !« deemed necartary, ap¬ 
plicant requeeU it be held at Seattle, Wash. 

No. MC 103654 (Sub-No. 90). filed Pteb- 
ruary 4, 1965. Applicant: SCHIRMER 
transportation company, in¬ 
corporated, 1145 Homer Street. St. 
Paul 16, Minn, Applicant’s attorney: 
Donald A. Morken, 1000 First NaUonal 
Bank Building, Minneapolis, Minn„ 
55402. Authority sought to operate as a 
common corrier. by motor vehicle, over 
irregular routes, transporting: Spent 
acid, from Barksdale, Wls.. to points In 
Tviinnesoia. 

Non: If a hearing la deemed ncceaiary, ap¬ 
plicant requeat# it be held at Mlnneapolla, 
Minn. 

No. MC 103993 (Sub-No. 195), filed 
February 2,1965. Applicant: MORGAN 
DRIVE AWAY, INC., 2800 Lexington 
Avenue, Elkhart. Ind. AppUcant's at- 
lomey: John R Lcsow, 3737 North Me- 
ddlan Street. Indianapolis. Ind., 46208, 
Authority soiight to operate as a common 
carrier, by motor vehicle, over Irregular 
routes, transporting; Trailers, designed 
to be drawn by passenger automobfles. 
In initial movements, in truckaway 
service, from points In California to 
points In the United States (except 
Hawaii). 

Notk: Applicant itata* that the propoaed 
operation wlU exclude the following: (1) 
New and used bouse trailen. In tmeXaway 
or towaway service, from points in California 
to points In Arixo^ Idaho, Nevada, Oregon, 
Utah, and Washington. (2) new trailers, 
designed to be drawn by passenger automo- 
bUee, in IniUal movements. In truckaway 
servloe, from points In Los Angeles County, 
Calif., to polnu in Colorado, Kansas. Mon¬ 
tana. Nebraska, New Mexico, North DakoU. 
Oklaboma, South Dakota. Texas, and Wy- 
omlng; (8) trailers, designed to he drawn 
by passenger antooioblles. In initial move¬ 
ments. In truckaway service, from points in 
Loe Angeles and Orange Counties, CaUf., 
OaidveU, Idaho, and Mckflnnvllle. Oregon, 
to points In Alaska; (4) traUers, designed 
to be drawn by paasenger automobUee. In 
Initial movements. In truckaway servloe. 
from Morgan Hill. Calif., to points In Colo¬ 
rado, Kansas, Montana, Hebraaka. Hew Mex¬ 
ico, North DakoU. South Dakota. Texas, and 
Wyoming, and from Fullerton. Calif., to 
points In Montana. Nebraska. North Dakota, 
and South DakoU: (6) new traUers. designed 
to be drawn by passenger automobUee, In 
initial movemenu. In truckaway service, 
from points In Loe Angeles County. Calif., 
La Habra and CosU Mesa, in Orange County, 
Oallf.. and polnte In Riverside County, CaUf .. 
within 4 mUes of Mira Loma, Calif., to potnta 
la the United SUtea; (6) trailers, designed 
to be drawn by psisenger automobUes, in 
InlUal movemenu. in truckaway service, 
from Cucamonga, Cypress, and SanU Clara. 
CaUf., to poInU In Arlxona, Colorado, Idaho, 
Montana, Nevada, New Mexico. Oregon, Utah. 
WashlngtOQ. and Wyoming: and (7) trailers, 
designed to be drasm by passenger autooK^ 
bUea. In IniUal movements, in truckaway 
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service, from Anaheim. CaUf.. to potnU in 
the United SUtea. If a hearing is deemed 
necessary, applicant requesU it be held at 
Loe Angeles. Calif. 

No. MC 103993 (Sub-No. 196 >. filed 
February 2, 1965. Applicant: MORGAN 
DRIVE AWAY. INC., 2800 Lexington 
Avenue. Elkhart. Ind. Applicant's at¬ 
torney: John E. Lcsow. 3737 North Me¬ 
ridian Street, Indianapolis, Ind., 46208. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Trailers, designed 
to be drawn by passenger automobiles, 
in initial movements, in truckaway serv¬ 
ice, and component parts thereof, when 
shipped therewith, from points In Yuma 
County, Colo., to points In the United 
States (except Alaska and Hawaii). 

None: If s bcsrlng is doemed necessary, 
applicant requests it be held at Denver, Oolo* 

No. MC 103993 (SOb-No, 197), filed 
February 2, 1966. Applicant: MORGAN 
DRIVE AWAY. INC., 2800 Lexington 
Avenue. Elkhart. Ind. Applicant’s at¬ 
torney: John E Lcsow, 3737 North Me¬ 
ridian Street. Indianapolis. Ind., 46208, 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: TraUers, designed 
to be drawn by passenger automobiles. 
In initial movements. In truckaway serv¬ 
ice, and component parts thereof, when 
shipped therewith, from points in Logan 
County. Ky.. to points In the United 
States (except Alaska and Hawaii). 

Nam: If a bcarlxig is deemed necessary, 
applicant requests It be held at l/iulivlUe. 
Ky. 

No. MC 103993 (Sub-No. 198). filed 
February 2, 1965. Applicant: MORGAN 
DRIVE AWAY. INC.. 2800 Lexington 
Avenue, Elkhart, Ind. AppUcant's at¬ 
torney: John E. Lesow, 3737 North Me¬ 
ridian Street, Indianapolis, Ind.. 46208. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: TraUers, designed 
to be drawn by passenger automobiles. 
In IniUal movements, in truckaway serv¬ 
ice. and componenf parts thereof, when 
shipped therewith, from Cross Hill, ac.. 
to points in the United States (except 
Alaska and HawaU). 

Note: If a haorlng Is deemed nacessnry. 
applicant requests it bo held at Columbia, 
8.C. 

No. MC 103993 <8ub-No. 199), filed 
February 2, 1965. Applicant: MORGAN 
DRIVE AWAY. INC., 2800 Lexington 
Avenue. Elkhart. Ind. Applicant’s at¬ 
torney: John E. Lesow, 3737 North Me¬ 
ridian Street, Indianapolis, Ind., 46208. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Trailers, designed 
to ^ drawn by passenger automobiles. 
In initial movements. In truckaway serv¬ 
ice. and component parts thereof, when 
shipped therewith, from points In Mont¬ 
gomery and Hanover Counties, Va., to 
points in the United States (except 
Alaska and HawaU). 

Nom: If a bearing U deemed necessary, 
applicant requests It be held at Richmond, 
Va., or Washington, D.C. 

No. MC 103993 (8ub-No. 200), filed 
February 2, 1965. AppUcant: MORGAN 
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DRIVE AWAY, INC., 2800 Lexington 
Avenue, Elkhart, Ind. Applicant’s at¬ 
torney: John E. Lesow, 3737 North Me¬ 
ridian Street, Indianapolis, Ind., 46208. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
rout^. transporting: TraUers, designed 
to be drawn by passenger automobiles. 
In tnlUal movements. In truckaway serv¬ 
ice. and component parts thereof, when 
shipped therewith, from points In Adams 
County, Wls., to points in the United 
States (except Alaska and HawaU). 

Nom; If a hearing Is daomed nccaiaary. 
applicant requests It be held at Madison. 
Wis. 

No. MC 106398 (Sub-No. 259). filed 
February 8, 1965. AppUcant: NA¬ 

TIONAL TRAILER CONVOY, INC., 1925 
NaUonal Plaza, Tulsa. Okla, AppUcant’s 
attorney: Fred M. Mock, Jr., (same 
address as appUcant). Authority 
sought to operate as a common car* 
rier, by motor vehicle, over Irregular 
routes, transporUng: Trailers designed 
to be drawn by passenger automobiles, 
in Initial movements, in truckaway serv¬ 
ice, from poUits in Rowan County, N.C., 
to points in the United States (except 
Alaska and HawaU). 

Note: If a hearing is deemed necesaary. 
ap^lcant requests it be held at Ralelgb, N.C. 

No. MC 106674 (Sub-No. ID. filed Feb¬ 
ruary 4, 1965. Applicant: OSBORNE 
TRUCKING CO., INC., 709 South 13th 
Street, Post Office Box 82. Vincennes. 
Ind. AppUcant's attorney: Thomas F. 
KUroy, Suite 1250 Federal Bar Building, 
1815 H Street NW., Washington, D.C., 
20006. Authority sought to operate as 
a common carrier, by motor vehicle, over 
Irregular routes. t^^^porUng: FertUUer 
and fertilizer materials, from Streator, 
lU., to points in Indiana, and exempt 
commodities, on return. 

Non: If a hearing la deemed naceatary, 
appUcant requeata it be held at Chicago. IIJ. 

No. MC 107295 (Sub-No. 72), filed Feb- 
ruary 8. 1965. AppUcant: PRE-FAB 
TRANSIT CO., a corporation. Parmer 
City, m. AppUcant’s attorney: Mack 
Stephenson, 42 Fox MIU Lane, Spring- 
field. ni., 62707. Authority sought to op¬ 
erate as a common carrier, by motor ve¬ 
hicle. over Irregular routes, transporting: 
BuUdings, complete, knocked down, or In 
sections. Including aU component parts, 
materkUs, supplies, and fixtures, and 
when shipped with such buildings, acces* 
series used in the erection, construction, 
and completion thereof, (1) between 
points in Ohio, on the one hand, and. on 
the other, points in Florida, Georgia, and 
South Carolina, and (2) between points 
in Ohio, on the one hand, and, on the 
other, points in Alabama. Mississippi, 
and Louisiana. 

Notk: Appllcani itatca that It now bolds 
authority Bought In (1) above by utilizing 
the gateway at Lumberton. N.C., and In (2) 
above, by utUlzing any gateway in Arkanaea. 
The purpose of thia appUcaUon la to elimi¬ 
nate the gateways in (1) and (2). If a hear¬ 
ing la deemed neceesary, appUcant requeets 
It be held at Columbua, Ohio. 

No. MC 107500 (Sub-No. 89), filed Feb¬ 
ruary 8. 1965. AppUcant: BUHllNG- 
TCM4 TRUCK LINES, INC,, 796 South 
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Pearl Street, Oalesburg, Ill. Authority 
sought to operate as a common carrier, 
by lUDtor vehicle, over a regular route, 
transporting; General commodities (ex¬ 
cept those oi unusual value, and except 
dangerous explosives, household goo^ 
as defined in Practices of Motor Common 
Carriers of Household Goods, 17 M.C.C. 
467, commodities In bulk, commodities 
requiring special equipment, and those 
injurious or contaminating to other 
lading), between Quincy and Jackson¬ 
ville, m., over Illinois Highway 104, serv¬ 
ing no intermediate points, as an alter¬ 
nate route for operating convenience 
only in connection with applicant's reg¬ 
ular-route operations. 

Notv: AppUcant U a wholly owned sub¬ 
sidiary of The Chicago. Burlington Sc Quincy 
Railroad Oo. IS a hearing is deemed neces¬ 
sary. applicant requests it be held at Chicago. 

nu 

No. MC 109658 (8ub-No. 6), filed Feb¬ 
ruary 10. 1 965. Applican t; GEORGE C. 
WINN, HATTIE E. WINN, EXECTDTRIX, 
AND LYLE E. WINN, a partnership, do¬ 
ing business as MARION MACHIINE 
WORKS. 523 South Main Street, Marlon. 
Ky, Authority sought to operate as a 
common carrier, by motor vehicle, over 
Irregular routes, transporting: (1) CaZ- 
cium fluoride (fluorspar), lead and zinc 
concentrates, in bulk, between points In 
Uvlngston County and Crittenden Coun¬ 
ty. Ky., restricted to shipments having a 
subsequent movement by rail or water, 
and (3) machinery, materials, supplies, 
and equipment Incidental to or used In 
the construction, development, operation 
and maintenance of facilities for the dis¬ 
covery, mining and milling of lead, zinc 
and other minerals* from Marion. Ky., 
to Eagle-Picher Co.'s Hutson Mine In 
Livingston County. Ky., on trafllc origi¬ 
nating at out-of-state points. 

Non: IS m hearing U deemed ueceMary, 
Appliciint requeeU it be held at Paducah or 
Xx>uiBTllle, Ky. 

No. MC 110525 (Sub-No. 701). filed 
February 1, 1965. Applicant; CHEMI¬ 
CAL LEAMAN TANK LINES, INC., 520 
East Lancaster Avenue, Downlngtown. 
Pa. Applicant's attorneys: Leonard A. 
Jaskicwlcz. 1155 15th Street NW., Madi¬ 
son Building. Washington. D.C. and 
Edwin H. van Deusen, 506 East Lan¬ 
caster Avenue, Downingtown, Pa. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting; Cement, in bulk, 
from Mlddlebranch. Ohio to points in the 
Lower Peninsula of Michigan. 

Non: If a hearing U deemed neoeasary, 
applicant requests it be held at Washington. 
DO. 

No. MC 110525 (Sub-No. 702). filed 
February 8. 1965. Applicant: CHEMI¬ 
CAL LEAMAN TANK LINES, INC., 520 
East Lancaster Avenue, Downingtown. 
Pa. Applicant’s attorneys: Leonard A. 
Jaskiewlca. 1155 15th Street NW.. Madi¬ 
son Building, Washington, D.C. and 
Edwin H. van Deusen, 506 East Lan¬ 
caster Avenue, Downingtown, Pa. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over Irregular 
routes, transporting: Chemicals, dry, in 
bulk. In tank or hopper-type vehicles, 
from points In Mason County, W. Va. to 


points in the United States (except 
Alaska and Hawaii). 

Norxr If a hearing U deemed neceaiary, 
applicant requesta It be held at Washington. 
DO. 

No. MC 110525 (Sub-No. 703), filed 
February 9. 1965. Applicant: CTHEMl- 
CAL LEAMAN TANK LINES, INC., 520 
East Lancaster Avenue, Downingtown, 
Pa. Applicant's attorneys: Leonard A. 
JaskJewicz, 1165 15th Street NW.. Madi¬ 
son Building, Washington, D.C. and 
Edwin H. van Deusen. 506 East Lan¬ 
caster Avenue, Downlngtowm, Pa. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Dry chemicals. In 
bulk, from Rivervlew (Washington 
County), Ohio to points In Indiana, Ken¬ 
tucky, Michigan, Pennsylvania, and West 
Virginia, 

Not*: If % bearing U deemed neceeaary, 
applicant requetU it be held at Waahington, 

D. C. 

No. MC 110988 (8ub-No. 115), filed 
February 8. 1965. Applicant: KAMPO 
TRANSIT, INC., 200 West Cedi Street. 
Neenah. Wls, Applicant's attorney: 

E. Stephen Helsley, Transportation 
Building, Washington. D.C., 20006. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Anhydrous am* 
mania and fertilizer solutions in bulk, in 
tank vehicles, and dry fertilizers, in bulk 
and in bags, from the plantsltc of Co- 
mlnco Products, Inc., located at or near 
Hoag. Nebr., to points in Iowa, Kansas, 
Missouri. Illinois. Oklahoma, South Da¬ 
kota, and Minnesota. 

Non: XX a hearing is deemed necessary, 
applicant requeete It be held at Omaha. 
Nebr. 

No. MC 113255 (Sub-No. 45), filed 
February 8. 1966. Applicant: MILK 
TRANSPORT. INC., Post Office Box 398. 
New Brighton, Minn. Applicant's at¬ 
torney: Donald A. Morken. 1000 First 
National Bank Building, Minneapolis, 
Minn., 55402. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle. over irregular routes, transport¬ 
ing: Cleaning, scouring and toashing 
compound, in bulk. In tank vehicles, from 
St. Paul. Minn., to Painesville, Ohio, Chi¬ 
cago and Freeport, Ill. 

Not*: If a hearing Is deemed necessary, 
applicant requests it be held at Minneapolis. 
SCnn. 

No. MC 113325 (Sub-No. 38), filed 
February 18, 1965. Applicant: SLAY 
TRANSPORTATION CO.. INC., 2001 
South Seventh Street, St. Louis, Mo., 
63104. Applicant's attorney: Chester A. 
Zyblut, 1000 Connecticut Avenue NW., 
Washington. D.C., 20036. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting: Chemicals, in bulk, in tank 
vehicles, from Cadet, Mo., and points 
within ten (10) miles thereof, to points 
In Alabama, Arkansas, California. Colo¬ 
rado, Delaware, Florida. Qeorgia. DU- 
nols, Indiana. Iowa, Kansas, Kentucky, 
Louisiana, Maryland, Massachusetts, 
Michigan, Minnesota, New Jersey, New 
York, North Carolina. Ohio, Oklahoma, 
Oregon. Pennsylvania. South Carolina, 


Tennessee, Texas, Utah, Virginia, Wash¬ 
ington, West Virginia, and Wisconsin. 

Not*: If a hearing U deemed neccMry 
applicant requeau it be held at Waahington. 
D.O., or St Louia, Mo. 

No. MC 113362 (Sub-No. 60), filed Feb. 
ruary 4, 1965. Applicant: ELLS¬ 

WORTH FREIGHT LINES, INC., 220 
East Broadway. Eagle Orove, Iowa. Ap¬ 
plicant's attorney: Donald L. Stem. 630 
City National Bank Building, Omaha. 
Nebr. Authority sought to operate as a 
common carrier, by motor vehicle, over 
Irregular routes, transporting: Meats, 
meat products and meat byproducts, and 
articles distributed by meat s)acking- 
houses (except hides and commodities in 
bulk, in tank vehicles), as described in 
sections A and C of Appendix I to the 
report In Descriptions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766, from 
points in Dakota County. Nebr. to points 
in Maine, New Hampshire, Vermont. 
Massachusetts. Connecticut, Rhode Is¬ 
land, New York, New Jersey. Virginia. 
Pennsylvania, Maryland. Delaware. West 
Virginia, and the District of Columbia. 

Nora: If a hearing U deemed neceesary. ap- 
pUoant requeaU It be held at Dee Maine*. 
Iowa or Omaha, Nebr. 

No. MC 113362 (Sub-No. 61). filed Feb¬ 
ruary 12. 1965. Applicant: ELLS¬ 

WORTH FREIGHT LINES. INC., 220 
East Broadway, Eagle Orove, Iowa. Ap¬ 
plicant's representative: William A. 
Landau, 1307 East Walnut Street, Des 
Moines 16, Iowa. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Frozen foods, potato products, other 
than frozen, with or without other in¬ 
gredients, cooked, diced, flaked, pow¬ 
dered. shredded, or sliced, from points in 
Montcalm County, Mich., to points in 
Minnesota, Wisconsin, Iowa, Indiana, 
nUnois, and Missouri. 

Not*: If a hearing U deemed necessary, ap¬ 
plicant does not specify place of hearing. 

No. MC 113624 (Sub-No. 22), filed Jan¬ 
uary 15. 1965. Applicant: WARD 

TRANSPORT, INC., Post Office Box 133, 
Pueblo, Colo. Applicant's attorney: 
Alvin J. Meiklcjohn. Jr., Suite 420 Den¬ 
ver Club Building. Denver, Colo., 80202, 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over Ir¬ 
regular rout^, transporting; Anhydrous 
ammonia and liquid fertilizer solutions. 
In bulk. In tank vehicles, from Consumers 
Cooperative AssociaUon plant located 
near Port Dodge. Iowa, to points In Illi¬ 
nois. Kansas. MinnesoU. Missouri. Ne¬ 
braska. North Dakota, and South DakoU. 

Not*: If a hearing U deemed necessary, ap¬ 
plicant requests It be held at Omaha, Nebr. 

No. MC 113974 (Sub-No. 11). filed Feb¬ 
ruary 9. 1965. Applicant: PITTS- 

BUROH & NEW ENGLAND TRUCK¬ 
ING CO., a corporation, 211 Washington 
Avenue, Dravosburg, Pa. Applicant's 
attorney: Henry M. Wick, Jr., 1515 Park 
Building, Pittsburgh. Pa., 15222. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Iron and steel 
articles, between Pittsburgh, Donora. and 
VandersTlft, Pa., on the one hand, and. 
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on tho other, points in the Lower Penin¬ 
sula of Michigan. 

Non : If A healing U deemed necessary, ap- 
pUcant requesU it be held at Washington. 

DC. 

No. MC 114211 <8ub-No. 71). hied Feb- 
ruary 3. 1965. Applicant: WARREN 
TRANSPORT. INC.. Post Office Box 420, 
Waterloo. Iowa. Applicant's attorney: 
Charles W. Singer, 33 Nortli La Salle 
Street, Cliicago 2, IlL Authority sought 
to operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Self^propeUed vehicles with and 
without attachments (except highwray 
automobiles, trucks, and buses), cranes, 
and hoisting equipment, and attacti* 
menu, and tractor, grading, loading, ex¬ 
cavating and logging attachmenU and 
parts, from Kewaunee and Milwaukee. 
Wis. and the proving ground site of Drott 
Manufacturing Corporation located at 
King and Harrison (Lincoln County), 
Wis. to points in Iowa, Illinois. MLasouri. 
Arkansas, Oklahoma. Kansas. Nebraska, 
and Colorado, and rejected shipments, on 
return. 

Non: If a hearing U deemed neceaaary. ap¬ 
plicant requeaU U be held at Chicago, nt 

No. MC 114211 (Sub-No. 72), filed 
February 3, 1966. Applicant: WARREN 
TRANSPORT. INC.. Post Office Box 420. 
Waterloo. Iowa, Applicant's attorney: 
Charles W. Singer, 33 North La Salle 
Street. Chicago 2. m. Authority sought 
to operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Self-propelled vehicles with and 
without attachments (except highway 
automobiles, trucks, and buses), cranes, 
and hoisting equipment, and offoch- 
menU, and tractor, grading, loading, ex¬ 
cavating and logging attachmenU and 
parts, from Schofield. Wis. to points In 
Iowa. Illinois, Missouri. Arkansas. Okla¬ 
homa. Kansas. Nebraska, and Colorado, 
and rejected shipmenU, on return. 

Hots: If a hearing U deemed neoetaary. 
•ppllcnt requMt, It be held «t Ohlcitgo, III. 

No. MC 114364 (Sub-No. 101 >. filed 
February 8, 1965. Applicant: WRIGHT 
MOTOR LINES. INC., 16th and Elm 
Street, Rocky Ford. Colo. Applicant's 
attorney: Marion P. Jones, 420 Denver 
Club Building. Denver, Colo.. 80202. Au¬ 
thority sought to operate as a common 
carri^, by motor vehicle, over irregular 
routes, transporting: Petroleum and pe¬ 
troleum producU, in packages and con¬ 
tainers. (I) from Enid, Okla.. to points 
in Arizona. Montana, and New Mexico, 
(2) from Kansas City, Kans. to points in 
New Mexico south of U.8. Highway 66, 
Arizona and Nevada, and (3) from Ponca 
City, Okla. to points in Arizona. Nevada, 
and New Mexico. 

Nots; If a hearing la deemed neceaaary. 
applicant requeaU it be held at Denver. Colo. 

No. MC 114530 (8ub-No. 3). filed 
February 8. 1965. Applicant: CUMBER¬ 
LAND TRANSPORTATION COMPANY. 
INC., 402 Driftwood Street (or 3036 Sidco 
Drive), Post Office Box 747. Nashville, 
Tenn. Applicant's attorney: James C. 
llavron, Nashville Bank and Trust Build¬ 
ing, Nashville, Tenn., 37201. Authority 
sought to operate as a confroct carrier, 
by motor vehicle, over Irregular routes. 


transporting: Com syrup. In bulk, in 
tank vehicles, from Nashville. Tenn., to 
Mayfield. Paducah and Richmond, Ky., 
Bristol and Abingdon. Va.. Cullman and 
Opelika, Ala., and Rome. Oa. 

Notk; U s hearing U deemed neceaeary. 
Applicant requesU it be held at Nashville. 
Tenn. 

No. MC 114533 (6ub-No. 100), filed 
February 4. 1965. Applicant: B. D. C. 
CX>RPORATION. 4970 South Archer 
Avenue. Chicago. HI. Applicant's attor¬ 
ney: David Axelrod. 39 South La Salle 
Street. Chicago 3. Ill. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Data processing papers, magnetic 
encoded documenU, printed reporU, doc¬ 
uments, office records, blueprinU, and 
metal stamping samples, between South 
Bend. IncL. on the one hand, and. on the 
other. Hillsdale and Eaton Rapids. Biiich. 

Note: If a hearing is deemed neccasary. 
appllCAOt requesu it be held at Indianapolis. 
Znd 

No. MC 114533 <Sub-No. 101). filed 
February 4. 1905. Applicant: B. D. C. 
CORPORATION, 4970 South Archer 
Avenue. Chicago, ni. Applicant's attor¬ 
ney: David Axelrod. 39 South La Salle 
Street, Chicago 3. IlL Authority sought 
to operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Accounting media, business reporU 
and records, between south Beloit. III., 
on the one hand. and. on the other, 
Detroit. Mich. 

Note: If a hsarlng is deemed necessary, 
applicant requesu it be held at Chicago. Ill. 

No. MC 115689 (Sub-No- 1). filed Feb¬ 
ruary 8, 1965. Applicant: QUICK DE¬ 
LIVERIES. INC.. 110 Olean Street. 
Rochester. N.Y., 14608. Applicant's at¬ 
torney: E. E. Kundtz, 1050 Union Com¬ 
merce Building, Cleveland. Ohio, 44114. 
Authority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: Liquid sugar, fn- 
vert sugar, sgrups, blends or mixtures of 
syrups and for sugar, in bulk, in tank 
vehicles, from thp Town of Montezuma. 
(Cayuga County), N.Y., to points In 
Connecticut. Delaware, District of Co¬ 
lumbia. Maine. Maryland. Massachusetts. 
Michigan, New Hampshire, New Jersey, 
New York, Ohio. Pennsylvania, Virginia, 
Vermont. Rhode Island, and West Vir¬ 
ginia. 

Non: Applicant sutes the propoaed oper¬ 
ations will ho restricted to a transporutlon 
service to be performed under a continuing 
contract or oontraou with Pepal-CoU Co. 
If a hearing Is deemed neceaaary. applicant 
requesu it be held at Washington. D.C. 

No. MC 115826 (Sub-No. 46). filed 
February 8. 1965. Applicant: W. J. 
DIGBY. INC.. 1960 3l5t Street, Denver, 
Colo. Applicant's attorney: Michael T. 
Corcoran, 1360 Locust Street. Denver, 
Colo., 80220. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle, over Irregular routes, transporting: 
Frozen foods and potato producU, from 
points in Idaho and points in Malheur. 
Baker and Umatilla Counties, Oreg., to 
points in Arizona, California, Kansas, 
Louisiana. Missouri, Nebraska (except 


ScottsblufT, Ocrlng, and Sidney), Okla¬ 
homa and Texas. 

Note: If a hearing U deemed necessary, 
applicant requeaU It be held at Denver. Colo, 
or Bolae. Idaho. 

No. MC 116063 (Sub-No. 65). hied 
February 2, 1965. Applicant! WEST¬ 
ERN TRANSPORT CO., INC.. 2400 Cold 
Springs Road, Fort Worth, Tex. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Fertilizer, fertilizer 
solutions, and fertilizer compounds, in 
bulk, from the plant site of National 
Phosphate Corp. located at or near 
Hahnville. La., to ix>lnts in Alabama. 
Arkansas. Kentucky. Mississippi, those 
in Missouri on and south of the Missouri 
River. Oklahoma. Tennessee, and Texas. 

Note: If a heAring is deemed necessary, 
applicant requetU It be held at Chicago. Ill. 

No. MC 116077 (Sub-No. 174). filed 
February 6, 1965. Applicant: ROBERT¬ 
SON TANK LINES, INC., Post Office Box 
9527, 5700 Polk Avenue, Houston. Tcx„ 
77011. Applicant's attorney: Thomas £. 
James, 721 Brown Building. Austin. Tex., 
78701. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: Wood 
preservatives, coal tar and coal tar prod¬ 
ucU, in bulk, from Point Comfort. Tex., 
and points within five (5) miles thereof, 
to points in Alabama. Arkansas. Colo¬ 
rado, Florida. Georgia, Kansas. Louisi¬ 
ana. Missouri. Mississippi. New Mexico. 
Oklahoma, Tennessee, and Texas. 

Note: If a hearing la deemed neceaaary. 
applicant requeaU it be held at New Orleana. 
La. 

No. MC 116254 (8ub-No. 48), filed 
January 28, 1965. Applicant: CHEM- 
HAULERS. INC., Post Office Box 245. 
Sheffield, Ala. Applicant's attorney: 
Walter Harwood. Nashville Bank and 
Trust Building. Nashville 3, Tenn. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Fly ash, (1) from 
points in Cobb, Bibb, Chatham, and Bald¬ 
win Counties. Ga.. to points in Alabama. 
Georgia, South Carolina, North Carolina, 
Virginia, Florida, Tennessee. Kentucky. 
Mississippi, Louisiana. Arkansas, and 
Texas, and (2) from points in Shelby 
County, Ala., to points in South Carolina. 
North Carolina. Virginia, Georgia. Ken¬ 
tucky, and Florida. 

Note: If a haarlDg la deemed noccaaary. 
applicant requeaU it be held at AtlanU. Ga.. 
or Birmingham, or Montgomery. Ala. 

No. MC 116254 (8ub-No. 49), filed 
February 5. 1965. Applicant: CHEM- 
HAULERS, INC., Post Office Box 245. 
Sheffield, Ala. Applicant's attorney: 
Walter Harwood. 515 Nashville Trust 
Building. Nashville, Tenn, Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Phosphatic fertilizer solu¬ 
tions, and fertilizer compounds, dry, in 
bulk, from the plant site of National 
Phosphate Corp. located approximately 
4 miles north of HahnvlUc, La., to points 
in Alabama, Arkansas. Kentucky, Mis¬ 
sissippi. that part of Missouri south of 
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the Missouri River. Oklahoma. Tennes¬ 
see. and Texas, 

Kcrni: if a b«arltig It deemtd nrnrtmrjr. 
applicant nquttU it b« held at Wathingtoo, 
DC. 

No. MC 116602 (Sub-Na 2) (COR¬ 
RECTION), filed January 21, 1065, pub¬ 
lished PXDuiAL Rxoistkx issue of Feb¬ 
ruary 10, 1965, corrected February 12, 
1965. and republished as corrected this 
Issue. Applicant: JAMES P. HERUHY. 
doing business as HERUHY TRUCK¬ 
ING COMPANY. Rural Delivery No. 1. 
Binghamton. N.Y. Applicant's attor¬ 
ney : Donald C. Carmien. 300 Press Bidld- 
Ing. Binghamton. N.Y., 13902. The pur¬ 
pose of this republication is to show 
applicant's correct address as shown 
above, in lieu of 113 Clinton Street shown 
in previous publication. 

No. MC 116602 (Sub-No. 3> (COR¬ 
RECTION) . filed January 23. 1965, pub¬ 
lished Peociial RxGismi issue of Feb¬ 
ruary 10. 1965, corrected February 12. 
1965. and republished as corrected this 
Issue. Applicant: JAMES P, HER- 
UH Y, do ing business as HERUHY 
TRUCKINa COMPANY. Rural Delivery 
No. 1. Binghamton. N.Y. Applicant's 
attorney: Donald C. Carmlcn. 300 Press 
Building. Binghamton. N.Y., 13902. The 
purpose of this republication Is to show 
applicant's correct address as shown 
above, in lieu of 113 Clinton Street shown 
in previous publication. 

No. MC 116763 (Sub-No. 47). died 
February 6. 1965, Applicant: CARL 
SUBLER TRUCKING. INC., Aubumdale, 
Fla.. Mall address: North West St. Ver¬ 
sailles. Ohio. Authority sought to op¬ 
erate as a common carrier, by motor ve¬ 
hicle, over irregular routes, transporting: 
(A) Canned, prepared, or preserved 
foodstuffs, from Austin. Ind. to points In 
Connecticut. Massachusetts and Rhode 
Island: <B) canned, prepared, or pre~ 
served foodstuffs, from points in Dauphin 
and Lebanon Counties, Pa., to points in 
Alabama. Florida. Georgia. Illinois. In¬ 
diana. Kentucky, liouislana, Michigan 
(Lower Peninsula only), Mississippi, 
Missouri. North Carolina, Ohio. South 
Carolina, Tennessee, and West Virginia: 
and (C) canned, prepared, or preserved 
foodstuffs, from Buzzards Bay and Han¬ 
son, Mass, to points in Alabama, Florida. 
Georgia. Illinois, Indiana. Kentucky, 
Louisiana. Mlcliigan (Lower Peninsula 
only). Mississippi, Bdlssourl, North Caro¬ 
lina. Ohio, Pennsylvania, South Carolina, 
Tennessee, and West Virginia. 

Notk: Ai^Ucaat states no dupliesUng 
authority is sought. If a hearing U deemed 
neceaaary, applicant requesU it !># held at 
WaahingUm. D.C. 

No. MC 116949 (Sub-No. 5), fUed Feb¬ 
ruary 3. 1965. Applicant: AVERY J. 
BURNS. Dakota City, Nebr. Applicant's 
attorney: James D. Hart. 222 Davidson 
Building. Sioux City, Iowa. Authority 
sought to operate as a contract carrier, 
by motor vehicle, over Irregular routes, 
transporting: New, used and wrecked 
semitrailers, their parts and equipment, 
(1) between place of manufacture, as¬ 
sembly and repair in Louisville. Ky., on 
the one hand. and. on the other, points 
in Minnesota. Wisconsin, and Iowa, and 
(3) between Mankato. Minn., on the one 


hand, and, on the other, points In Wis¬ 
consin and Iowa. 

Kora: Appliemnt states that In (1) above 
the propoeed opmtkm will be restricted on 
the mum movement to rejected shlpcnents 
and/or ahipments sent back for repiur, re¬ 
placement and modification. The above 
proposed service Is restrlotcd to a continuing 
contract with Bowen Trailer Sales. Inc. If 
a hearing Is deemed necessary, applicant re¬ 
quests It be held at Slouz City, Iowa. 

No. MC 117792 (Sub-No. 6)^ filed Feb¬ 
ruary 8. 1965. Applicant: J. C. JACK- 
SON, JR,, doing business as FARM 
PRODUCTS COMPANY. Post Office Box 
189, East Prairie, Mo. Applicant's at¬ 
torney: Herman W. Huber. 101 East 
High Street. Jefferson City, Mo. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over iiregular 
routes, transporting; Bananas, from 
Jacksonville and Tampa. Fla., New 
Orleans. La,, and Galveston, Tex., to 
points in HUnols. Iowa, and Missouri 

ItoTS! Applicant states he will transport 
exempt commodities, cm return. No dupli¬ 
cating sutbority U sought. Xf a bearing Is 
deemed noceasary. applicant requasU It be 
held at St. Louis, Mo. 

No. MC 117815 (Sub-No. 33). filed Feb¬ 
ruary 8. 1965. Applicant: PULLEY 

FREIGHT LINES. INC., 2341 Easton 
Boulevard. Des Moines. Iowa. Author¬ 
ity sought to operate as a common cor¬ 
ner, by motor vehicle, over Irregular 
routes, transiiortlng: Meats, meat prod¬ 
ucts and meat byproducts (except com¬ 
modities In bulk), and articles distrib¬ 
uted by meat pa^inghouses. from 8t. 
Joseph, Mo. and points within five (5) 
miles thereof, to Highland. Munster, and 
Griffith. Ind. 

Noow: If a bearing is deemed neceaaary, 
applicant requesU It be held at Kansas City, 
Mo. ^ 

No. MC 118142 (Sub-No. 18), filed Feb¬ 
ruary 8. 1965. Applicant: M. BRUEN- 
OETR Si CO., INC., 6330 North Broadway, 
Wichita, Kans. Applicant's attorney: 
J. F. Miller, 7501 Mission Road, Shawnee 
Mission, Kans. Authority sou^t to op¬ 
erate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Afeof, meat products, meat byprod¬ 
ucts and articles distributed by meat 
packinghouses, as defined by the Com¬ 
mission, from Wichita. Kans.. to AlUis 
Air Force Base, and Port SlU. Okla., 
Fort Hood. Qoodfellow Air Force Base. 
Amarillo Air Force Base. Bergstrom Air 
Force Base, Biggs Air Force Base, ^rt 
Bliss. Carswell Air Force Base. Connolly 
Air Force Base. Dyess Air Force Base. 
Fort Sam Houston, Lackland Air Force 
Base, Randolph Air Force Base. Shep¬ 
pard Air Force Base. Brooks Air Force 
Base, and Ellington Air Force Base, Tex.^ 
Barksdale Air Force Base. Port of New 
Orleans, and Camp Polk. La.. Keesler Air 
Force Base, Miss.. Sandla Air Force Base. 
White Sands Missile Range. Walker Air 
Force Base. Cannon Air Force Base, and 
Holloman Air Force Base, N. Mex. 

Nont: If a hearing U deemed necessary, 
applicant requesU It be held at Wichita, 

No. MC 118288 (Sub-No. 7). filed Feb¬ 
ruary 4. 1965. Applicant: STEPHEN F. 
FROST, 14750 Boyle Avenue. Fontana. 


Calif. Authority sought to operate as a 
common carrier, by motor vehicle, over 
Irregular routes, transporting: Bananas, 
from San Francisco. Calif., and points in 
the Los Angeles and Los Angeles Harbor, 
Calif., commercial zones as defined by 
the Commission, to points In Montana, 
and exempt commodities, on return. 

Nots: If a hearing U deemad nacestary, 
applicant requeeU it be held at Loa Angeles. 
Calif. 

No. MC 119531 (Sub-No. 34).filed Feb¬ 
ruary 9. 196 5. Applicant: DIECK- 
BRADER EXPRESS, INC., 5391 Wooster 
Road. Cincinnati. Ohio. Applicant's at¬ 
torney: Charles W. Singer. 33 North La 
Salle Street. Suite 3600. Chicago 2, m. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: (1) Paper products 
from Plqua, Ohio, to points in lUlnoU. 
Indiana. Kentucky, Michigan, and Penn¬ 
sylvania and (2) materials and supplies 
from points In Illinois, Indiana. Ken¬ 
tucky. Michigan, and Pennsylvania to 
Plqua, Ohio. 

Nots: IS s bcsrlng U deemed oeecinry. 
Applicant requesU it be held st Chicago. ZU.. 
or Washington. O.C. 

No. MC 119531 (6ub-No. 35), filed Feb¬ 
ruary 9. 1965. AppUcant: DIBCK- 
BRADER EXPRESS. INC.. 6391 Wooster 
Road. Cincinnati. Ohio. Applicant's at¬ 
torney: Charles W. Singer, 33 North La 
Salle Street. Suite 3600, (^ilcago 2. Bl. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Paper and paper 
products, between La Porte, Ind., on the 
one hand, and. on the other, points in 
Illinois, KentiKky. Michigan, and Ohio. 

Nots: If s hearing Is deemed neoessary, 
applicant requests It be held at Chicago. Ill., 
or Waahingtoa. D.C. 

No. MC 119767 (Sub-No. 63),filed Feb¬ 
ruary 8. 1965. Applicant: BEAVER 
TRANSPORT CO., a corporaUon CP.O. 
Box 339), 100 South Calumet Street, 
Burlington. Wis. Applicant's repre¬ 
sentative: Fred H. Flgge, Post Office Box 
339, Burlington. Wis. Authority sought 
to operate as a common carrier, by mo¬ 
tor vehicle, over Irregular routes, trans¬ 
porting: Baby foods, baby clothina, and 
baby supplies, from Fremont. Mich, to 
points in Minnesota on, east and south 
of a line beginning at the lowa-MInne- 
sota State line on UJ3. Highway 59 and 
extending along UjS. Highway 59 to junc¬ 
tion Minnesota Highway 60: thence 
northeast along Minnesota Highway 60 
to Junction VJ3, Highway 71: thence 
north along UJS. Highway 71 to Junction 
Minnesota Highway 23; thence northeast 
along Minnesota Highway 23 to junction 
UJB. Highway 52: thence along JJJB, 
Highway 52 to Junction UB. Highway 10; 
thence southeast along UB. Highway 10 
to junction UB. Highway 12; thence east 
along UB. Highway 12 to the Minnesota- 
Wisconsin State line (except points in 
the MinneapoUs-St. Paul. Idinn. com¬ 
mercial zone); points in Wisconsin on 
and south of a line beginning at the Min- 
nesota-Wlsconsin State line on UB. 
Highway 12 and extending east long 
U.8. Highway 12 to Junction Wisconsin 
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Hlshway 2ft: and thence east along Wis¬ 
consin Highway 20 to Lake Michigan. 

Notk: U a hearing U deemed necessary, 
applicant requecU it be held at XAnalng, 
Mich. 

No. MC 119767 iSub-No. 54). filed Feb¬ 
ruary 8. 1965. Applicant: BEAVER 
TRANSPORT CO., a corporation. Po«t 
Office Box 339.100 South Calumet Street. 
Burlington. Wls. Applicant’s represent¬ 
ative: Fred H. Figge. Post Office Box 339, 
Burlington, Wis. Authority sought to 
operate as a common carrier, by motor 
vehicle, over Irregular loutes. transport¬ 
ing: Fireplace logs, from Floyds Knobs. 
Ind. to points in Illinois. Iowa, Kentucky, 
Michigan. Minnesota. Missouri, Ohio 
and Wisconsin. 

Not*: If a hearing U deemed necessary, 
applicant requests it be held at Chicago. HI. 

No. MC 119944 eSub-No. 5), filed Jan¬ 
uary 27, 1965. AppUcant: BROCKWAY 
PAST MOTOR FREIGHT, INC., 568 
Central Avenue. Somerville, N J. Appli¬ 
cant’s representative: Bert Collins. 140 
Ceitor Street. New York 6, N.Y. Aurthor- 
ity sought to operate as a common cor- 
rfer, by motor vehicle, over irregular 
routes, transporting: Liquid and dry bulk 
commodities, from Camden and Jersey 
City, N.J., to points in Maine, New Hamp- 
.shire, Vermont. Massachusetts. Rhode 
Island, Connecticut, New York, New Jer- 
.sey, Pennsylvania. Delaware. Maryland, 
District of Columbia, Ohio, and Vli^lnia. 

Not*: Applicant atatea that the proposed 
»cnrico wUl be reitrletcd to thlproente hav¬ 
ing a prior movement by railroad. No dupli¬ 
cating authority U requested. If a bearing 
la deemed necessary, applicant requests It 
be held at Washington. D.C. 

No. MC 123393 (Sub-No. 42) (CLAR¬ 
IFICATION) , filed August 28. 1964, pub¬ 
lished in Federal Register issue Septem¬ 
ber 24. 1964. clarified February 11. 1965, 
and republished a s cla ri fied this iss ue. 

AppUcant: BDLYErU REFRIGERATED 
TRANSPORT CORPORATION. 1914 
East Blaine Street. Springfield, Mo. Ap¬ 
plicant's attorney: Herman W. Huber. 
101 East High Street, Jefferson City, Mo. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Meats, meat prod- 
uets, meat byproducts, and articles dis¬ 
tributed by meat packinghouses, as de¬ 
scribed in sections A and C of Appendix 
I to the report In Descriptions in Motor 
Carrier Certificates, 61 M.C.C. 209 and 
766, between Springfield and Macon. 
Mo., on the one hand. and. on the other, 
points In Kansas. 

Not*: Applicant sUtet it intendi to trans¬ 
port exempt commodities, on return. Ap¬ 
plicant la authorised to transport the some 
commodlUea In its Sub 13. from Spyringfleld 
and liAcon, Mo., to points in Florida (except 
rrctten meat plea and froxen poult^ pies 
from Macon. MoJ: and in its Sub 16. from 
Springfield and Macon. Mo., to points in 
MAasochuaetts. Klolne, Oonneotlcut. Vermont, 
New Hampshire, Rhode bland. New York. 
New Jeroey, I>rlaware. Maryland. Pennsyl¬ 
vania. West Virginia, Virginia, South Caro¬ 
lina North CaroUna. Alabama. Georgia, and 
the District of Columbia (except frooen meat 
pies and frooten poultry pies, from Macon, 
Mo.). The purpose of the republication is 
lo note that applicant propooes to lack the 
requested authority. If granted, with lU 


Subs 13 and 10. If a hearing Is deemed nec¬ 
essary, applicant requests it be held at 
WlchlU. Kana. 

No. MC 123393 (Sub-No. 48). filed 
January 27, 1965. AppUcant: BILYEU 
REFRIGERATED TRANSPORT COR* 
PORATION, 1914 East Blaine Street. 
Springfield. Mo. AppUcant *b attorney: 
Herman W. Huber. 101 East High Street. 
Jefferson City, Mo. Authority sought to 
operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Bakery goods (other than frozen) 
from Seelyvllle. Ind.. and CarroUton, Mo., 
to points in Missouri and Arkansas, and 
exempt commodities, on return. 

Note: If a hearing is deemed necessary, 
applicant requests it be held at Kansas City. 
Mo. 

No. MC 123490 (Sub-No. 2), filed Jan¬ 
uary 29. 1965. Applicant: CHIP CAR¬ 
RIERS. INC.. 1217 South 24th Street. 
Omaha. Ncbr. AppUcant's attorney: 
Einar Viren. 004 City National Bank 
Building, Omaha. Nebr.. 68102. Au¬ 
thority sought to operate as a contract 
carrier, by motor vehicle, over Irregular 
routes, transporting: Chips, twists or 
puffs; potato chips; fried pork skins; 
fried potatoes (other than potato chips); 
bakery goods; popped com (other than 
popped com confectionery); popped 
com, sugar or syrup coated (other than 
in baUs or pressed form): nuf meats, dry; 
peanuts, shelled and salted: prepared 
food; pumpkin seeds; sunflower seeds, 
roasted; advertising matter, paper or 
paperboard; store display racks and 
stands, wire or wire and sheet metal com¬ 
bined: boxes, fiberboard, flat; sausage, 
cooked, cured or pre8er>*ed: nuts, 
cooked, cured or preserved: vegetables, 
canned or preserved; pickles; table 
sauces (other than dry): vinegar; com 
syrup; dressing or stuffing; and bean dip, 
between the plants and warehouses of 
Prlto-Lay. Inc., located at CouncU Bluffs, 
and Ottumwa. Iowa. Topeka, Kans.. St. 
Louis, Kansas City, and Springfield. Mo., 
and I^nver, Colo., on the one hand, and 
on the other, points In Iowa, Kansas, 
Missouri, Nebraska, South Dakota. Colo¬ 
rado. Wyoming, Georgia. Tennessee, and 
Arkansas. 

Not*: AppUcant stotoa the above opera- 
Uona will be limited to a transporiatlon eerr- 
ice to be performed under a continuing con¬ 
tract with Frlto-Lay, Inc., of Dallas. Tex. If 
a hearing It deemed necessary, applicant re¬ 
quests it be held at Omaha. Nebr. 

No. MC 123885 (Sub-No. 2). filed Feb¬ 
ruary 10, 1 965. Applicant; C AND R 
TRANSFER CO., a corporation, 1315 
West Blackhawk, Sioux Falls. S. Dak. 
Applicant's attorney: Theodore Mead 
Bailey, Jr., 305 Northwestern Bank 
Building, Sioux Falls. S. Dak.. 57102. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over Ir¬ 
regular routes, transporting; Concrete 
products, reinforced concrete products, 
prestressed concrete products. Includ¬ 
ing. but not limited to, beans, bins, blocks, 
bunkers, manholes, panels, pipe, sections, 
tanks, and vaults (1) from Sioux Palls, 
8. Dak., and points within ten (10) miles 
thereof, to points in Iowa, Minnesota. 
Nebraska, and North Dakota; (2) from 
Canton. 8. Dak., and points within ten 


(10) miles thereof, to points in Iowa. 
Minnesota and Nebraska; (3) from Wa¬ 
tertown. 8. Dak., and points within ten 
CIO) miles thereof, to points In Minne¬ 
sota and North Dakota; (4) from Mit¬ 
chell. 8. Dak., and points within ten 
(10) miles thereof, to points in Iowa, 
Minnesota and Nebraska; (5) from Rapid 
City. 8. Dak., and points within ten (10) 
miles thereof, to points in Montana. 
Nebraska. North Dakota and Wyoming; 
(6) from Belle Fourche. 8. Dak. and 
points within ten (10) miles thereof, to 
points In Montana. North Dakota, and 
Wyoming, and (7) from Aberdeen. S. 
Dak., and points within ten (10) miles 
thereof, to points In North Dakota. 

Not*: AppUcant U also authorised to con¬ 
duct opcratlona oa a contioct carrier In Per¬ 
mit No. MO 112306 (Sub-No. 7), therefore, 
dual operations may bo involved. If a hear¬ 
ing U deemed necesoory. applicant roqueau It 
be held at Sioux Folia. 8. Dak. 

No. MC 124154 (Sub-No. 10), filed Feb¬ 
ruary 8. 1965. AppUcant: W. D . WIN¬ 
GATE, doing business as WINGATE 
TRUCKING COMPANY. Post Office Box 
1372. Albany. Oa. Applicant's attorney: 
Ariel V. Conlln, 626 Fulton National Bank 
BtUldlng, Atlanta, Ga.. 30303. Author¬ 
ity sought to operate as a common car¬ 
rier, by motor vehicle, over irregular 
routes, transporting; Rocuted pecans, 
from Waycross. Oa.. to points in Florida. 
Alabama, Mississippi. Tennessee. Ken¬ 
tucky. South Carolina. North CaroUna. 
Indiana. nUnois. Michigan. Ohio. West 
Virginia, Virginia. Maryland, Pennsyl¬ 
vania. New York, Vermont, New Hamp¬ 
shire, Delaware, Maine. Massachusetts. 
Connecticut. Rhode Island, and New 
Jersey. 

Note: If a bearing la deemed neceoaory. 
applicant requeaU It be held at Albany, Ga. 

No. MC 124154 (Sub-No. 11 >. filed Feb¬ 
ruary 4. 1965. Applicant: W, D. WIN- 
GATE, doing business as WINGATE 
TRUCKING COMPANY. Post Office Box 
1372, Albany, Oa. Applicant’s attorney: 
Ariel V. Conlln, 626 Fulton National 
Bank Building. Atlanta, Oa.. 30303. 
Authority sought to operate as a com¬ 
mon canier, by motor vehicle, over Ir¬ 
regular routes, transporting: Ground 
clay and fuller*s earth, from points in 
Grady County, Ga. to points In Alabama, 
Mississippi. Louisiana. Tennessee. South 
CaroUna. and North Carolina. 

Not*: If a hearing la deemed necesoary. ap¬ 
plicant requMta It be held at Albany, Oa. 

No. MC 124221 (Sub-No. 7), filed Jan- 
uary 28. 1965. AppUcant: HOWARD 
BAER, 821 East Dunne Street, Morton, 
lU. Applicant's attorney: Robert w. 
Loser, 409 Chamber of Commexx:e Build¬ 
ing. Indianapolis. Ind., 46204. Author¬ 
ity sought to operate as a contract car¬ 
rier, by motor vehicle, over irrcBUlar 
routes, transporting: (l) tee cream, ice 
cream products, sherberts, water ices, 
and tvater ice products, in containers, re¬ 
stricted to shipments movUig In vehicles 
equipped with mechanical refrigeration, 
(a) from Chicago, Ill.; Huntington. Ind.; 
and Hamilton, Ohio to points in Arkan¬ 
sas. Mississippi and Tennessee, and fb) 
from Memphis. Tenn,. to points in 
Arkansas and Mississippi, and (2) pre¬ 
pared salads, from the plant site of Seal- 
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te«t Foods, ZMvision National Dairy Prod¬ 
ucts Corp. at LouisvlUe. Ky., to the plant 
Bites of Sealtcst Foods, EHviaion of Na¬ 
tional Dairy Products Corp. at Cincin¬ 
nati, Ohio; Nashville and Memphis. 
Tenn.; atid St. Louis, Mo. 

Notv: The applicant herein la a dedicated 
eootraci carrier aervlng only Sealtest Foods, 
Dlvlaicm of National Dairy Products Corp. 
Authority aoughi herein U to haul as a eon- 
tract carrier under continuing contract or 
contracts with 6ealteat Foods. Division of Na¬ 
tional Dairy Products Corp. or with exclusive 
Scaliest dlslrlbuton. If a hearing Is deemed 
necessary applicant requests tt he held at 
Chicago, ni. 

No. MC 124813 (Sub-No. 18), filed Feb¬ 
ruary 5, 1865. Applicant: UMTHUN 
TRUCKING CO., a Corporation, 810 
South Jackson Street, Eagle Grove, Iowa. 
Applicant's represcJitaUve; William A. 
Landau, 1307 East Walnut Street, Des 
Moines 16, Iowa. Authority sought to 
operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: (1) Fertilizer, from Eagle Grove, 
Iowa, to points in Minnesota and South 
Dakota, and (2) cottonseed meal. In bulk 
and in bags, from Portagevllle. Mo., to 
Cedar Rapids, Iowa. 

Notb: Applicant Is also autborlacd to con¬ 
duct operations os a contract carrier In Per¬ 
mit No. UC 118468 and subs thereunder, 
therefore dual operations may be Involved. 
If a hearing la deemed neoemory, applicant 
requests It be held at Des Moines. lows. 

No. MC 124889 (Sub-No. 5), filed Feb - 
ruary 4. 1965. Applicant: RAY BETH- 
ERS, Post Office Box 166. Kaxnas. Utah. 
AppUcant'f attorney: Lon Rodney Kump, 
716 Newhouae Building, Salt Lake City, 
Utah, 84111. Authority sought to op¬ 
erate as a contract carrier, by motor ve¬ 
hicle. over irregular routes, triuisportlng: 
Lumber, from points in Wasatch County, 
Utah, to Phoenix. Ariz., Denver and Col¬ 
orado Springs. Cok>.. Las Vegas and Hen¬ 
derson. Nev., and points In California, 
and exempt commodities, on return. 

Notts : If a bearing Is deemed necessary, ap¬ 
plicant requests It be held at Salt Lake City. 
Utah. 

Na MC 125287 (6ub-No. 2), filed Feb¬ 
ruary 4, 1865. Applicant: FRANK’S 
TRANSPORT. INC.. West River Rood 
North. Lorain, Ohio. Applicant's at¬ 
torney: Paul F. Berry. 44 East Broad 
Street. Columbus 15. Ohio. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregular routes, 
transporting: Cement, from Boardman, 
Mahoning County. Ohio, to points In 
Pennsylvania and West Virginia. 

None; If a hearing Is deemed nsoetsory. ap¬ 
plicant requests It be held at Columbus. Ohio. 

No. MC 125420 (Sub-No. 7) (AMEND¬ 
MENT) , filed October 30,1964. published 
In Federal Register issue of November 
11,1964. amended February 14.1965, and 
rcpubUslicd as amended this issue. Ap¬ 
plet: MERCURY TANKLINES LIM¬ 
ITED, Post Office Box 71. Postal Station 
A. 627 Eighth Avenue 8W„ Calgary. Al¬ 
berta. Canada. Applicant's attorney: 
J. F. Meglen, 207 Bchner Building, 2822 
Third Avenue, North, Billings, Mont., 
59101. Authority sought to operate as a 
contract carrier, by motor vehicle, over 
irregular routes, transporting: (1) Alco- 
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hoHc heveraoes, in bulk, in tank vehicles, 
from the ports of entry on the Interna¬ 
tional Boimdary line between the United 
States and Canada at or near Sweetgrass, 
Mont, Portal. N. Dak., Noyes. Minn., and 
Detroit, Mich., to Cincinnati (Carthage). 
Ohio, and (2) lofne aiuf trine spirits, in 
bulk, in tank vehicles, from Trouchu. 
Calif., to the port of entry on the Inter¬ 
national Boundary line between the 
United States and Canada at or near 
Sweetgrass. Mont., on traffic destined to 
Calgary, Alberta, Canada. 

Note: Applicant otatoa that th« proposed 
service in (1) and (2) abovs will be per¬ 
formed for tbe account of National Dla- 
tUlsrm Products Company, Division of No¬ 
tional DlstUlera and Chemical Corporation. 
Tbe purpoee of this republlcatlon U to more 
clearly set forth the proposed operations. 
If a hearing Is deemed necessary, applicant 
rsquesu It be held at Billings. Mont, 

No. MC 125708 (8ub-No. 13). filed 
February 10, 1965. Applicant: HUGH 
MAJOR, 150 Sinclair Avenue, South 
Roxana. Ill. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle, over irregular routes, transporting: 
Processed and canned foodstuffs, between 
Collinsville, Ill., and points in Illinois. 

Note: Applicant stalea the proposed opera¬ 
tions will involve ahipments moving in in¬ 
terstate or foreign commerce. Applicant 
bolds contract carrier authority under MO 
116484 and subs thereto, therefore dual op¬ 
erations will be Involved. If a hearing Is 
deemed necessary, applicant requests It be 
bald at Chicago. lU. 

No. MC 125925 (Sub-No. 7). filed 
F>ebniar 7 3, 1965. Applicant: SAM 
TOWLER. 3319 Collins Street, Annan- 
dalc, Va. Applicant's attorney: Frank 
B. Hand. Jr., 921 17th Street NW., Wash- 
burton 6, D.C. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle. over irregular routes, transporting: 
Sand and ffravel. In bulk, in dump ve¬ 
hicles, from points in Prince Georges and 
Anne Arundel Coimties, Md., to Alex¬ 
andria, Fairfax and Falls Church. Va., 
and points in Loudoun. Fairfax. Arling¬ 
ton. Fauquier, and Prince William 
Counties. Va. 

Note: If a hMurlng is deemed nscsssory, 
appliesnt requests It bs held at Washing¬ 
ton, D.O. 

No. MC 126469 (Sub-No. 1>, filed 
ni ary 8, 1965. Applicant; J, L. LOR- 
BACHER, 112 South Maple Street* Dur¬ 
ham, N.C. Applicant's attorney: A. W. 
PliTin, Jr.« 201-205 Jefferson Building. 
Greensboro. N.C. Mail address: Post 
Office Box 127, Greensboro, N.C., 27402. 
Authority sought to operate as a con- 
froef carrier, by motor vehicle, over 
Irregular routes, transporting: Brick, 
from the plant site of Borden Brick li 
Tile Company located near Durham. 
N.C., to Martinsville. Va. and points 
within five (5) miles thereof. 

Note: If a hearing Is deemed necessary, 
applicant requeats it be held at Durham. N.C. 

No. MC 126779 (Sub-No. 2), filed Feb¬ 
ruary 10. 1965. Applicant: HUDSON 
PTLM SERVICE. CORP., 630 Ninth Ave¬ 
nue. New York. N.Y„ 10036. AppU- 
cant's attorney; Edward M. Alfano. 2 
West 45th Street, New York 30. N.Y. 


Authority sought to operate as a contract 
carrier, by motor ve^le, over irregular 
routes, transporting: Motion plciure film, 
accessories, supplies, and advertising 
used in connection with the exhibition 
of motion picture film, between Fort Lee, 
N.J., on the one hand, and. on the other, 
points In Westchester Coimty. N.Y. 

Note: Common oontrol may be involved. 
If a hearing la deemed necessary, applicant 
requests It be held at New York, N.Y. 

No. MC 126795 (Sub-No. 2). filed Feb¬ 
ruary 10, 1965. Applicant: MILTON 
SMALL AND STANLEY SMALL, doing 
busbiess as LONG ISLAND FILM DE¬ 
LIVERY. 44 Jericho Turnpike. Mineols. 
N.Y. Applicant's attorney: Edward M. 
Alfano, 2 West 45th Street. New York 36, 
N.Y. Authority sought to operate as a 
contract carrier, by motor vehicle, over 
irregular routes, transporting: Motion 
picture film, accessories, supplies, and 
advertising used In connection with the 
exhibition of motion picture film, be¬ 
tween Port Lee, N.J.. on the one hand, 
and, on the other, points bi Nassau and 
Suffolk Counties, N.Y. Restriction; 
Under special and individual contlnu- 
big contracts with persons as defined 
in section 2fi3(a> of the Interstate 
Commerce Act, who are engaged in the 
business of distributing or exhibiting mo¬ 
tion picture films, of motion picture film, 
accessories, sui^lies, and adverUsing 
customarily used In connection with the 
exhibition of motion picture film. 

Note: If a bearing Is deemed necessary, 
applicant requeets It be held at New York. 
N.Y. 

No. MC 126834 (CORRECmON). filed 
December 24, 1964, published Fideral 
Register Issue of January 13. 1965, and 
republished as corrected this Issue. Ap¬ 
plicant: LAWRENCE J. BARRETT, 
d oing business as LJB CONTRACT CAR¬ 
RIERS, Osakis, Minn. Applicant's at¬ 
torney: Frank M. Covey. Jr., Ill West 
Monroe Street, Chicago, Ill.. 60603. Au¬ 
thority sought to operate as a contract 
carrier, by motor vehicle, over Irregular 
routes, transporting: Metal sUo occcj- 
sories, such as silo roofs and roof acces¬ 
sories, silo chutes, ladders and platforms, 
sdo spreaders, rods and lugs and silo 
doors, door hardware, and silo coating 
(except commodities which, because of 
their size or weight, require the use of 
special equipment or special handling), 
from Plainfield, BI., to pobite b\ Iowa, 
Minnesota, Nebraska, North DakoU. 
South Dakota, and Wisconsin. 

Note: The purpoee of thle republlcatlon 
Is to more clearly eet forth the territorial 
deecfiption to ohow North Dakota Instead of 
North Coralina os a destination state, to 
delete the name of Mary A. Barrett from the 
oppUcatlon and to add a restrlcUon to the 
commodity deeaipllon. If a hearing U 
deemed necesaary. applicant requesU It be 
held at Chleogo. 111. 

No. MC 126848 (Sub-No. 1). (AMEND¬ 
MENT) . filed January 19.1965. pubUshed 
Federal Register Is^e of February 10. 
1965, amended February 15, 1965, and 
republished as amended this issue. Ap- 
pUcant: VITO PAGLIA AND CARMINE 
PAGLIA, a partnership doing business 
as PAGLIA TRUCKINO. 131 Prospect 
Street, Newark. N.J. AppUcant's attor- 
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ney: Charles J. waiiams. 1060 Broad 
Street, Newark 2, N^. Authority sought 
to operate as a contract carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Tailpipci, exhaust pipes, shock ab¬ 
sorbers, brake parts, mufflers, and au£o- 
motive hardware such as nuts, bolts, 
hangers, clamps, and fasteners used in 
the installation of the aforementioned 
commodities, from Roselle Park, NJf^ to 
Washington. D.C., New York, N.Y., and 
points In Westchester, Nassau and Suf¬ 
folk Counties, N.Y,. points in Pennsyl¬ 
vania on and east of the Susquehanna 
River, and points in Massachusetts. Con¬ 
necticut, Rhode Island, Maryland, and 
Delaware; restricted to a service to be 
performed under a continuing contract 
or contracts with Midas International 
Corp. 

Notb; The purpose of this republlcaUon 
U to add mufflen to the commodity descrip- 
Uon, If a hearing is deemed necessary, ap¬ 
plicant requesu it he held at Newark. IfJ, 
or Now York, N.Y. 

No. MC 126881, filed January 11, 1965. 
Applicant: RICHARD B. RUDY. INC., 
203 Linden Avenue. Frederick. Md. Ap¬ 
plicant's attorney: Harry Ross. Warner 
Building. Washington 4. D.C. Authority 
sought to operate as a contract carrier, 
by motor vehicle, over irregtilar routes, 
transporting: Milk, Including whole milk, 
skim milk, buttermilk, whole condensed 
milk, skim condensed milk, vitamin en¬ 
riched milk, and pasteurised milk; cream, 
including coffee cream, whipping cream, 
sour cream, and half and half; cottape 
cheese. Including cottage cheese with 
fruit, chltes, or garden salad added; 
eggs: butter: chocolate milk; chocolate 
drink: fruit juices and blends thereof: 
fruit base drinks: sweet cider, frozen 
fruit concentrates: eggnog: ice cream: 
ice cream mixes, iced milk; iced milk 
mixes: sherbet; sherbet mixes: aro- 
ceries and items normally dealt In by 
grocery stores; and glass bottles and 
other articles incidental to transporta¬ 
tion of the above commodities, between 
Frederick and Laurel, Md.. on the one 
liand, and. on the other Washington. D.C 

Norm: Applicant states above proposed 
service will be performed under a continuing 
contract with Capital Milk Producers Coop¬ 
erative. If A hewing is deemed necessary, 
applicant requests It be held at Washington. 
DC. 

No. MC 1268g5 (AMENDMENT), filed 
January 15. 1965, published In FcontAL 
Rsoism issue of February 3, 1965, 
amended February 12, 1965, and repub¬ 
lished as amended this Issue. Applicant: 
VETERI TRUCKING CO.. INC.. 48 
Harding Avenue. Totowa Borough. N.J. 
Applicant's representative: George A. 
Olsen, 69 Tonncle Avenue, Jersey City. 
NJ. Authority sought to operate as a 
contract carrier, by motor vehicle, over 
Irregular routes, transporting: (1) Brick, 
brick and cement products, from Balti¬ 
more, Md.. Vineland, and CUffwood, N^I., 
to points In New York, New Jersey, Penn¬ 
sylvania. and Connecticut, and (2) cal¬ 
cium chloride, in bags, from Barberton, 
Ohio, to Newark, N-J., Mount Vernon, 
N.Y„ Philadelphia. Pa., and Bridgeport. 
Conn. 

Notb: Applicant states the proposed service 
will be under continuing contract with 

No. 37-11 
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Tompkins Bros. Co., Inc., of Newark. NJ. 
The purpose of this republlcatlon Is to change 
the origin point of Ridgefield Park. N.J., to 
CUffwood. NJ. If a hearing Is deemed 
necessary, applicant requests It be held at 
Washington. D.C. 

No. MC 126899 (Sub-No. 1), filed 
February 4. 1965. Applicant: USHER 
TRANSPORT COMPANY, INC., 1415 
South Third Street, Paducah, Ky, Ap¬ 
plicant’s attorney: Louis J. Amato. Suite 
703-706 McClure Building. Frankfort, 
Ky.. 40601. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Malt 
beverages, in containers, from St. Louis. 
Mo., Peoria. BI., and Milwaukee. Wis., 
to Owensboro, Ky, 

Not*: If a hearing Is deemed necessary. 
Applicant requests It be held at Owensboro. 
Ky. 

No. 126911 (Sub-No. 1), filed February 
3. 1965. Applicant: SMYTH MOVING 
h STORAGE CO. INC., 424 Puyallup 
Avenue. Tacoma. Wash. Applicant's at¬ 
torney: Alan F. Wohlstetter. 1 Parragut 
Square South, Washington, D.C., 20(K>6. 
Authority sought to operate as a common 
carrier, by motor vehicle, over Irregular 
routes, transporting: Household goods, 
as defined by the Commission, between 
points In Grays Harbor, Mason. King. 
Pierce, and Thurston Counties. Wash., 
restricted to shipments having a prior 
or subsequent movement beyond said 
counties, and further restricted to pickup 
and delivery service Incidental to and in 
connection with packing, crating, and 
containerisation or unpacking, uncrat¬ 
ing. and de<x>ntainerization of such 
shipments. 

Notb: Common control may be Involved. 
If a hearing U deemed necessary, applicant 
requoaU It be held at Seattle, Wash. 

No. MC 126932. filed January 28. 1965. 
AppUcant: GEORGE'B. OLD, East 528 
Trent Avenue, Spokane, Wash. Author¬ 
ity sought to operate as a common car¬ 
rier, by motor vehicle, over regular 
routes, transporting: General commodi¬ 
ties, (except those of unusual value. 
Classes A and B explosives, household 
goods as defined by the Commission, 
commodities in bulk and those requir¬ 
ing special equipment), between Spo¬ 
kane, Wash., and Clark Fork, Idaho; 
from Spokane over Washington Highway 
290 (formerly Washington Highway 
2H). to the Washington-Idaho State 
line, thence over Idaho Highway 53 to 
junction UB. Hlghw^ay 95, at or near 
Garwood, Idaho, thence over U.8. High¬ 
way 95 to Sandjolnt, Idaho, thence over 
Alternate U S. Highway 10 through Koo¬ 
tenai and Hope. Idaho, to Clark Fork, 
and return over the same route, serving 
the intermediate points of Kootenai and 
Hope. Idaho. 

Notb: Common control may be involved. 
If a hearing U deemed necesaary. applicant 
requeata It be held at Spokane, Woah. 

No. MC 126933, filed January 28. 1965. 
Applicant: MERL L. HARRIS, doing 
business as HARRIS AUTO SERVICE. 
1003 West Main Street, Peru. Ind. Ap¬ 
plicant's attorney; John £. Lesow, 3737 
North Meridian Street. Indianapolis 8. 
Ind. Authority sought to operate as a 
common carrier, by motor vehicle, over 
Irregular routes, transporting: Wrecked 
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and disabled automobiles, trucks and 
traders, by the use of wrecker equipment 
only, between points In Miami, Cass. 
Howard. Carroll. Grant, Wabash, and 
Fulton Counties, Ind., on the one hand, 
and. on the other, points In Illinois, 
Michigan, Ohio, and Kentucky, 

Notb: If a hriaring U decme*d neceiAory. 
Applicant requeata it be held at Indlanapolu. 
Ind. 

No. MC 126938, filed Febru ary 8. 1965. 
Applicant: BUILDERS EXPRESS, INC., 
Post omce Box 685. Meridian. Miss. Ap¬ 
plicant's attorney; Mack Stephenson, 42 
Fox Mill Lane. Springfield. HI., 62707. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over Irreg¬ 
ular routes, transporting: Buildings, 
complete, knocked down or in sections, 
including all component parts, materials, 
supplies, and fixtures when shipped with 
such buildings, accessories used in the 
erection, construction, and completion 
thereof, between points In Ohio, on the 
one hand, and, on the oUicr, points in 
Alabama, Georgia, Florida, Louisiana, 
and Mississippi. 

Not*: If a healing U deemed neoeAsary, 
appUcani requeaU It be held at Columbu*. 
Ohio. 

No, MC 126941 , file d January 21. 1965. 
AppUcant: PRINTERS EDCPRESS. INC., 
725 Probst Street, Falrvlew, N.J. Appli¬ 
cant's representative: George A. Olsen, 
69 Tonnele Avenue, Jersey City. N.J., 
07306. Authority sought to operate as 
a contract carrier, by motor vehicle, over 
irregular routes, transporting: Printing 
papers, on vehicles equipped with me¬ 
chanical loading and unloading devices, 
between the warehouse of the Sabin 
Robbins Paper Ccmipany, Port Newark. 
N.J.. and points In Nassau, Suffolk. West¬ 
chester. Orange, and Rockland Counties. 
NY., and New York, N.Y.. and points In 
Connecticut. 

Notb: Applicant staUs that the propoeed 
service will be under continuing contract 
with the Sabin Bobbins Paper Company. 
If a hearing U deemed necessary, applicant 
requests it be held at Washlngt^, D.C. 

No. MC 126948. filed February 5. 1965. 
AppUcant: MAX KAIL, doing business as 
M & M HAULTNO. 117 West Walnut Pork 
Drive, PhUadelphia 20, Pa, AppUcant's 
attorney: Morris J. Wlnokur, Suite 1920, 
Two Penn Center Plaza, John F. Ken¬ 
nedy Boulevard, at 15th Street, Phila¬ 
delphia, Pa., 19102. Authority sought 
to operate as a comtnon carrier, by motor 
vehicle, over Irregular routes, traiisport- 
Ing: Uncrated new and used furniture: 
crated and uncrated household furnish¬ 
ings and parts and accessories for furni¬ 
ture when transported in the same ve¬ 
hicle with uncrated new or used furni¬ 
ture, between Philadelphia, Pa., on the 
one hand. and. on the other, points in 
New Jersey and New York and points in 
New Castle County, Del. 

Notb: If a hearing Is deemed necessary, 
applicant requests It be held at Philadelphia, 
Pa. 

MotOb Carrixus of Passbngcrs 

No. MC 107 (Sub-No. 6). filed Febru¬ 
ary 5. 1965. AppUcant: BORO BUSSES 
COMPANY, a corporation, 37 Globe 
Court, Red Bank. N.J.. 07701. AppU¬ 
cant's attorney: William L. Russell, Jr., 
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73 Broad Street. Red Bank. N^.. 07701. 
Authority sought to operate as a common 
carrier, by motor vehicle, over regular 
routes, transporting: Pwengcrt and 
their baggage, express, and neiespopers. 
in the same vehicle with passengers, be¬ 
tween Old Bridge. N.J., and Neptune. 
N.J.; from Junction New Jersey Highway 
18 and Monmouth County Highway 516 
In Old Bridge, over New Jersey Highway 
18 to junction U.S. Highway 9. thence 
over UJ3. Highway 9 to junction New 
Jersey Highway 33 in Freehold, N.J.. 
thence over New Jersey Highway 33 to 
junction New Jersey Highway 66. thence 
over New Jersey Highway 66 to junction 
New Jersey Highway 35 In Neptune, and 
return over the same route, serving all 
Intermediate poinu. 

Kotb: XT A hoaring Is deemed necessary. 
appUcioit requests it be held at Allentown. 
Pa. 

No. MC 745 (Sub-No. 7). filed Febru¬ 
ary 2. 1965. Applicant: GERALD 8. 
HAOEY, doing business as HAOEY'8 
BUS SERVICE, Franconia (Montgomery 
County). Pa. Appllcanrs representa¬ 
tive: John W. Frame. Post Office Box 
626. 2207 Old Oettsyburg Road. Camp 
Hill. Pa. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Passengers artd their baggage, in charter 
operations, beginning and encflng at 
points in that portion of Pennsylvania 
located on and within a line beginning 
at SUverdale. Pa., thence in a north¬ 
easterly direction along Pennsylvania 
Highway IIJ" to junction Pennsylvania 
Highway 313. thence along Pennsylvania 
Highway 313 In a northwesterly direc¬ 
tion to junction Pennsylvania Highway 
663. thence along Pennsylvania Highway 
663 In a westerly direction to junction 
Pennsylvania Highway 29, thence along 
Pennsylvania Highway 29 to junction 
Pennsylvania Highway 63. thence akmg 
Pennsylvania Highway 63 in a south¬ 
easterly direction to KulpsvlUe. Pa., 
thence in a southeasterly direction over 
an unnumbered highway through North 
Wales. Pa., to Its junction with UB. 
Highway 202. thence in a northerly di¬ 
rection over UB. Highway 202 to junc¬ 
tion Pennsylvania Highway 152. thence 
In a northwesterly direction to junction 
Pennsylvania Highway 113, the point of 
beginning, and extendilng to points in the 
United States (excei^ Alaska and 
Hawaii)» 

Note: Applicant nates duplicating au¬ 
thority to ba canceled. IT a hearing ta 
deemed naoeaaary. applicant requeau It ba 
held at Philadelphia. Pa. 

No. MC 1934 (Sub-No. 17). filed Feb¬ 
ruary 3. 1965. Applicant: THE ARROW 
LINE. INC., 70 Florence Street, East 
Hartford. Conn. Applicant's attorney: 
Thomas W. Murrett, 410 Asylum Street, 
Hartford, Conn. Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular routes, transporting: 
Passengers and their baggage, and ex¬ 
press and fietofpapers, in the same ve¬ 
hicle with passengers, between Storrs. 
Conn., and Boston. Mass.; from Storrs 
over Connecticut Highway 195 to junc¬ 
tion Interstate Highway 84 in the Town 
of Tolland, thence over Interstate High¬ 


way 84 to junction Interstate Highway 
90 near Sturbrige, Mass., thence over 
Interstate Highway 90 to Exit 10 at junc¬ 
tion Massachusetts Highway 12. thence 
over Massachusetts Highway 12 to 
Worcester, Mass., thence return over 
Massachusetts Highway 12 to junction 
Interstate Highway 90 at Exit 10. and 
thence over Interstate Highway 90 to 
Boston, and return over the same route, 
serving the intermediate point of 
Worcester. Mass. 

Note: If a haarlug la daemad necaaaary, 
applicant racpiaau li be held at Hartford, 
Conn. 

No. MC 1034 (Sub-No. 18). filed Feb¬ 
ruary 3.1965. Applicant: THE ARROW 
UNE. INC., 70 Florence Street. East 
Hartford. Conn. Applicant's attorney: 
Thomas W, Murrett. 410 Asylum Street, 
Hartford. Conn. Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular routes, transport¬ 
ing: Passengers and their baggage, and 
express and newspapers, in the same ve¬ 
hicle with passengers, between Storrs, 
C^onn., and New York, N.Y,; from Storm 
over Connecticut Highway 195 to junc¬ 
tion Connecticut Highway 89. thence 
over Connecticut Highway 89 to jxmctlon 
Connecticut Highway 32, thence over 
Connecticut Highway 32 to junction In¬ 
terstate Highway 95. and thence over 
Interstate Highway 95 to New York, and 
return over the same route, serving no 
intermediate points. 

Notv: If a bearing la deemed neceasary. 
applicant requests It be held at Hartfoed. 
Conn. 

No. MC 10922 (Sub-No. 4), filed Feb¬ 
ruary 4, 1965. Applicant: V-K BUS 
LINES. INC., 149 Laredo. 8t. Louis 25. 
Mo. Applicant's attorney: B. W. La^ 
Tburette. Jr.. Suite 1230 Boatmen's Bank 
Building. 8t. Louis. Mo.. 63102, Author¬ 
ity sought to operate as a common car^ 
rier, by motor vehicle, over Irregular 
routes, transporting: Passengers and 
their baggage. In special operations, of 
round-tzlp sightsekng and pleasure 
tours, beidnnlng and ending at St. Louis, 
Mo,, and points in 8t. Louis. 6t. Charles, 
Jefferson, and Franklin Counties. Mo., 
8t. Clair, Madison, and Monroe Coun¬ 
ties. ni., and extending to points in the 
United States, except Hawaii. 

Notv: If a bearing is deemed necessary, 
applicant requests It be held at St. Louia. 

Mo. 

No. MC 46879 (Sub-No. 6). filed De¬ 
cember 2. 19fi4. Applicant: WALTERS 
TRANSIT CORP.. 32-03 Vernon Boule- 
vard. Long Island City, N.Y, Appli¬ 
cant's attorney: Robert E. Goldstein. 24 
West 40th Street. New York 18. N.Y. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over reg¬ 
ular routes, transporting: Passengers 
and their baggage, and express, mail 
and newspapers, in the same vehicle with 
passengers. (1) between junction New 
York Highway 22 and UB. Highway 44 
at or near Amenla. N.Y., and Lakeville. 
Conn.; from junction New York High¬ 
way 22 and n.8. Highway 44 at or near 
Amenla. over UB. Highway 44 to Miller- 
ton, N.Y., thence over UB. Highway 44 to 
Lakeville, and return over the same 


route, serving all intermediate points; 

(2) between junction New York Highway 
22 and unnumbered highway near Bogg 
Brook Reservoir and junction New York 
Highway 22 and unnumbered highway 
near Pawling. N.Y., over New York High¬ 
way 22. serving all intermediate points; 

(3) between junction New York Highway 
22 and Interstate Highway 84 north of 
Brewster. N.Y.. and junction New York 
Highways 117 and 9A at or near 
Pleasantville. N.Y.; from junction New 
York Highway 22 and Interstate High¬ 
way 84 north of Brewster, over Interstate 
Highway 84 to junction new New York 
Highway 22, thence over new New York 
Highway 22 to junction old New York 
Highway 22 at or near Croton Falls. N.Y., 
thence over old New York Hlghv^y 22 to 
junction Cross River Road at or near 
Katonah, N.Y.. thence over Cross River 
Road to junction New York Highway 117, 
thence over New York Highway 117 lo 
junction New York Highway 9A at or 
near Pleasantville. and return over the 
same route, serving all intermediate 
pednts; (4) between junction New York 
Highway 202 and Lexington Avenue in 
the Town of Cbrtlandt, and Junction 
Lexington Avenue and New York High- 
waj 6. over Lexington Avenue, servhig all 
intermediate points; (5) between Ca¬ 
naan. Conn., and Great Barrington, 
Mass., over UB. Highway 7, serving all 
intermediate points; and (6) between 
Mohegan Lake. N.Y., and junction UB, 
Highway 202 and New York Highway 118; 
from Mohegan Lake over UB. Highway 
6 to junction Conklin Avenue ot the City 
of PeekskiU line, thence over Conklin 
Avenue to junction UB. Highway 202, 
thence over U,S. Highway 202 to junction 
New York Highway 118, and return over 
the same route, serving all intermediate 
points. 

Nors; If a bearing u deemed neomary. 
appUcant requeata It ba bald at New York, 
N.Y. 

No. MC 116921 (Sub-No. 4). filed Jan¬ 
uary 27,1965. Applicant: WEST FORD- 
HAM TRANSPORTATION CORP., 439 
West 203d Street. New York 34. N.Y. 
Applicant's attorney; James F. X. 
O'Brien, 17 Academy Street, Newark. 
N Authority sought to operate as a 
common carrier, by motor vehicle, over 
regular routes, transporting: Passengers 
and their baggage, and express and news- 
papers in the same vehicle with passen¬ 
gers. (1) between New Rochelle. N.Y.. 
and Stamford. Conn.; from junction UB, 
Highway 1 and Centre Avenue in New 
Rochelle (a point on applicant's pres¬ 
ently authorized routes) over U.8. High¬ 
way 1 to junction access roads leading to 
and from the New England Thruway 
(Interstate Highway 95), thence over ac¬ 
cess roads to junction New England 
YTmiway (Interstate Highway 95), 
thence over the New England Thruway 
(Interstate Highway 95) to junction 
Connecticut Turnpike at the New York- 
ConnccUcut State line, thence over the 
Connecticut Turnpike to Exit No. 7 in 
Stamford, thence over access roads lead¬ 
ing to and from the Connecticut Turn¬ 
pike to junction South State Street, 
thence over South State Street to junc- 
Uon UB. Highway 1 (Main Street) (a 
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point on applicant's presently authorized 
routes), and return over the same route. 
<^endna all Intermediate points: (2) be- 
tween New Rochelle, N.Y„ and New York 
City, N.Y.: (a) from juncUon Centre 
Avenue and U-S. Highway 1 in New 
itochelle (a point on applicant's pres¬ 
ently authorized routes), over U-S. High¬ 
way 1 (Boston Post Road) to New York 
City, thence over city streets to the Port 
of New York Authority Bus Terminals, 
and return over the same route, serving 
ail intermediate points; and (b) from 
junction Centre Avenue and UB. High¬ 
way 1 in New Rochelle (a point on appli¬ 
cant's presently authorized routes), over 
U.8, Highway 1 (Boston Post Road) to 
mnetion access roads leading to and 
from the New England Thruway (Inter- 
5 itate Highway 95). thence over access 
roads to jimction New England Thruway 
< Interstate Highway 95). thence over the 
New England Thruway (Interstate High¬ 
way 95) to New York City, thence over 
city streets to the Port of New York Au¬ 
thority Bus Terminals and return over 
the same route, serving all intermediate 
{oints. 

(3) Between Junction Connecticut 
Turnpike Exit No. 5 and access roads 
leading to and from the Turnpike in 
Oreenwlch, Conn., and junction access 
roads leading to and from the Turnpike 
and Putnam Avenue in Greenwich. Conn, 
(a point on applicant's presently author¬ 
ized routes), over access roods, serving 
all intermediate points; (4) between 
junction Connecticut Turnpike Exit No. 
4 and access roads leading to and from 
the Turnpike In Greenwich. Conn., and 
junction Field Road and Putnam Ave¬ 
nue in Greenwich, Conn, (a point on ap¬ 
plicant's presently authorized routes): 
from juncUon Connecticut Turnpike Exit 
No. 4 and access roads leading to and 
from the Turnpike, over access roads to 
Junction Field Road, thence over Field 
Road to Junction Putnam Avenue and 
return over the same route, serving all 
intermediate points; (6) between Junc¬ 
tion Connecticut Turnpike Exist No. 3 
and access roads leading to and from the 
Turnpike in Greenwich. Conn., and junc¬ 
tion Arch Street and Railroad Avenue in 
Greenwich. Conn, (a point on applicant's 
presently authorized routes); from junc¬ 
tion Connecticut Turnpike Exist No. 3 
and access roads leading to and from 
the Turnpike, over access roads to junc¬ 
tion Arch Street, thence over Arch Street 
to Junction Railroad Avenue, and return 
over the same route, serving all Inter¬ 
mediate points; (6) between junction 
Connecticut Turnpike Exit No. 3 and ac¬ 
cess roads leading to and from the Turn¬ 
pike in Greenwich. Conn., and juncUon 
Byram Road and Ritch Avenue In Green¬ 
wich. Conn, (a point on applicant's pres¬ 
ently authorized routes): from junction 
Connecticut Turnpike Exit No. 3 and ac¬ 
cess roads leading to and from the Turn¬ 
pike, over access roads to junction By ram 
Road, thence over Byram Rood to Junc¬ 
tion Hitch Avenue and return over the 
same route, serving all intermediate 
points. 

(7) Between JuncUon Connecticut 
Turnpike Exit No. 2 and access roads 
leading to and from the Turnpike in 
Greenwich, Conn., and junction access 
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roads leading to and from the Turnpike 
and Delavan Avenue in Greenwich, Conn, 
(a point on applicant's presently author¬ 
ized routes), over Access roads and re¬ 
turn over the same route, serving all 
interme^te points; (8) between Junc¬ 
Uon UB. Highway 1 (Main Street) and 
AUantic Street in Stamford. Conn, (a 
point on applicant's presently authorized 
routes). and Junction access roads lead¬ 
ing to and from the Turnpike and Con¬ 
necticut Turnpike Entrance No. 7 in 
Stamford. Conn.; from JuncUon UB. 
Highway 1 (Main Street) and AtlanUc 
Street over Atlantic Street to juncUon 
North State Street, thence over North 
State Street to Junction access roads 
leading to and from the Turnpike, thence 
over access roads to ConnccUcut Turn¬ 
pike Entrance No. 7 and return over the 
same route, serving aU intermediate 
points; (9) between JuncUon access 
roads leading to and from the New Eng¬ 
land Thruway (Interstate Highway 95) 
and New England Thru way Exit No. 13 
in Rye, N.Y., and Jimction Church Street 
and UB. Highway 1 (Main Street), in 
Port Chester. N.Y. (a point on appli¬ 
cant's presenUy authorized routes); 
from JuncUon access roads leading to 
and from the Thruway and New England 
Thruway Exit No. 13 over access roads 
to JuncUon Midland Avenue, thence over 
Midland Avenue to JuncUon (Thurch 
Street in Port Chester. N.Y.. thence over 
Church Street to juncUon UB. Highway 
I (Main Street) and return over the 
same route, serving all intermediate 
points; (10) between JuncUon New in¬ 
land Thruway Exit No. 12 and access 
roads leading to and from the New Eng¬ 
land Thruway (IntersUte Highway 95) 
in Rye, N.Y., and JimcUon access roads 
leading to and from the New England 
Thruway (IntersUte Highway 95) and 
U.S. Highway 1 (Boston Post Road) in 
Rye. N.Y. (a point on applicant's pres¬ 
enUy authorized routes), over access 
roads, serving all intermediate points; 
(11) between JtmcUon New EUigland 
Thruway Exit No. 11 and access roads 
leading to and from the New England 
Thruway (IntersUte Highway 95), in 
Rye. N.Y., and junction Old Post Rood 
and UB. Highway 1 (Boston Post Road), 
in Rye. N.Y. (a point on applicant's 
presently authorized routes): from Junc¬ 
Uon New England Thruway Exit No. 11 
and access roads leading to and from 
the New England Thruway (InUrsUte 
Highway 95), over access roads to Junc¬ 
tion Playland Parkway, thence over 
Playland Parkway to juncUon Old Post 
Road, thence over Old Post Road to 
JuncUon UB. Highway 1 (Boston Post 
Road) and return over the same route, 
serving all intermediate points. 

(12) Between Junction New England 
Thruway Exit No. 10 and access roiuls 
leading to and from the New England 
Thruway (IntersUte Highway 95) in 
Mamaroneck. N.Y., and Junction Ma- 
maroncck Avenue and Halstead Avenue 
In Mamaroneck, N.Y. (a point on appli¬ 
cant's presently authorized routes); 
from Junction Now England Thruway 
Exit No. 10 and access roads leading to 
and from the New England Thniway 
(IntersUU Highway 95), over accesa 
roads to juncUon Mamaroneck Avenue, 
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thence over Mamaroneck Avenue to 
JuncUon Halstead Avenue and return 
over the same route, serving all inter¬ 
mediate points; (13) between JuncUon 
New England Thruway Exit No. 9 and 
access roods leading to and from the New 
England Thruway (IntersUte Highway 
95) in the Town of Mamaroneck, N.Y., 
and junction ChaUworth Avenue and 
Palmer Avenue in Larchmont, N.Y. (a 
point on applicant's presently authorized 
routes); from junction New England 
Thruway Exit No. 9 and access roads 
leading to and from the New England 
Thniway (Interstate Highway 95) over 
access roads to Junction Jefferson Street, 
thence over Jefferson Street to Jimction 
Chatsworth Avenue, thence over ChaU¬ 
worth Avenue to juncUon Palmer Ave¬ 
nue, and return over the same route, 
serving all Intermediate polnU; (14) be¬ 
tween junction New England Thruway 
Exit No. 8 and access roads leading to 
and from the New England Thniway 
(Interstate Highway 96) in New Rochelle, 
N.Y., and juncUon North Avenue and 
U.S. Highway 1 (Main Street) in New 
Rochelle, N.Y. (a point on applicant’s 
presently authorized routes); from Junc¬ 
Uon New England Thniway Exit No. 8 
and access roads leading to and from the 
New England Thniway (Interstate High¬ 
way 95) over access roads to Junction 
Garden Street, thence over Garden 
Street to junction North Avenue, thence 
over North Avenue to juncUon U.S. 
Highway I (Main Street), and return 
over the same route, serving all inter¬ 
mediate points; (15) between junction 
New England Thniway Exit No. 7 and 
access roods leading to and from the New 
England Thruway (Interstate Highway 
95) in New RochcUc. N.Y., and juncUon 
access roads leading to and from the New 
England Thruway (Interstate Highway 
95) and UB. Highway 1 (Main Street) • 
In New Rochelle, N.Y. (a point on appli¬ 
cant’s presently authorized routes), over 
access roads, serving all intermediate 
points. 

Non: Common oonirol may b« involved. 
If a hearing la doemod neoegaary, applicant 
requeata It he held at New York, N.T. 

No. MC 126201 (Sub-No. 1). Aled Feb¬ 
ruary 3. 1965. Applicant: STANLEY 8. 
BARSTOW, doing business aa BAR- 
STOW TRANSPORTATION. DayvUle. 
Conn. Applicant's attorney: Thomas W. 
Murrett, 410 Asylum Street. Hartford. 
Conn. Authority sought to operate as a 
common carrier, by motor vehicle, over 
regular routes, transporUng: Passenaert 
and their baggage, in the same vehicle 
with passengers, between Johnston, RJ.. 
and East Hartford. Conn., from John¬ 
ston over UB. Highway 6 to juncUon 
Rhode Island Highway 101. thence over 
Rhode Island Highway 101 to the Rhode 
Island-Connecticut State line, thence 
over ConnccUcut Highway 101 to Junc¬ 
Uon UB. Highway 44. thence over UB. 
Highway 44 to juncUon Alternate U.S. 
Highway 44. thence over Alternate UB. 
Highway 44 to East Hartford, Conn., and 
return over the same route, serving all 
intermediate points. 

Note: If a hearing U deemed necea&ary, 
applicant requeau it be held at Providence. 
RI. 
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NOTICES 


Ka MC 126922, fticd Januaxy 27, 1965. 
Applicant: WOOD TRANSPORT. INC, 
102 South Court Street. Lewisburg, 
W. Va. Authority souaht to <^>a*ate as a 
amtTQct carrier^ by motor vehicle, over 
Irregular routes, transporting: Passen- 
oert (students) and baggage of passen^ 
gets, in the same vehicle with passengers, 
between Leaisburg, W. Va., and points in 
Virginia. 

Kars: Applicant ttatet It propoM to trans* 
port atudenU from Orcenbrler College and 
Qrecnbrier Milltarv achool to varknu re- 
eorta and ■chooto and eoUegea in Virginia for 
apocts. recreation, games, dances, and other 
erents. 

Van: If a hearing Is deemed neoetaary. 
appUcant requests It be held at Lewlsburg. 
W, Va. 

No. MC 126937, filed February 1, 1965. 
AppUcant: GRANGER BANES, doing 
business as BANES BUS SERVICE. 205 
South Center Street, Beaver Dam. Wis. 
Applicant's attorney: John T. Porter. 708 
First National Bank Building, Madison, 
Wis., 53703. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Paa- 
aengers and their baggage. In special 
and charter <H)craUons. between points 
In Columbia. Dodge. Fond du Lac and 
Green Lake Counties, Wis., on the one 
hand, and, on the other, points in HU- 
nois, Indiana. Iowa, Michigan, and 
Minnesota. 

Notx; If a hesring Is deemed necessary, 
applicant requests It be held at Madison. 
WU. 

No. MC 126942, filed February 4. 1965. 
AppUcant: ALVIN V AN PER K OLK, 
do^ business as INTER-CITY BUS 
LINE. 392 East Eighth Street. Holland. 
Mich. AppUcant's attorney: J. M. 
Neath. Jr, Michigan Trust Building, 
Grand Rapids, Mich, 49502. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Paasengers and their bag- 
gage, in the same vehicle with passen¬ 
gers, in special and charter operations, 
beginning and ending at Holland and 
Zeeland. Mich, and points In the com¬ 
mercial cones thereof, and extending to 
points In Indiana, BUnols, and Wiscon¬ 
sin. 

Kane: If a bearing Is deemed necceaarj. ap¬ 
pUcant requeeu It be held at Lansing. Mich. 

AmiCATXoNs m Which Hakpliwo With¬ 
out OfiAL Hsariko Has Bcoi Elcctko 

MOTOE CAsainis or psopssty 

No. MC 50069 (Sub-No. 314), filed FV:b- 
ruory 8. 1965. Applicant: REFINERS 
TRANSPORT A TERMINAL CORPO¬ 
RATION, 111 West Jackson Boulevard. 
Chicago, ni. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle. over irregular routes, transporting: 
Com agrup, in bulk. In tank vehicles, 
from Terre Haute, Ind. to Bloomington, 
lU. 

No. MC 107496 C8ub-No. 359). filed 
FVjbruary 4. 1965. Applicant: RUAN 
TRANSPORT CORPORATION. Keosau- 
qua Way at Third, Des Moines, Iowa. 
AppUcant's attorney: H. L. Fabrltz. Post 
Office Box 855, Des Moines, Iowa. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 


routes, transporting: PaXleta, from the 
distribution tenminal of Northwestern 
States Portland Cement Company lo¬ 
cated in Burnsville Township, Dakota 
County, Minn., to the plant of North¬ 
western States Portland Cement Com¬ 
pany at Mason City, Iowa. 

Na MC 108449 (Sub-No. 197), filed 
February 5. 1965. AppUcant: INDIAN- 
HEAD TRUC:k line, INC., 1947 West 
(bounty Road C. St, Paul, Minn, 55113. 
AppUcant’s attorney: Glenn W. Step¬ 
hens, 121 West Doty Street, Madison. 
Wls., 53703. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Cement, from the plant site of Universal 
Atlas Cement Divison of United States 
Steel Corporation located at Bettendorf. 
Iowa, to poinU in L>wa. Illinois. Wiscon¬ 
sin, Minnesota, and MisMurl. 

No. MC 108937 rSub-No. 24). filed Feb¬ 
ruary 4. 1965. AppUcant: MURPHY 
MOTOR FREIGHT LINES. INC.. 965 
EusUs Street, St. Paul. Minn, 55114. 
AppUcant’s representative: Raymond L, 
Stevens (same address as appUcant). 
Authority sought to operate as a common 
carrier, by motox^ vt^lcle, over regular 
routes, transporting; (l) General com¬ 
modities (except thewe of unusual vsJue, 
household goods as defined by the Com¬ 
mission and those requlrliig special 
equipment), between Pipestone. Minn, 
and Jackson, Minn.; from Pipestone over 
Minnesota Highway 30 to junction UB, 
Highway 71. thence over UB. Highway 71 
to Jackson (also from PlpcsU^ over 
UB. Highway 75 to junction UB. High¬ 
way 16, thence over U.8, Highway 16 to 
Jackson), and return over the same 
routes, serving all intermediate points 
and the off-route points of Lakefleld. 
Leota. and St. KlUan, Minn.: (2) gen¬ 
eral commoditiea (except ih^ of un¬ 
usual value. Classes A and B explosives, 
household goods as defined by the Com¬ 
mission. commodities in bulk and those 
requiring special equipment), (a) be¬ 
tween Luveme, MUm, and Sioux Falls. 
S. Dak.: from Luveme over UB. Hlsli- 
way 16 to Sioux Falls (also from Luveme 
enrer Interstate Highway 90 to Sioux 
Falls), and return over tlic same routes, 
serving the intermediate points of Beaver 
Creek and Manley, Minn, and the off- 
route points of Ellsworth. Hills. Kana- 
ranzi, and Steen, Minn.; (b) between 
Chicago. HI, and Worthington, Minn.: 
(1) from Chicago over Interstate High¬ 
way 90 to junctloa UB. Highway 16. 
thence over UB Highway 16 to Worth¬ 
ington. and return over the same route, 
serving the intermediate point of Jack- 
son, hflnn, and the off-route points of 
Lakefield. Round Lake, Sioux Valley, and 
Spafford, Minn.: (2) from Chicago over 
UB. Highway 20 to junction nilnoLs 
Highway 53, thence over Illinois Highway 
53 to joncUon UB. Highway 12. thence 
over UB. Highway 12 to jimction Inter¬ 
state Highway 90, thence to Worthing¬ 
ton as specUM above, and return over 
the same route, serving the intermediate 
point of Jackson, Minn., and the off- 
route points of Lakefldd. Hound Lake, 
Sioux Valley, and Spafford, Minn. 

(3) From Chicago over UB. Highway 
20 to Junction Illinois Highway 53, thence 
over Illinoii Highway 53 to junction UB. 


Highway 14. thence over UB. Highway 
14 to junction Interstate Highway 90. 
thence to Worthington as specified above, 
and return over the same route, serving 
the Intermediate point of Jackson, Minn., 
and the off-route points of Lakefield, 
Round Lake. Sioux Valley and Spafford, 
Minn.: (4) from Chicago over UB. High¬ 
way 20 to junction Illinois Highway 47. 
thence over minois Highway 47 to junc¬ 
tion U,8. Highway 14. thence over UB. 
Highway 14 to junction Interstate High¬ 
way 90. thence to Worthington as speci¬ 
fied above, and return over the same 
route, serving the intermediate poUit of 
Jackson, Minn., and the off-route points 
of Lakefleld, Round Lake, Sioux Valley 
and Spafford, Minn.: (5) from Chicago 
over UB. Highway 14 to junction Inter¬ 
state Highway 90, thence to Worthington 
as specified above, and return over the 
same route, serving the Intermediate 
point of Jackson. Minn., and the off- 
route points of Lakefleld. Round Lake, 
Sioux Valley and Spafford. Minn.; (6) 
from Chicago over UB. Highway 12 to 
junction Interstate Highway 90, thence 
to Worthington as specified above, and 
return over the same route, serving the 
intermediate point of Jackson. Minn., 
and the off-route points of Lakefield, 
Round Lake. Sioux Valley and Spafford. 
Minn.: (7) from Chicago over UB. High¬ 
way 20 to jimction Illinois Highway 76. 
thence over Illinois Highway 76 to junc¬ 
tion Wisconsin Highway 140. 

Thence over Wisconsin Highway 140 to 
junction UB Highway 14. thence over 
UB. Highway 14 to junction Interstate 
Highway 90. thence to Worthington as 
specified above and return over the same 
route, serving the intermediate point of 
Jackson, Minn., and the off-route points 
of Lakefi^d, Round Lake, Sioux Valley, 
and Spafford. Minn.: (8) from Chicago 
as specified above to junction Interstate 
Highway 90 and UB. Highway 16, thence 
over UB. Highway 16 to junction Min¬ 
nesota Highway 44, thence over Min¬ 
nesota Highway 44 to junction UB. High¬ 
way 52. thence over UB. Highway 52 to 
junction UB. Highway 16, thence over 
UB. Highway 16 to Worthington, and 
return over the same route, serving the 
intermediate point of Jackson. Minn., 
and the off-route points of Lakefield, 
Round Uke, Sioux Valley and Spafford. 
Minn.; and (9) from Chicago as specified 
above to junction Interstate Highway 90 
and UB. Highway 16, thence over UB. 
Highway 16 to junction UB. Highway 14. 
thence over UB. Highway 14 to junction 
UB. Highway 63, thence over UB. High¬ 
way 63 to junction Interstate Highway 
90, thence over Interstate Higha’ay 90 
to junction UB. Highway 16, thence over 
UB. Highway 16 to Worthington, and 
return over the same route, serving the 
intermediate point of Jackson. Minn., 
and the off-route points of Lakefield. 
Round Lake, Sioux Valley and Spafford, 
Minn. 

Kotk; This Application is ftlfd pursuant 
to MO-O-iSee. AffAcUvs May 1. 1964, Which 
provides the fpecial ruJat for convArsloo 
of liTAgulmr route to regtUar motor carrier 
operations. 

SrsctAi. Van: Proteets to this applIcaUon 
may bs filed within 45 days Instead of SO days. 
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No. MC 114194 (8ub-No. S8), Hied Jan- 
Iiary 28. 1965. AppUcant: KREIDER 
TRUCK SERVICE. INC.. 8003 Collins¬ 
ville Hoad. East St. Louis. lU. Authority 
sought to operate as a common carrier, 
by motor vehicle, over Irregiilar routes, 
transporting: Sumps, sweeteners and 
blends, in bulk, in tank vehicles, from 
Edinburg. Ind.. to points in Indiana. 
Michigan. Ohio. Ililnois. Pennsylvania. 
KentU(^. West Virginia, and Wisconsin, 
and rejected shipments of the commodi¬ 
ties si^ecified above, on return. 

No. MC 114194 (Sub-No. 89). filed Feb¬ 
ruary 8. 1965. Applicant: KREIDER 
TRUCK SERVICE. INC.. 8003 CoUins- 
vUle Road. East St. Louis. HL Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Svrups, sweeteners and 
blends, in bulk, in tank vehicles, from 
Edinburg. Ind.. to points in Nebraska. 
Kansas. Oklahoma. Missouri. Arkansas. 
Tennessee, Louisiana, and Mississippi, 
and rejected shipments, on return. 

No. MC 114194 (Sub-No. 90). hied Feb¬ 
ruary 8. 1965. Applicant: KREIDER 
TRUCK SERVICE. INC.. 8003 Collins¬ 
ville Road. East St. Louis. IlL Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Svrups, sweeteners, com 
svrup, and blends, in bulk, in tank ve¬ 
hicles. from Granite City. III., to points In 
Kentucky and Tennessee, and rejected 
shipments, on return. 

No. MC 126383 <Sub-No. 1), Hied Feb¬ 
ruary 8. 1965. Applicant: O it \V 
TRANSPORT. INC.. 10028 River Road. 
Potomac, Md. Applicant's attorney: 
Samuel W. Eku-nshaw. 833 Washington 
Building. Washington 5. D.C. Authority 
.v>ught to operate as a contract carrier, 
by motor vehicle, over Irregxilar routes, 
transporting: Malt beverages, in con¬ 
tainers, from New York, N.Y.. Newark 
and Elizabeth. N.J.. to Silver Spring. Md.. 
and points in Montgomery County, Md.. 
within 10 miles of Silver Spring. 

Note: AppllcAnt U also authorbeed to con¬ 
duct operatlona as a common carrier In oer- 
Ufloate No. MO 124939. therefore dual opera¬ 
tions may be involved. 

By the Commission. 

IssALl Bkrtha F. Armes. 

Acting Secretary. 

(PR Doc. 65-1924; Piled, Peb. 34. 1905: 

8:48 ajn.) 


FOURTH SECTION APPLICATIONS FOR 
FOR RELIEF 

February 19.1965. 

Protests to the granting of an applica¬ 
tion must be prepared in accordance with 
Rule 1.40 of the general rules of prac¬ 
tice (49 CFR 1.40) and filed within 15 
days from the date of publication of this 
notice in the Federal Register. 

Long-and-Short Haul 

PBA No. 39588: Superphosphate to 
Des Moines, fowa. Filed by O. W. South. 
•Jr., agent (No. A4639). for Interested 
rail carriers. Rates on superpbospliatc. 
not defluorinated superphosphate, nor 
feed grade superphosphate, in carloads, 
subject to minimum weight per ship¬ 


ment of 500 tons of 3.000 iiounds. from 
points in Florida, to Des Moines. Iowa. 

Grounds for relief: Rall-barge-rail 
competition. 

Tariff: Supplement 26 to Southern 
Freight Association, agent, tariff I.C.C. 
S-4I5. 

PSA No. 39589: Muriatic acid to Dan¬ 
ville, m. Piled by O. W. South. Jr., agent 
(No. A4640). for interested rail carriers. 
Rates on acid, muriatic (hydrochloric), 
in tank-car loads, from Memphis, Tenn., 
to Danville, m. 

Grounds for relief: Market competi¬ 
tion. 

Tariff: Supplement 63 to Southern 
Freight Association, agent, tariff I.C.C. 
S-272. 

FSA No. 39590: Sulphuric acid to 
Greensboro, N,C. Piled by O. W. South. 
Jr., agent (No, A4641). for interested rail 
carriers. Rates on stilphurlc acid, in 
tank-car loads, subject to minimum 
shipment of five cars, from Baton Rouge 
and North Baton Rouge, La., to Greens¬ 
boro. N.C. 

Grounds for relief: Market competi¬ 
tion. 

Tariff: Supplement 111 to Southern 
Freight Association, agent, tariff I.C.C. 
8-162. 

By the Commission. 

fsEALl Bertha F. Armes. 

Acting Secretary, 

(PR. Doc. 65-1919: Filed. Feb. 34, 1965; 

8:48 am] 


DEPARTMENT OF LABOR 

Wage and Hour Division 

CERTIFICATES AUTHORIZING EM¬ 
PLOYMENT OF LEARNERS AT SPE- 
CIAL MINIMUM RATES 

Notice is hereby given that pursuant 
to section 14 of the Fair Labor Standards 
Act of 1938 (52 Stat. 1060. as amended. 
29 UJ3.C. 201 et seq.). and Administra¬ 
tive Order No. 679 (28 FJl. 11524) the 
firms listed in this notice have been is¬ 
sued special certificates authorizing the 
employment of learners at hourly wage 
rates lower than the minimum wage 
rates otherwise applicable under section 
6 of the act. The cffccUvc and expira¬ 
tion dates, occupations, wage rates, num¬ 
ber or proportion of learners and learn¬ 
ing periods, for cer^cates iss ued u nder 
general learner regulations (29 CFR 522.1 
to 522.9), and the principal product 
manufactured by the employer arc as 
indicated below. Conditions provided In 
certificates issued under the supple¬ 
mental Industry regulations cited in the 
captions below are as established in those 
regulations. 

Apparel Industry Learner Regxilations 
(29 CFR 622,1 to 522.9. as amended, and 
29 CFR 522.20 to 522.25. as amended) • 
The following learner certificates were 
Issued authorizing the employment of ten 
percent of the total number of factory 
production workers for normal labor 
turnover purposes. The effective and 
expiration dates are indicated. 

Angua Oarment ManufacturlDg Co.. New¬ 
ton Bridge Road. Athens. Oa.: etTocUve 1-33- 
85 to 1-21-66 (men*a work ponui. 


The Arrow Co.. 407 Sotitb Main Streets 
Lewlstown. Pa.: efTecUve 3-1-66 to 1-31-66 
(men's and boys' sport shirts). 

Bayly Manufacturing Oo.« 3000 Arapahoe 
Street. Denver, Colo.; effective 1-31-65 to 
1-30-66 (men's and b^' overaUa). 

Berwick Shirt Co., Inc., lOtb and Pine 
Streets. Berwick. Pa.; effoettve 1-30-65 to 
1-39-66 (men's sport ahirU). 

Big Yank Corp.. CentrnX Street, Water Val¬ 
ley. Miss.; effective 1-38-65 to 1-37-56 (men's 
and boys* semldrees pants). 

City Shirt Corp.. 19-21 West Vine Street, 
Mahanoy City, Pa.; effective 3-1-66 to 1-31- 
66 (men's sport shirU). 

Colshtre Manufacturing Co., Xno., Morgan¬ 
town. W. Vo,; effective 2-1-65 to 1-31 66 
(men's pajamas). 

Ely and Walker, A Division of Burlington 
Irdustrles, Inc., Heber Sprmg, Ark.; effec¬ 
tive 1-23-66 to 1-33-60 (boys* sport shlrU). 

Ely and Walker. A Division of Burlington 
Industries. Inc.. Taaoo City, Miss.; effective 
3-1-66 to 1-31-66 (men's and boys' pajamas). 

DonUn Sportswear, Ino., New TaaeweU. 
Tenn.; effective 1-27-66 to 1-26-66 (men's 
and boys* sport shirts). 

Ths Etiro Shirt Co.. Inc., MadlsonvUXe. Ky.; 
eflecUve 3-1-06 to 1-31-66 (sport shifts). 

J, Freezer A Son, Inc., Radford. Va.; ef¬ 
fective 1-37-66 to 1-26-66 (men's and ladies' 
shirts), 

J. Preeser and Son. Inc.. Rural Retreat. 
Va,; effecUve 1-37-66 to 1-26-66 (men's and 
ladles* shirts). 

Olorla Maniifaotuiing Corp., 816 34th 
Street, Newport News, Va.; effecUve 1-30-65 
to 1-19-68 (children's dresses and sports¬ 
wear). 

Hebron Pants Factory. Hebron, Md.; effec¬ 
Uve 3-4-66 to 3-3-66 (men's work penu). 

Hesteoo Manufacturing Co.. Inc., 448 West 
High Street. Elljsabethtown. Pa.; effective 
1-27-66 to 1-26-66 (children's dresses and 
playwear). 

Honaker Mills Corp., Honaker. Va.; effec¬ 
tive 1-37-66 to 1-36-65 (women'B and misses* 
aleepwesr). 

F. Jacobson and Sons, Inc., Bast Street and 
Pennsylvania Avenue. York, Pa.; effecUve 3- 
3-65 to 3-3-66 (men's sport shirU). 

Kinston Shirt Co.. Kinston. N.C.; effecUve 
1^1-66 to 1-36-66 (men's and boys* shirts). 

Leisure Lads, Inon, Hedrick and Brenner 
Streeta, Salisbury. N.C.; effecUve 1'28-66 to 
1-27-66 (boys* sport suits) • 

Llnooln Garment Co„ Inc., 330 Chicago 
Avenue. Lincoln. III.; effecUve 1-36-66 to 
1-27-66 (women's and misses* dresses). 

Lowenstcln Dress Corp., 436 Pleasant 
Street, Pall River. Mass.; effective 1-37-66 to 
1-36-66 (ladles* dresses). 

MSd South Manufacturing Co.. Ino., Rich- 
ion. MISS.; effecUve 1-19-66 to 1-18-66 (men's 
cotton vrork shirts and work pants). 

Mode O'Day Corp., 807 Main Street. 
Osewatomle. Kans.; effecUve 1-29-66 to 1- 
38-66 (ladles* blouses). 

Monlelgh Garment Co.. YadlUnvllle Road. 
Mocksvllle. N.C.; effecUve 3-6-66 to 3-6-66 
(ladles* blouses and men's shirts), 

Oakley PRablons. Inc . 240 Novy Street. 
Jackson. Tbnn.; efIecUve 1-36-65 to 1-34-66 
(women's and misses' dresses). 

OIney Manufacturing Co., Olney. Tex; ef- 
feoUvo 1*19-65 to 1-18-66 (men's and boys* 
dress slacks). 

Pass (ThiisUan Induslrlea, Xnc.. 100 West 
Beach. Pass ChUsUan, Miss.; effective 1-37- 
66 to 1-36-66 (men's and boys* ahlrta and 
ladles' blouses). 

Pttbllx Shirt Corp., Hasaeton, Pa.; effecUve 
1-30-66 to 1-29-66 (men's and boys' dress 
and spon ohirts). 

The Raleigh Corp., Raleigh. Miss.; effecUve 
1-31-6S to 1-30-66 (ladles* stacks). 

Rosebud Manufacturing Go., Vldallo, Oa.; 
effecUve 3-1-66 to 1-31-66 (womenls linge¬ 
rie). 

Sanford Manufacturing Co.. 44-48 Lehigh 
Street. Wilkes-Barre. Pa,; effecUve 2-3-65 to 
3-3-66 (men's and boys* pants, ladles* slacks). 
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Shikmrocic of Dublin. LimlUd. 404 Kellem 
Strwrt. Dublin, CMl: 4dr«cOv* to l- 

28^ (men's and boys* sloclu). 

Henry 1. Siegel Oo., Inc., TlptonvUle. Tenn.; 
effecUfv l-27>05 to 1-30-4M. Lcamert nuy 
not be employed at specUl minimum wages 
in the production of aport coats oC suit type 
construction (men's and boys* sports outer- 
wear). 

Smltb Brothers Manufacturing Oo.. 624 
Howard Street. Carthage. Mo.; etTeeUee 2- 
3-66 to 2-2-66 (blue jeans and overalls). 

Smith Brothers Manufacturing Co.. Neo¬ 
sho. Mo.; efTectlve 2-6-66 to 2-2-66 (work 
and casual pants). 

Smith Brothers Manufscturlng Co.. 81. 
Joseph, Mo.; effective 1-23-65 to 1-22-66 
(work Jackets, overalls, coveralls and pants). 

Sos>erton Manufacturing Co., Soperton. 
Oa.; effective 2«9-65 to 2-2-66 (men's sport 
shirts). 

StuigU Clothing Co.. 8Uth and Main. Stur- 
gU Ky4 effecUve 2-1-66 to 1-61-66 (men's 
single pants). 

I. Taliel aikd Son. Drew. Mlsa; effecUve 
1-61—66 to 1—3(^-06 (men's and boys' outer¬ 
wear jackets). 

Tennessee OvenOl Oo.. 401 North AtlanUe 
Street. Tullahoma, Tenn.; effecUve 1-22-66 
to 1-28-66 (men's pants). 

Vldalla Garment Oou, Inc.. VktsUa, Oa.; 
effective 1-60-65 to 1-22-66 (men's sport and 
dress shirts). 

The following learner certificates were 
issued for normal labor turnover pur* 
poses. The effective and expiration 
dates and the number of learners au* 
thorlzed are indicated. 

J. Freecer and Son. Inc., Christlansburg, 
Va4 effecUve 1-27-66 to 1-26-66; 10 learners 
(men's and Isdlas* shirts). 

Hesteoo Manufacturing Co.. Inc.. 10 West 
Locust Street. Ephrato. Pa.; effecUve 1-21-66 
to 1-20-66; 6 learners (chUdrenls drosses and 
playwear). 

Hesteoo Manufacturing Co^ Inc., 40 South 
John Street, Hummelatown. Pa.; effecUve 1- 
20-65 to 1-12-66; 6 learners (children's 
dresses and playwear). 

Old Hickory Oo.. Inc., 32 2d Street Place, 
8W.. Hickory, N.04 effecUve 1-22-66 U> 1-21- 
66; 10 learners (men's and boys' diingarees, 
overalls and men's work panu). 

Smith Brothers Manufacturing Oo., Lamar. 
Mo 4 effecUve 1-26-65 to 1-22-66; 10 learners 
(nMn's and boy s ' dungarees and work 
jackets). 

Swansea Manufacturing Oo.. Inc.. Swansea, 
8.04 effecUve 2-1-65 to 1-31-66; 10 learners 
(ladles* pants and slacks). 


NOTICES 

WUlards Shirt Co., Willards. Md.; effecUve 
1-22-65 to 1-28-66; 10 learners (menli work 
shifts and pants). 

The followliig learner certificates were 
issued for plant expansion purposes. 
The effective and expiration dates and 
the number of learners authorized are 
indicated. 

Decatur Shirt Corp.« Decatur. M1M4 effec- 
Uve 1-22-66 to 7-22-iW; 75 learners (boys* 
sport shirts). 

The H. D. Lee Co., Inc., Houston. Mo.; effec¬ 
Uve 1-22-65 to 7-21-66; 60 loamon (men's 
and ladles* western pants). 

Honaker Mills Carp^ Honaker, Va.; elTec- 
Uve 1-27-65 to 7-26-65: 50 learners (wom¬ 
en^ and misses* sleepwear). 

Hosiery Industry Learner Regulations 
(29 CFR 522.1 to 522.9, as amended, and 
29 CFR 522.40 to 522.43, as amended). 

Belmont Hosiery Mills. Inc., Belmont, N.Cj 
effecUve 2-1-66 to 1-61-66; 5 percent of the 
toUU number of factory producUon srorkera 
for normal labor turnover purposea (seam- 
lesa), 

Belmont Knitting Oo. Belmont, If.C.: ef¬ 
fecUve 1-30-65 to 1-29-66; 6 percent of the 
total number of factory productloD workers 
for normal labor turnover purposes (seam- 

lesB). 

Dothan Boalery Ca. Dothan, Ala.; effecUve 
1-20-65 to 1-12-66: 6 percent of the total 
number of factory producUon workers for 
normal labor tiunover purpoaes (aeamless), 

Durham Hosiery MUles, Plant ^14, 102 
South Corcoran Street, Durham. N.C.; effec- 
Uve 1-25-65 to 1-24-66; 6 percent of the total 
number of factory producUon workers for 
normal labor turnover purposea (seamless). 

UB. Industries, Inc., Grenada Industries 
Division, Grenada, Miss.; effecUve 1-25-65 to 
1-24-66; 5 percent of the total number of 
factory production workers for normal labor 
turnover purposea (full-fashioned, seamless). 

Van Raalte Co.. Inc., Blue Ridge. Oa.: ef¬ 
fecUve 1-25-65 to 1-24-66; 6 percent of the 
total number of factory production srorkera 
for normal labor turnover purposea (seam¬ 
less). 

Wee-Sox Hosiery Mills, Ino., Randleman, 
N.C.; effecUve 1-28-65 to 7-27-66; 15 learners 
for plant axpanakm purposes (Infants* 
hosiery). 

Knitted Wear Industry Learner Regu¬ 
lations (22 CFR 622 .1 to 522B, as 
amended, and 29 CFR 522.30 to 522.35, 
as amended), 

R. W. Ooeasrd Co.. Artemis Dlvlakm, Troy, 
Mo.; effecUve 1-27-65 to 1-26-66; 5 percent 


of the total number of factory production 
workers for normal labor turnover ptnp^s 
(women's underwear and nightwear). 

The H. W. Gossard Co^ Artemis Division. 
Malden, Uo.; effecUve 1-20-66 to 1-12-66; 6 
percent of the total number of factory pro¬ 
ducUon workers for normal labor turnover 
purposea (women's knit and woven under- 
srear and nightwear), 

The H. W. Goasard Co., Lingerie Dlvlsloii. 
Poplar Bluff, Mo.; effective 1-20-65 to 1-12- 
06; 5 percent of the total number of factory 
production workera for normal labor turnover 
purposes (women's knit and woven under¬ 
wear and nightwear). 

The K. W. Oossard Oo., Lingerie Dtvialon. 
Bristow, Okla.; effecUve 1-20-65 to 1-12-66; 
5 percent of the total number of factory 
production srorkers for normal labor turn¬ 
over purpoaes (women's knit and woven un¬ 
derwear and nightwear). 

Lee County Manufaciuring. Inc., Leesburg. 
Oa.: effecUve 1-28-65 to 1-27-66; 5 percent 
of the total number of factory produ^on 
srorkers for normal labor turnover purpoaes 
(ladles* and children's panties). 

M a lone Knitting Co., River Street, Wdfe- 
boro, NH.; effecUve 1-21-66 to 1-20-66: 5 
learners for normal labor turnover purposes 
(infants* and children's knitted underwear). 

Spotlight Company. Inc., Ashdown. Ark.; 
effecUve 1-21-65 to 7-20-65; 5 learners for 
plant expansion purposes (Isdlss* Ungsrie 
and aleepwear), 

Each learner certificate has been Issued 
upon the representations of the employer 
which, among other things, were that 
employment of learners at special mini¬ 
mum rates Is necessary In order to pre¬ 
vent curtailment of opportunities for 
employment, and that experienced work¬ 
ers for the learner occupations are not 
available. Any person aggrieved by the 
issuance of any of these certifleates may 
seek a review or reconsideration thereof 
within 15 days after publication of 
this notice in the Fsoxiua Rc oisrx t pur¬ 
suant to the provisions of 22 CFR 522.9. 
The certificates may be annulled or with¬ 
drawn, as indicated therein. In the man¬ 
ner provided in 29 CFR Part 528. 

Signed at Washington, D.C., this 5th 
day of February 1965. 

ROBCkT G, Qiontwals, 
Authorized Representative 
of the Administrator, 

[PR. Doo. 65-1828: Filed, Peb. 24. 1966; 

8:46 am.) 
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